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PREFACE. 

• 

This  Reprint  of  my  Electrical  Papers  comes  about  by  the  union  of 
a  variety  of  reasons  and  circumstances. 

First,  there  was  a  demand  for  certain  of  my  papers,  especially  for 
a  set  relating  to  Electromagnetic  Waves.  Although  I  distributed  49 
copies  in  a  collected  form,  I  was  asked  for  more,  and  also  received 
assurances  that  a  republication  of  my  papers  in  general  would  be 
useful.  But  this  demand  was  too  small  to  lead  to  an  inunediate 
supply. 

Secondly,  however,  at  the  beginning  of  1891  it  was  proposed  to 
me  by  the  publisher  of  The  Electrician  that  my  articles  on  "Electro- 
magnetic Theory,"  then  commencing  and  now  continuing  in  that 
journal,  should  be  brought  out  later  in  book  form.  This  was  satis- 
factory so  far  as  it  went,  but  it  brought  the  question  of  a  reprint 
of  the  earlier  papers  to  a  crisis.  For,  as  the  later  work  grows  out 
of  the  earlier,  it  seemed  an  absurdity  to  leave  the  earlier  work 
behind. 

Thirdly,  the  experimental  work  of  Hughes  in  1886,  furnishing  the 
first  evidence  (in  the  sense  ordinarily  understood,  though  other  evidence 
was  convincing  to  a  logical  mind)  of  the  tmth  of  the  theory  of  surface 
conduction  along  wires  under  certain  circumstances,  first  advanced  by 
me  a  year  previously ;  followed  in  1887-8  by  the  experimental  work 
of  Hertz  and  Lodge  on  electrical  vibrations  and  electromagnetic  waves, 
still  farther  confirming  the  above,  and  also  broadly  confirming  the 
tinith  of  the  theory  of  the  propagation  of  disturbances  along  wires  I 
had  worked  out  on  the  basis  of  Maxwell's  doctrine  of  the  ether  in 
Its  electromagnetic  aspect,  and  the  correctness  of  Fitzgerald's  ideas 
concerning  electrical  radiation,  and  of  the  nature  of  the  energy-flux 
developed  by  Poynting  and  myself  from  Maxwell's  theory,  were  the 
means  of  stirring  up  an  amount  of  interest  in  this  theory  that  was 
quite  wonderful  to  witness.  That  electrical  disturbances  were  pro- 
pagated in  time  through  a  medium  was  raised  from  a  highly  probable 
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speculation  to  an  established  fact.  A  careful  study  by  electrical 
physicists  of  MaxwelPs  development  of  Faraday^s  ideas  became  im- 
perative, especially  on  the  Continent,  where  Maxweirs  work  had 
hitherto  met  with  a  singular  want  of  appreciation,  arising,  I  believe, 
mainly  from  misconception  of  his  theory  of  electrical  displacement 
This  misconception,  I  think,  exists  even  now,  since  some  writers  apply 
to  Maxwell's  theory  ideas  and  processes  which  seem  to  me  to  be 
thoroughly  antagonistic  to  his  views.  But  even  in  England  the  theory 
had  been  much  neglected.  For  one  thing,  much  attention  was  being 
devoted  to  the  dynamo.  Then  again,  the  form  in  which  MaxweD 
presented  his  theory  did  not,  I  think,  display  its  merits  in  a  manner 
they  deserve,  and  suited  for  legitimate  development.  Moreover,  the 
contrast  between  the  old  notions  of  electricity  and  Maxwell's  was  lo 
great  that  mere  natural  conservatism  stood  in  the  way.  A  stimulus 
was  wanted  in  favour  of  a  theory  so  ill-understood  and  (apparently)  so 
far  removed  from  actual  observation.  But  the  experimental  stimultv 
having  come,  the  result  has  been  a  flood  of  other  experimental  work, 
mostly  tending  to  confirm  the  general  theory.  A  work,  therefore,  like 
the  present,  which  is,  in  the  main,  devoted  to  the  elucidation  and 
extension  of  Maxwell's  theory,  and  of  the  mathematical  methods  suited 
to  it,  should  have  a  legitimate  place  amongst  others.  Though  it  was 
nearly  all  done  before  the  electrical  "  boom  "  began,  it  may  not  be  ont 
of  date,  and  may  perhaps  be,  in  some  respects,  ahead. 

Fourthly,  it  had  been  represented  to  me  that  I  should  rather  IxmI 
the  matter  down  to  a  connected  treatise  than  republish  in  the  form 
of  detached  papers.  But  a  careful  examination  and  consideration  of 
the  material  showed  that  it  already  possessed,  on  the  whole,  sufficient 
continuity  of  subject-matter  and  treatment,  and  even  regularity  of 
notation,  to  justify  its  presentation  in  the  original  form.  For,  instead 
of  being,  like  most  scientific  reprints,  a  collection  of  short  papers  «d 
various  subjects,  having  little  coherence  from  the  treatise  point  of 
view,  my  material  was  all  upon  one  subject  (though  with  many 
branches),  and  consisted  mostly  of  long  articles,  professedly  written* 
in  a  connected  manner,  with  uniformity  of  ideas  and  notation.  And 
there  was  so  much  comparatively  elementary  matter  (especially  in 
what  has  made  the  first  volume)  that  the  work  might  be  regarded  not 
merely  as  a  collection  of  papers  for  reference  purposes,  but  also  as 
an  educational  work  for  students  of  theoretical  electricity. 

As  regards  the  question,  "Will  it  payl"  little  need  be  said.     For, 
fifthly,  however  absurd  it  may  seem,  I  do  in  all  seriousness  hereby 
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declare  that  I  am  animated  mainly  by  philanthropic  motives.     I  desire 
to  do  good  to  my  fellow-creatures,  even  to  the  Cui  bonos. 

Having  thus  justified  the  existence  of  this  reprint,  it  remains  for 
me  to  indicate  the  general  nature  of  the  contents,  and,  in  doing  so, 
I  will  imagine  myself  (usually),  to  be  addressing  an  intelligent  and 
eam^t  student,  who  means  business.  The  first  twelve  articles,  pp.  1 
to  46,  are  on  matters  dealing  mainly  with  telegraphy,  and  are  but 
loosely  connected.  But  a  sort  of  continuity  then  begins,  for  the  next 
eight  articles,  up  to  p.  179,  deal  mainly  with  the  theory  of  the  pro- 
pagation of  variations  of  current  along  wires,  beginning  with  applica- 
tions of  the  simple  electrostatic  theory  of  Sir  W.  Thomson  (1855)  to 
cables  under  different  circumstances  (terminal  resistances,  condensers, 
etc,  intermediate  leakage,  etc.),  and  followed  by  extensions  to  include 
self-induction,  or  the  influence  of  the  inertia  of  the  magnetic  medium, 
and  the  mutual  influence,  both  electrostatic  and  magnetic,  of  parallel 
wires.  The  last  of  this  set.  Art.  xx.,  has  not  been  printed  before. 
It  is,  however,  in  its  right  place,  having  been  written  in  1882  as  a 
sequel  to  the  papers  preceding  it.  It  may  be  found  useful  to  those 
who  are  interested  in  the  subject  as  an  intermediate  between  the 
papers  of  this  set  and  the  later  series  in  the  second  volume,  wherein 
the  subject  is  treated  from  a  more  comprehensive  point  of  view,  viz., 
Maxwell's  theory  of  the  ether  as  a  dielectric.  There  is  no  conflict. 
The  later  investigations  are  generalizations  of  the  earlier,  or  the  earlier 
are  specializations  of  the  later;  and  I  can  recommend  the  earnest 
student  to  read  the  earlier  set  first,  before  proceeding  to  the  more 
advanced  treatment  in  the  later  set. 

We  next  come  to  a  series  of  papers  published  in  The  Electrician 
between  the  autumn  of  1882  and  the  autumn  of  1887,  when  under 
the  editorship  of  Mr.  C.  H.  W.  Biggs,  to  whom  I  desire  to  express 
my  obligations  for  the  opportunity  he  gave  me  of  exercising  my 
philanthropic  inclinations,  in  the  face,  as  I  afterwards  learnt,  of  con- 
siderable opposition.  These  papers  extend  over  about  500  pages, 
mostly  in  this,  partly  in  the  second  volume,  and  are  usually  long 
articles,  with  continuity.  They  relate  to  electrical  theory  in  general. 
Beginning  with  the  abstract  relations  of  the  electrical  quantities,  and 
the  mathematics  of  the  subject  in  vector  form  (of  an  elementary  kind), 
including  a  general  theory  of  potentials  and  connected  quantities 
expressed  in  the  rational  units  I  introduced,  we  pass  on  to  the  con- 
sideration of  the  energy  of  the  electric  and  magnetic  fields,  and  the 
transformations  concerned  in  the  phenomenon  of  the  electric  currents 
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including  an  account  of  Sir  W.  Thomson's  theory  of  thermo-electricity. 
Next  comes  a  pretty  full  study  of  the  theory  of  the  propagation  of 
induction  and  electric  current  in  round  cores,  to  which  I  was  led 
hy  my  experiments  with  induction  balances,  in  the  endeavour  to 
explain  certain  phenomena  observed.  The  analogy  with  the  motion 
of  a  viscous  liquid  is  also  introduced  and  developed. 

Lastly  we  come  (1885)  to  a  more  comprehensive  treatment  of 
electromagnetism,  based  upon  Maxwell's  theory,  in  "Electromagnetic 
Induction  and  its  Propagation,"  of  which  the  first  half  is  in  this 
volume.  I  here  introduce  a  new  method  of  treating  the  subject  (to 
which  I  was  led  by  considering  the  flux  of  energy),  which  may  perhaps 
be  appropriately  termed  the  Duplex  method,  since  its  main  charact6^ 
istic  is  the  exhibition  of  the  electric,  magnetic,  and  electromagnetic 
equations  in  a  duplex  form,  symmetrical  with  respect  to  the  electric 
and  magnetic  sides,  introducing  a  new  form  of  fimdamental  equation 
connecting  magnetic  current  with  electric  force,  as  a  companion  to 
Maxwell's  well-known  equation  connecting  magnetic  force  and  electric 
current.  The  duplex  method  is  eminently  suited  for  displaying 
Maxwell's  theory,  and  brings  to  light  many  useful  relations  whidi 
were  formerly  hidden  from  view  by  the  intervention  of  the  vecto^ 
potential  and  its  parasites.  There  is  considerable  difficulty  in  treating 
electromagnetism  by  means  of  Maxwell's  equations  of  propagation  in 
terms  of  these  quantities,  as  presented  in  his  treatise.  The  difficulty 
is  gveatly  increased,  if  not  rendered  practically  insuperable,  when  we 
pass  to  more  advanced  cases  involving  heterogeneity  and  eolotropy  and 
motion  of  the  medium  supporting  the  fluxes.  Here  the  duplex  method 
furnishes  what  is  wanted  in  general  investigations,  and  is  the  basis  of 
"  Electromagnetic  Induction  "  and  of  the  whole  of  the  second  volume. 
The  electric  and  magnetic  forces  (or  fluxes)  and  their  variations  are 
the  immediate  objects  of  attention  in  the  duplex  method,  whilst 
potentials  are  treated  as  auxiliary  quantities  which  do  not  possess 
physical  significance  as  regards  the  actual  state  of  the  medium,  thou^ 
they  may  be  useful  for  calculating  purposes. 

Towards  the  end  of  this  volume  the  electric  and  magnetic  stresses 
are  considered.      The  treatment  was  inteirupted,  but  a  later  papery 
"On  the  Forces,  Stresses,  etc.,"  in  the  second  volume  contains  whaX' 
was  to  have  been  its  continuation,  and  developments  thereof.      Th^ 
reason  of  the  break  was  that  the  interest  excited  by  Professor  Hughes'^ 
1886  experiments  made  it  desira1)lo  that  I  should  at  once  publish  oth 
matter  long  in  hand,  namely,  developments  of  the  views  relating 
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the  functions  of  wires  and  of  the  dielectric  surrounding  them,  explained 
in  Section  ii.  of  "Electromagnetic  Induction."  These  developments 
are  contained  in  the  second  half  of  that  article  (Art.  xxxv.,  vol.  ii.) 
and  in  the  article  "On  the  Self-induction  of  Wires  "  (Art.  XL.,  vol.  ii.), 
published  in  the  Philosophical  Magazine  in  1886-7.  The  reader  is  re- 
commended to  read  the  former  first,  as  it  is  much  more  elementary 
than  the  latter,  which  contains  mathematical  developments  and  ex- 
aminations unsuited  to  The  Electrician,  The  subject  is  the  diffusion 
of  electrical  waves  into  wires  from  their  boundaries  and  the  propaga- 
tion of  waves  along  the  wires  through  the  insulator  surrounding  them, 
supplying  the  wires  themselves  with  the  energy  they  absorb.  Also 
the  self-induction  of  various  arrangements  of  apparatus,  and  the 
theory  of  induction  balances. 

But  in  the  year  1887  I  came,  for  a  time,  to  a  dead  stop,  exactly 
when  I  came  to  making  practical  applications  in  detail  of  my  theory, 
with  novel  conclusions  of  considerable  practical  significance  relating 
to  long-distance  telephony  (previously  partly  published),  in  opposition 
to  the  views  at  that  time  ofiBcially  advocated.  On  the  official  side 
the  electrostatic  theory  was  upheld,  with  full  application  of  the  re- 
tardation law  of  the  inverse-squares  to  telephony;  inertia  being 
regarded  as  a  disturbing  factor,  assumed  to  be  of  a  harmful  nature, 
but  argued  to  be  quite  negligible  in  long  copper-circuits,  because 
telephony  through  such  circuits  of  low  resistance  was  so  successful. 
On  the  other  side  was  my  theory  asserting  that  owing  to  the  rapidity 
of  telephonic  changes  of  current  inertia  was  not  negligible,  that  it 
was  often  important,  and  sometimes,  as  in  the  case  of  wires  of  low 
resistance,  even  a  dominating  factor.  Furthermore,  that  it  was  not 
harmful,  but  was,  on  the  contrary,  beneficial  in  its  effects,  which  was, 
in  fact,  the  very  reason  why  long-distance  telephony  was  successful. 
Then,  as  regards  the  measure  of  the  inductance,  it  was  asserted  on 
the  official  side  that  the  inductance  per  centim.  of  a  copper  suspended 
circuit  was  (in  electromagnetic  units)  only  a  minute  fraction  of  imity ; 
whilst  on  the  other  side  it  was  declared  to  be  some  hundreds  of  times 
as  big,  say  from  10  to  20  per  centim.  of  circuit.  Here  was  the  most 
complete  possible  antagonism  between  my  views  and  official  views, 
l3oth  in  principle  and  in  detail,  and  a  careful  consideration  and  dis- 
cussion of  the  matter  was  desirable.  Yet  I  found  it  next  to  impossible 
to  ventilate  the  matter.  First  of  all,  I  was  prevented  by  circumstances 
'which  need  not  be  mentioned  from  bringing  the  matter  before  the 
S.  T.  E.  and  E.  in  the  spring  of  1887  (Art.  XLi.,  vol.  ii.).     Next,  a  little 
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later,  the  editor  of  the  Philosophical  Magazine  could  no  longer  afford  space 
for  the  continuation  of  my  article  on  "The  Self-induction  of  Wires," 
Part  VIII.,  dealing  with  the  non-distortional  circuit  and  telephony 
(p.  307,  voL  II.).  Thirdly,  after  a  partial  exposition  in  Sections  XL.  to 
XLVi.  of  "  Electromagnetic  Induction,"  a  change  of  editor  occurred,  and 
the  new  editor  asked  me  to  discontinue.  He  politely  informed  me  that 
although  he  had  made  particular  enquiries  amongst  students  who  would 
be  likely  to  read  my  papers,  to  find  if  anyone  did  so,  he  had  been 
unable  to  discover  a  single  one.  Fourthly,  he  returned  a  short  article 
(Art.  xxxviil.,  vol.  II.)  on  the  same  subject  of  long-distance  telephony, 
which  pointed  out  official  errors  in  detail,  and  directed  attention  to 
the  contrary  results  indicated  by  my  theory,  this  paper  having  been  in 
official  hands.  And  lastly,  three  other  journals  declined  the  same, 
for  reasons  best  known  to  themselves. 

Perhaps  it  was  thought  that  official  views  were  so  much  more  likely 
to  be  right  that  it  was  safe  to  decline  the  discussion  of  novel  views 
in  such  striking  opposition  thereto.  There  seemed  also  to  be  an  idea 
that  official  views,  in  virtue  of  their  official  nature,  should  not  be 
controverted  or  criticized.  But  there  seems  something  wrong  here, 
as  the  above  facts,  and  the  later  evidence  in  support  of  my  views, 
have  shown.  For  what  other  object  have  scientific  men  than  to  get 
at  the  truth,  and  how  is  it  to  be  done  without  free  discussion  ? 

The  student  is  particularly  recommended  to  read  the  articles  referred 
to,  not  merely  on  account  of  the  telephonic  application,  but  because 
of  the  simplicity  of  treatment  which  the  distortionless  circuit  allows, 
and  as  a  preliminary  to  the  study  of  Electromagnetic  Waves,  to  which 
it  supplies  a  royal  road.  The  action  of  leakage  in  promoting  quick 
signalling  is  treated  of  in  the  early  set  in  this  volume;  now  the 
inductance  of  the  circuit  has  also  a  beneficial  effect;  and  the  two 
together  conspire  to  annihilate  the  distortion  which  the  resistance  of 
the  circuit  produces.  The  same  occurs  (approximately)  without  the 
leakage,  by  the  action  of  self-induction,  if  the  frequency  of  alternation 
be  sufficiently  rapid,  and  the  wires  of  not  too  great  resistance. 

Now  in  the  theory  of  electromagnetic  waves  there  is  a  similar  pro- 
perty, which  throws  considerable  light  upon  the  subject  of  waves  in 
general.  I  had  introduced,  in  1885,  for  purposes  of  symmetry,  the 
fictitious  quality  of  magnetic  conductivity.  When  its  effects  upon 
the  propagation  of  waves  in  a  real  conducting  dielectric  are  enquired 
into,  it  is  found  to  act  contrary  to  the  real  conductivity,  so  that  the 
distortion  due  to  the  latter  can  be  entirely  removed  by  having  duplex 
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conductivity.  How  this  straDge  result  comes  to  pass  may  be  readily 
understood  in  detail  by  studying  the  theory  of  the  distortionless  circuit, 
in  which  the  leakage  conductance  and  the  resistance  of  the  circuit 
act  oppositely  in  respect  to  distortion. 

The  remainder  of  the  second  volume  consists  of  investigations 
growing  out  of  "Electromagnetic  Induction/'  viz.,  the  set  relating  to 
electromagnetic  waves;  the  electromagnetic  wave-surface;  propaga- 
tion in  a  uniform  conducting  (duplex)  dielectric,  with  the  application 
to  plane  waves,  either  free  or  along  straight  wires;  the  connected 
theory  of  convection  currents;  the  theory  of  resistance  and  conduct- 
ance operators;  with  a  few  miscellaneous  papers  concerning  propaga- 
tion in  moving  media;  finishing  with  an  article  discussing  the  forces 
and  stresses  concerned  in  the  electromagnetic  field. 

Acting  under  advice,  I  have  not  carried  out  my  original  design  to 
make  large  additions.  Limitations  of  space  prevented  this,  and  T 
have  confined  myself  to  an  occasional  small  addition  or  footnote. 
These  are  put  in  square  brackets,  all  such  signs  in  the  original  papers 
being  cancelled.  For  the  rest,  I  have  corrected  misprints  and  obvious 
slips,  and  have  made  verbal  improvements  and  omitted  occasional 
redundant  matter.  The  scientific  reader  may  therefore  refer  to  this 
'vork  as  to  the  original  papers.  Their  dates,  etc.,  are  given  at  the 
commencement  of  the  articles. 

I  have  introduced  uniformity  in  the  notation  connected  with  vectors, 
t^hough  there  was  little  change  to  be  made  except  to  put  all  vectors 
xnto  Clarendon  black  type,  as  in  some  of  the  later  of  the  original 
papers.  The  vector-algebra,  I  should  mention,  is  of  a  rudimentary 
kind,  and  has  nothing  to  do  with  quaternions;  first,  only  addition 
and  the  scalar  product  are  used,  whilst  later  on  the  vector  product 
is  introduced  and  freely  employed. 

On  the  vexed  question  of  vectors,  the  conclusions  to  which  I  have 
gradually  settled  down  are  as  follows : — The  notorious  difficulty  of 
understanding  and  working  Quaternions  will  always  be  a  bar  to  their 
serious  practical  use  by  any  but  mathematical  experts.  But,  on  the 
other  hand,  a  vector  algebra  and  analysis  of  a  simple  kind,  independent 
of  the  quaternion,  and  readily  understandable  and  workable,  can  with 
great  advantage  take  the  place  of  much  of  the  usual  cumbrous  Cartesian 
investigations,  and  be  made  generally  useful  in  all  physical  mathematics 
concerning  vectors,  and  be  employed,  comparatively  speaking,  by  the 
multitude.  It  should  obviously  be  harmonized  with  the  Cartesian 
mathematics.      The  quatemionic  system  is  defective  in  this  respect; 
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in  its  very  nature  it  cannot  be  thus  harmonized.  The  system  I 
recommend  is  fully  explained  in  "  Electromagnetic  Theory,"  chapter  iil 
(The  Electrician,  Nov.  13, 1891,  and  after).  The  numerous  letter  prefixes 
of  the  quatemionic  system,  which  greatly  contribute  to  the  difficulty 
of  reading  quatemionic  investigations,  are  abolished,  retaining  only 
the  symbol  V  before  a  vector  product.  Another  difficulty  is  in  the 
scalar  product  of  Quaternions  being  always  the  negative  of  the  quantity 
practically  concerned.  Yet  another  is  the  unreal  nature  of  quatemionic 
formulse.  The  terms  do  not  stand  for  physical  quantities.  Again,  in 
most  physical  mathematics,  the  quaternion  does  not  even  present 
itself  for  consideration,  or,  at  any  rate,  may  be  readily  dispensed 
with.  Lastly,  the  establishment  of  vector-algebra  on  a  quatemionic 
basis  is  very  hard  to  understand,  as  chapter  ii.  of  Professor  Tait's 
treatise  shows.  These  troubles  are  obviated  by  the  method  I  follow, 
basing  the  whole  upon  the  definition  of  a  vector,  and  of  the  scalar 
and  the  vector  product  of  a  pair  of  vectors.  The  notation  is  harmonized 
with  Cartesians  and  transition  is  readily  made.  We  may,  indeed, 
regard  a  vector  investigation,  from  this  point  of  view,  as  a  systemati- 
cally abbreviated  Cartesian  investigation,  and  the  latter  as  the  full 
expansion  of  the  former.  And,  considering  that  the  bulk  of  special 
investigations  are  necessarily  scalar,  it  seems  to  me  that  we  should 
keep  in  touch  with  them  as  far  as  possible,  and  not  try  to  abolish 
the  Cartesian  method,  but  make  it  a  useful  auxiliary  to  the  vector 
method.  That  quatemionic  experts  may  do  valuable  work  is  un- 
doubted, but  how  can  the  bulk  of  mathematicians  possibly  under- 
stand it? 

Lastly,  on  the  question  of  units,  it  is  not,  I  think,  generally  under- 
stood that  the  ordinary  electrical  units  involve  an  absurdity  similar 
to  what  would  be  introduced  into  the  metric  system  of  common  units 
were  we  to  define  the  unit  area  to  be  the  area  of  a  circle  of  unit 
diameter.  A  rational  system  of  units  founded  upon  a  rational  defini- 
tion of  a  pole  (electric  or  magnetic),  associating  the  unit  pole  with 
one  line  of  the  corresponding  force  or  flux  instead  of  with  47r,  was 
employed  by  me  in  some  of  the  earlier  papers  (1882-3),  but  was  not 
carried  out  further  because  I  believed  that  a  reform  of  the  electrical 
units  was  impracticable.  Now,  I  had  commenced  "Electromagnetic 
Theory"  in  January,  1891,  with  rational  units  merely  to  exhibit  the 
theory  in  a  fitting  manner,  intending  to  transform  later  to  the  common 
units.  But  I  came  afterwards  to  the  definite  conclusion  that  a  thorough 
reform  of  the  electrical  units  is  practicable  and  perhaps  indeed  inevit- 
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able,  and  shall  therefore  continue  the  use  of  the  rational  units.  But 
this  decision  was  only  arrived  at  after  a  considerable  portion  of  this 
yolume  was  in  type.  I  have,  therefore,  not  altered  to  rational  units 
throughout,  as  I  should  have  preferred;  though,  on  the  other  hand, 
the  long  article  ui.  at  the  end  of  the  second  volume  remains  as  it 
was  written,  in  rational  units.  But  we  are,  in  the  opinion  of  com- 
petent judges,  within  a  measurable  distance  of  a  reform  of  the  ordinary 
heterogeneous  British  units,  by  adoption  of  the  metric  system.  I  hope 
and  believe  that  the  smaller  reform  I  advocate  will  be  determined  upon 
by  electricians. 

Paiontox,  Devon,  June  16,  1892. 
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L— COMPARING  ELECTROMOTIVE  FORCES. 

[English  Mechanic,  July  5th,  1872,  p.  411.] 

The  following  null  arrangement  for  comparing  electromotive  forces  is, 
as  far  as  I  am  aware,  original : — Join  up  the  two  batteries  E^  and  E2 
with  a  galvanometer,  as  in  the  diagram,  so  that  their  currents  go  through 
it  in  opposite  directions.  Also  insert  resistances  E  and  r.  Let  x  and  y  be 
the  unknown  resistances  of  the  bat- 
teries, and  tp  i^y  L,  the  currents  in  the 
three  branches.     Then  we  have 

Now,  by  altering  the  resistance  B, 
bring  the  needle  to  zero.  Then  i^  =  0, 
and  ii=»2,  therefore 

E^_E-\-x 

E^     r+y' 

Here  we  have  the  unknown  resist- 
ances, X  and  y,  in  our  result ;  but  by 
taking  another  value  of  Ry  say  i^,  and 
finding  the  corresponding  value  of  r, 
say  /,  we  get  the  simple  result 

the  ratio  of  a  difference  in  the  value  of  ^  to  a  difference  in  the  value  of 
r.  This  method,  involving  no  calculation,  as  only  two  differences  have 
to  be  observed,  and  being  perfectly  independent  of  the  resistances  of 
the  batteries  and  galvanometer,  gives  very  good  results.  A  further 
advantage  is  that,  as  i^  =  i.2  and  no  current  passes  through  the  galvano- 
meter, each  battery  is  being  worked  to  exactly  the  same  degree.  Thus 
they  are  compared  under  similar  catiditians,  which  is  not  the  case  in 
Poggendorff's  and  other  methods. 

H.E.P. — VOL.  T.  A 
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IL— VOLTAIC  CONSTANTS. 

[Telegraphic  Journal,  May  15th,  1873,  p.  146.] 

This  journal  for  April  15th  contains  an  article  on  a  "  New  Method  of 
Determining  Voltaic  Constants."  It  is  new,  inasmuch  as  it  is  not  to  be 
found  in  any  electrical  books,  as  far  as  I  am  aware,  but  it  is  not  entirely 
new.  The  method  to  which  the  diagrams  6,  7,  and  8  refer  was  devised 
by  me  about  three  years  ago,  and  it  will  be  found  in  the  English 
Mechanic  for  July  5,  1872,  p.  411.  A  description  and  proof  will  be 
found  there.  I  arrived  at  it  nearly  as  M.  Emile  Lacoine  has,  by 
considering  the  potentials  of  the  different  points  of  a  circuit  containing 
two  electromotive  forces  of  the  same  sign.  Perhaps  a  few  remarks  as 
to  the  value  of  this  method  may  not  be  unacceptable.  It  gives  very 
different  results  from  Poggendoi^'s,  and  with  reason.  Poggendorff's 
method — in  which  the  battery  having  the  lesser  electromotive  force  is 
not  allowed  to  work — especially  as  improved  on  by  Latimer  Clark, 
most  certainly  is  an  exceedingly  accurate  way  of  comparing  the  electro- 
motive forces  of  elements  when  not  in  action,  which  may  be  then  very 
well  called  theiT  potentials  ;  but  it  is  a  notorious  fact  that  these  potentials 
fall  more  or  less,  generally  more,  when  the  batteries  are  called  upon  to 
make  themselves  useful.  The  new  method  in  question  compares  the 
working  electromotive  forces  of  batteries  when  in  action  through  any 
desired  resistance,  and  can  on  that  account  be  of  some  value  in  practice. 
(What  is  the  use  of  a  battery  having  a  very  great  potential  if  it  is  only 
while  sleeping  V)  Suppose  we  compare  a  number  of  DanielFs  with  an 
equal  number  of  Leclanch^'s  by  the  new  method.     Referring  to  the 

figure,  let  the  right-hand  battery  be  the 
Leclanch^'s  with  the  big  and  lazy  potentials, 
and  the  left  the  Daniell  s  with  the  smaller  but 
more  industrious  potentials     Then 
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expresses   their   relative   electromotive  forces. 

Now  we  may  watch  the  behaviours  of  these 
batteries  in  an  instructive  manner  by  commencing  with  very  high 
values  of  B  and  i,  and  for  convenience  we  may  make  Ai  constantly 
100  ohms.  At  first  AjB  will  be  found  much  higher,  say  150,  showing 
that  the  electromotive  force  of  the  Leclanch6*s  is  at  that  moment 
50  per  cent  higher  than  the  DanielFs;  but  by  constantly  taking 
100  ohms  away  from  J,  the  corresponding  difference  in  j5,  namely  A^, 
becomes  smaller  and  smaller,  and  if  we  go  on  for  a  little  while  (for  the 
Leclanch6*s  soon  get  tired)  A^  will  become  actually  less  than  100  ohms, 
and,  if  the  batteries  be  left  working,  may  fall  much  lower.  We  may 
reverse  the  process,  but  A^  will  not  become  150  again  unless  we  give 
the  Leclanch6*s  a  good  rest.  No  two  series  of  trials  agree,  however. 
The  meaning  of  all  this  is  that  the  electromotive  force  of  the  Leclanch^ 
element,  for  continuous  working,  is  anything  between  nothing  and  1*2 
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or  1*3  times  that  of  Daniell's.  I  have  even  seen  the  current  of  a 
Leclanch^  cell  reverse  itself  after  a  few  hours'  hard  work,  but  it  partially 
recovered  after  a  rest 


IIL— ON  THE  BEST  ARRANGEMENT  OF  WHEATSTONE'S 
BRIDGE  FOR  MEASURING  A  GIVEN  RESISTAJ^CE  WITH 
A  GIVEN  GALVANOMETER  AND  BATTERY. 

[PhU.  Mag.,  Feb.  1873,  S.  4,  vol.  46.] 

In  the  figure,  a,  i,  c,  and  d  are  the  four  sides  of  the  electrical  arrange- 
ment known  as  Wheatstone's  bridge  or  balance,  e  the  galvanometer, 
and  /  the  battery  branch.  Throughout  this  paper  d  is  supposed  to 
be  the  resistance  to  be  measured,  and  e  and  /  both  known.  The 
problem  is  to  find  what  resistances  should  be  given  to  the  sides  a,  b, 
and  c  ^which  we  are  able  to  vary),  so  that  the  galvanometer  may  be 
affectea  the  most  by  any  slight  departure  from  the  balance  which  occurs 


when  aib^eid.     The  nature  of  this  problem  may  be  more  easily 
understood  from  the  following  considerations : — 

1.  If  6,  c,  d,  e,  and  /  are  given,  then  there  is  only  one  value  of  a 

which  will  produce  a  balance,  viz.,  «  =-t- 

2.  But  if  c,  d,  Bj  and  /  are  given,  but  not  5,  then  there  is  an  infinite 
number  of  pairs  of  values  of  a  and  b  which  will  produce  a  balance  by 
satisfying  the  relation  a:b  =  c:d;  and  one  particular  pair  will  constitute 
the  best  arrangement,  by  which  is  meant  that  the  galvanometer  will  be 

most  sensitive  to  any  slight  departure  from  the  equality  of  ■=■  and  - 

0  a 

when  those  particular  values  of  a  and  b  are  used. 
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3.  And  if  only  d,  e,  and  /  are  given,  then  for  any  value  we  give  to  c 
there  is  a  pair  of  values  of  a  and  b  which  constitutes  the  best  arrange- 
ment for  that  value  of  c ;  and  there  will  be  a  particular  value  of  c  which, 
with  the  corresponding  values  of  a  and  b,  will  be  the  best  arrangement 
for  the  given  values  of  d,  e,  and  /. 

In  order  to  find  what  functions  a,  b,  and  e  must  be  of  d,  e,  and  /  to 
constitute  the  best  arrangement,  it  will  be  first  necessary  to  find  the 
best  values  of  a  and  b  when  c,  d,  e,  and  /  are  given.  This  I  now 
proceed  to  do. 

It  is  well  known,  and  may  be  easily  proved  by  Kirchhoff's  laws,  that 
the  current  passing  through  the  galvanometer  is  represented  by 

E  x{a  +  b  +  c  +  d)(ad  -  be) /,x 

^~{(a  +  6)(c  +  (i)  +  (a  +  6  +  c  +  rf)«}{(a  +  c)(6  +  c?)  +  (a  +  i  +  c  +  rfy}' " 

in  which  E  is  the  electromotive  force  of  the  battery,     (ad  -  be)  may  be 
positive,  negative,  or  nothing,  in  which  last  case  ii  =  0,  and  a  balance  is 
obtained,  no  current  passing  through  the  galvanometer. 
Dividing  both  numerator  and  denominator  of  (1)  by 

it  becomes 

ad -be 

U^Ex.  ■;  ,f  +  \-^^  +  ^      ,,    — -— ; (2) 


({a  +  b){e  +  d)^^  f(^  +  c)(6  +  rf)_^7T^ 
{a-k-b-^-c  +  d       j\a+6  +  c  +  (i     ''/ 


from  the  form  of  which  it  may  easily  be  seen  that  the  best  value  of  the 
resistance  of  the  galvanometer  e,  when  a  balance  is  obtained  and  the 
other  resistances  are  fixed,  is,  as  Schwendler  has  shown  in  the  FhUoso- 
phical  Magazine  for  May,  1866, 

,^(fl±m±d)     j^    c  +  d    (3) 

(a  +  b  +  c  +  d)         b  +  d 

that  is,  the  resistance  of  the  galvanometer  should  equal  the  resistance 
external  to  the  galvanometer,  being  the  joint  resistance  of  the  two 
parallel  branches  (a  +  b)  and  (c  +  d).  Also  it  may  be  proved  that  the 
best  arrangement  of  the  battery  is  obtained  when  its  resistance  equals 
the  external  resistance,  that  is, 

f_(a  +  e){b  +  d)_^    b  +  d .^. 

the  joint  resistance  of  the  two  parallel  branches  (a  +  c)  and  (b  +  d). 

(In  passing,  I  may  notice  that  Schwendler,  in  the  paper  above 
referred  to,  and  also  in  a  later  one  in  the  Philosophical  Magazine  for 
January,  1867,  has  assumed  it  to  be  necessary  for  the  battery  resistance 
to  be  very  small,  in  order  that  the  relation  exhibited  in  equation  (3) 
may  be  satisfied.  This  appears  to  me  to  be  totally  unnecessary ;  for 
the  resistance  external  to  the  galvanometer  when  a  balance  is  obtained 
is  quite  independent  of  /,  the  battery  resistance.  In  fact,  the  proper 
resistance  for  the  battery  when  it  is  to  be  most  advantageously  used  is 
given  by  equation  (4).) 
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As  in  the  present  paper  we  axe  only  concerned  with  such  values  of 
a^  b,  Cf  and  a  as  produce  a  balance,  or  nearly  so,  one  of  these  four 
resistances  may  be  eliminated  at  once.     Let  it  be  a.     Then 

(a  +  b){c  +  d)__r    c  +  d 

a  +  b-k-e  +  d        '  b-¥d* 

{a-^c){b  +  d)_      b  +  d 

a  +  b  +  c-\-d        '  c  +  flP 

and  a^b  +  c  +  dJ±!J^±^. 

a 

Substituting  these  in  equation  (2),  we  get 

(ad  -  bc)d 


""(66  +  ef)(b  +  d)(c  +  rf)  +  ce{b  +  df  +  bf{c  +  d)^ ^^ 

Now  c,  d^  e,  and  /  being  fixed,  and  b  the  variable,  we  have  to  make  u 
a  maximum.  As  Ed  is  constant,  it  may  be  dismissed.  As  to  the 
numerator  {ad  -  be),  it  vanishes  when  at  a  balance ;  but  of  course  such 
a  thing  as  an  exact  balance  is  unattainable.  Let  d±^  he  the  real 
value  of  the  resistance  we  are  measuring,  d  being  the  calculated  value 

be 

— ,  and  A  a  small  difference,  then 
a 

a{d±^)-bc-  ±aA. 

Therefore  the  numerator  varies  as  a  or  as  5,  since  in  the  present  case  a 
and  b  vary  together.     Hence  we  may  write  b  for  (ad  -  be).    Thus 

u ^ 

(be + ef)(b  +  d)(c  +  rf)  +  ce(b  +  cO^  +  W  +  d? 

By  differentiation  and  putting  ^r  =  0,  we  obtain 

do 

(be  +  ef)(b  +  d)(c  +  d)  +  ce(b  +  d)^  +  bf(c  +  d)^ 

=  be(b  +  d)(c  +  d)  +  b(bc  +  ef)(c  +  d)  +  2bce(b  +  d)  +  bf(c  +  d)^; 

therefore 

ef(b  +  d)(c  +  d)  +  ee(b  +  d)^=-b{bc  +  ef)(c  +  d)  +  2bce(b  +  d), 

def(c  +  d)  +  ce(b  +  df  =  bH(c  +  d)  +  2bce(b  +  d), 

bh(e  +  rf  +  «)  =  de(cd  +  df+fc), 

which  gives  the  relation  sought. 


and  as  a»-j,  therefore 
a 


-v^ 


^  +  df+f\e; (6) 

c+d+e  ^ 


^^Jc    cd+df+fc    ^; (7) 

yd      e+d+e 


A 
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to 

These  values  of  a  and  b  will  be  found  to  make  -—  negative ;  there- 
fore they  give  the  most  sensitive  arrangement  for  the  fixed  values  of 
c,  dy  e,  and/ 

If  b  vary  from  nothing  upwards,  it  will  be  found  that  u  rapidly 
increases  up  to  its  maximum  value  and  then  slowly  decreases,  from 
which  it  may  be  concluded  that  it  is  better  to  use  too  large  values  of  a 
and  b  than  too  small. 

In  case  c  =  d,  formulsB  (6)  and  (7)  become 

''-'-^fWe   <«) 

As  a  numerical  example  of  these  formulae,  suppose  the  resistance  to 
be  measured  d  =  1,000  ohms,  the  galvanometer  e  =  500  ohms,  the  battery 
resistance  /«=100  ohms,  and  we  make  c==  1,000  ohms;   then  the  best 

values  for  a  and  b  will  be  found  to  be  ^/240,000  =  100  >/24,  or  nearly 
500  ohms. 

Having  thus  determined  the  relations  of  a  and  b  to  c,  d,  e,  and  /,  the 
latter  resistances  being  fixed,  we  now  proceed  to  the  second  part  of  the 
problem,  to  determine  the  best  values  of  a,  6,  and  c  when  only  d,  e,  and 
/  are  given.  This  is  the  case  which  occurs  so  often  in  practice,  when 
we  have  a  battery,  a  galvanometer,  and  a  resistance  to  be  measured, 
and  three  sides  of  a  bridge  to  which  we  may  give  any  values  we  choose 
(within  certain  limits). 

Insert  the  values  of  a  and  &,  as  given  in  equations  (6)  and  (7),  in 
equation  (5) ;  then,  after  some  reductions,  we  obtain 

ad -be 

1i  = 


2de(cd+df+fc)  +  {(c+d  +  e){cd+df+fc)+cde}J^ .  '^+f+^e 

V  C  6  "T"  fit  T  tf 

We  must  now  consider  c  the  independent  variable,  a  and  b  being 
dependent  variables,  (ad  -  be)  still  varies  as  a.  It  does  not,  however, 
vary  as  b,  but  as  the  product  be  or  ad,  since  d  is  constant  Therefore 
we  may  put  the  known  value  of  be  in  the  numerator  instead  of  (ad  -  be). 
Thus 


c  +  d  +  e 


V' 


2de(cd + df+fc)  +  {{e+d+ e){cd + df+fc)  +  cde}Ji.  '^+<V+f% 

ye      e  "v  a  "^  € 

Multiply  numerator  and  denominator  by  a/~  .    ,     ,7^^^,  and  we  have 

^  yde    cd  +  df+fc 


2  Jcde{e  +  d  +  e){cd  +  df+fe)  +  {e  +  d  +  e){cd  +  df+fe)  +  ede 

which  has  to  be  made  a  maximum.    Differentiating  and  putting  -^»0, 

dc 
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2  Jcde(c  +  rf  +  e){cd  +  df+fc)  +  {c  +  d  +  e)(cd  +  df+fc)  +  cde 
_  c 

Jcde{cd  +  df+fc){c  +  rf  +  «) 
X  {crfe(ai  +  ((/'+/c)  +  aic(c  +  d  +  e)(d  +f)  +  de(c  +  ^  +  e){cd  +  df+fc) } 
+  c{e  +  d-\-  e)(d  +/)  +  c(crf  +  df-hfc)  +  c(if . 
Therefore 

2  N/afe(c  +  rf  +  «)(crf  +  df+fc)  +  J/(fl?  +  «)  -  c2(d  +/) 

^  ^{  c(c(]g  4-  df+fc)  +  c{c  +  d  +  e)(d  +f)  +  (c  +  d  +  e)(cd  +  df+fc) } 

sjcdeicd  +  df+fc){c  +  d  +'e) 

Multiplying  both  sides  of  this  equation  by  the  denominator  on  the  right 
hand  side  and  reducing,  we  get 

{df{d  +  e)  -  c\d  +/)}  Jcde{c  +  d  +  e)(cd  + df+fc) 

^cde{c%d+f)-df{d  +  e)l 

which  is  satisfied  by 

df{d  +  e)-c^(d+f)^0, 

which  gives  the  required  relation, 

-V^^ <'> 

that  is,  c  equals  the  square  root  of  the  product  of  the  joint  resistance  of 
the  battery  and  the  resistance  to  be  measured,  into  the  sum  of  the  resist- 
ance of  the  galvanometer  and  the  resistance  to  be  measured.  Inserting 
this  value  of  c  in  (6)  and  (7),  we  find  the  values  of  a  and  6  to  be 

a=  M (10) 


b 


-V<:{- <"' 


In  using  the  Wheatstone's  bridge  for  measuring  very  high  resistances, 
as,  for  instance,  the  insulation  resistances  of  (good)  telegraph  lines,  the 
battery  resistance  is  usually  very  small  in  comparison  with  that  of  the 

line ;  hence  -=-^j  will  be  very  little  different  from  /.     When  this  is  the 
a+f 

case,  formula  (9)  becomes 

c=  \/f{d  +  e). 

If  also  the  galvanometer  resistance  is  small  compared  with  the 
resistance  to  be  measured,  then  these  equations  are  sufficient  for  the 
determination  of  b  and  c, 

6=  'Jde, 

c=  Jdf 

As  a  numerical  example  of  these  formulae,  suppose  /=  100  ohms, 
«=1000  ohms,  and  d  is  known  to  be  about  1,000,000  ohms.     Then 

by  (10).  

a=  n/100,000  =  316  ohms. 
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By  (9),  c  =  ^|J!±|g(10«  + 103)  =  10,004  ohms. 

6  =  ?^  =  31,608  ohms, 

c 

These  values  of  a,  6,  and  c  will  be  the  best.     The  more  convenient 
arrangement, 

a  =  300,  c=  10,000, 

6  =  30,000,  ei  =  1,000,000, 

would  be  very  nearly  the  best 

It  appears  to  me  that  the  formulae  (9),  (10),  and  (11).  or  those  follow- 
ing, will  be  found  of  considerable  practical  value.  If  the  same  battery 
and  galvanometer  be  always  used,  the  side  a  of  the  bridge  will  be  a 
constant  resistance,  and  a  table  of  the  nearest  convenient  values  of  h 
and  c  could  be  easily  calculated  for  different  values  of  d.  Formula  (3), 
which  is  Schwendler's,  can  evidently  have  only  a  very  limited  applica- 
tion, as,  for  instance,  to  the  construction  of  galvanometers  for  particular 
purposes.  Formula  (4)  could  be  sometimes  used ;  but  it  is  a  trouble- 
some thing  to  make  combinations  of  cells  for  "  quantity  "  or  "  intensity," 
besides  spoiling  them  if  they  are  not  all  precisely  similar. 

In  conclusion,  if,  to  measure  a  certain  resistance,  the  best  resistances 
for  the  galvanometer,  battery,  and  the  three  sides  a,  &,  and  c  were 
required,  then  we  should  have  to  make  a  =  h  =  c  —  d  =  e=fy  which  can 
be  proved  by  combining  equations  (3),  (4),  (6),  and  (10).  This, 
however,  is  more  curious  than  useful. 


IV.— SENSITIVENESS  OF  WHEATSTONFS  BRIDGE. 

[The  EUctricum,  February  16th,  1879,  p.  147.] 

SoMB  difference  of  opinion  prevails  amongst  electricians  as  to  what 
constitutes  the  most  sensitive  arrangement  of  Wheatstone's  Bridge  for 
comparing  electrical  resistances.  Now,  were  Wheatstone's  Bridge  little 
used,  this  would  be  of  no  importance ;  but  as  it  has,  on  the  other  hand, 
most  extensive  employment,  it  is  certainly  desirable  that  the  matter 
should  be  thoroughly  threshed  out  When  it  is  considered  that  Wheat- 
stone's  Bridge  is  oy  no  means  a  complicated  electrical  arrangement,  and 
that  the  laws  regulating  the  currents  in  the  different  branches,  and  the 
proportions  in  which  they  are  divided  when  division  takes  place,  are 
extremely  simple,  and  their  accuracy  as  well  established  as  that  of  the 
law  of  gravitation,  the  wonder  is  that  there  should  be  any  doubt 
respecting  a  question  which  can  be  brought  under  mathematical  reason- 
ing without  any  hypothetical  assumptions  whatever.  In  the  following 
is  given  an  outline  of  the  subject,  omitting  all  the  algebraical  work. 

Wheatstone's  Bridge  consists  of  six  conductors.  Ay  B,  (7,  X,  F,  and  G, 
uniting  four  points.     Let  the  small  letters  a,  5,  c,  x,  /,  and  g  stand  for 
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their  respective  resistances.  The  property  which  gives  so  much  value 
to  the  bridge  in  comparing  resistances  is  that,  if  the  following  propor- 
tion holds,  viz.,  a:b::c:Xf  then  an  electromotive  force  in  F  causes  no 
permanent  current  in  Gy  or  an  electromotive  force  in  G  causes  no  current 
in  F.  Thus,  when  there  is  an  electromotive  force  in 
F  and  no  current  resulting  therefrom  in  G,  we  know 
that  a:b::c:x;  and,  therefore,  if  any  three  of  these 
four  quantities  are  known,  the  fourth  can  be  found 
by  "  rule  of  three."  Or,  if  c:g::f:b,  then  an  electro- 
motive force  in  A  causes  no  current  in  X,  and  vice 

versa.     Or,  if  aigiifix,  an  electromotive  force  in  B   | i  i^i  1 1 

causes  no  current  in  C,  and  vice  versa.     It  is  only  iM'l'I'I'l'l 

necessary  to  consider  the  first  case,  viz.,  a:b::c:Xy  making  F  and  G 
conjugate. 

Suppose  X  is  a  conductor  whose  resistance  is  to  be  determined,  and 
that  Af  J3,  C  are  conductors  whose  resistances  are  known  and  adjustable. 
Also,  jF  to  be  a  battery  and  G  a  galvanometer.  Then,  to  find  x,  we 
simply  alter  a,  5,  and  c,  or  any  of  them,  till  the  current  in  G  is  rendered 

be 
inappreciable,  and  then  we  know  that  x  =  —.     Now,  there  is,  theoreti- 

a 
cally,  a  doubly-infinite  number  of  ways  of  doing  this — of  getting  a 
balance.     For  we  have  four  quantities  bound  by  two  relations,  viz.,  x 
constant  and  a:b::c:x.     Therefore  any  two  of  the  three  conductors 
Af  Bf  C  may  have  any  resistances  we  please  for  a  balance. 

As  every  one  who  has  used  the  bridge  knows,  some  an*angements — 
that  is  to  say,  some  particular  balances — are  more  sensitive  than  others. 
For  instance,  if  a  and  b  are  extremely  small,  there  is  so  little  difference 
of  potential  between  the  terminals  of  the  galvanometer  that  a  want  of 
sensitiveness  arises  that  way.  And  if  a  and  b  are  enormously  large, 
the  current  from  the  battery  is  rendered  very  small,  with  a  consequent 
want  of  sensitiveness.  Now,  if  an  operator  can,  by  trial,  easily  find  a 
sufficiently  sensitive  balance,  and  is  satisfied  with  its  sensitiveness,  there 
is  an  end  of  the  matter,  and  it  is  not  worth  while  hunting  after  greater 
sensitiveness.  But  as  it  may  happen  that  the  greatest  sensitiveness  is 
desirable,  or  an  approximation  thereto,  it  becomes  necessary  to  answer 
the  question.  What  is  the  most  sensitive  balance  1  Unfortunately  this 
cannot  be  done  without  algebra,  for  there  is  probably  no  man  living 
who  could  find  it  out  in  his  head  unassisted  by  symbols. 

It  becomes,  in  the  first  place,  necessary  to  give  a  precise  meaning  to 
the  word  sensitiveness.  If  as  nearly  perfect  a  balance  as  possible  be 
obtained,  and  then  any  one  of  a,  b,  c,  x  be  altered  by  a  given  small 
fraction  of  itself — as,  for  instance,  x  changed  to  a;(l  -I- A),  where  A  is  a 
small  fraction — then  a  current  will  appear  in  G  of  the  same  strength 
whichever  one  of  the  four  be  altered,  though  of  opposite  direction  for  b 
and  c  as  compared  with  a  and  x.  Obviously  one  arrangement  will  be 
more  sensitive  than  another  if  in  the  first  the  change  of  x  to  a:(l  +  A),  or 
corresponding  changes  in  a,  b,  or  c,  causes  a  greater  current  through  the 
galvanometer  than  in  the  second.  And  the  importance  of  an  error  is 
to  be  reckoned  by  the  ratio  it  bears  to  the  quantity  measured ;  thus 
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t  the  balance  of  greatest  seneitiyeness  is  that  one  in 

nil  change  from  ?  to  j-(l+ A)  causes  the  greatest  current 
fcnometer.  For  the  greater  this  current  the  nearer  can 
I  accuracy  be  made  by  adjustment,  and  if  Jt  is  inap- 

1  coarse  balance,  no  further  accuracy  can  be  reached. 

V  shown,  for  it  is  a  simple  consequence  of  the  laws  of 
lif  E  is  the  electromotive  force  of  the  battery  and  F  the 
mhe  galvanometer,  that 


'  +  ? 


WH7Jf{^ 


^ 


-(-('  +  J'.     This  is  irrespective  of  a  balance.     Now 
Bd  J  =  v(  1  +  A),  and  eliminate  a.     Then  we  shall  havo 

I  -*-  y{c  +  x).     When  li  =  0,  we  have  p  =  J,  P  =  0,  and  the 


I  different  values  lo  h  and  c,  say  6'  and  c,  then  ^„  where 
Biirent  through  the  galvanometer,  is  the  ratio  of  the 
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The  rule,  therefore,  is,  for  the  most  sensitive  balance  with  a  given 

galvanometer  and  battery.     Make  a—  Jfg,     This  is  the  same  for  all 
resistances  to  be  measured.     Find  z  approximately.     Then  make 


\(7  +  S 


(9  -^fh 


g  +  x 

or  as  near  as  may  be  convenient,  and  get  the  nearest  possible  balance 

he 
by  adjusting  c.     Then  x  =  —, 

a 

Having  found  the  most  sensitive  balance,  we  are  able  to  estimate  the 

relative  sensitiveness  of  any  other  balance,  using  the  same  battery  and 

galvanometer.      If  p  is  the  ratio  of  the  sensitiveness  of  any  balance 

a:b::c:x  to  the  most  sensitive  balance  possible  (this  may  be  called  the 

ratio  or  coefficient  of  sensitiveness),  then 


._{ >/^+  n//«+  sl{f+^){g 

+  a:)}2 

^c  +  g  +  x  +  ^^^(b+f+x  +  f''\ 

p  is  a  quantity  between  0  and  1,  being  1  for  the  most  sensitive  balance. 

A  few  numerical  examples  will  serve  to  show  the  variation  of  the 

sensitiveness  in  different  balances.     Suppose  x  = 

=  4,000,  5^=1,000,/=  90 

ohms.     Then,  in  the  following  balances — 

• 

1. 

a            0 
1  :            1  :: 

C                  X 

4,000  :  4,000,  we  have 

)/)=   -003 

2, 

10: 

10  :: 

4,000  :  4,000, 

P=    -029 

3. 

100  : 

100  :: 

4,000  :  4,000, 

P=     -24 

4. 

1,000  : 

1,000  :: 

4,000  :  4,000, 

P^     -75 

5. 

10,000 

:  10,000  :: 

4,000  :  4,000, 

P=     -38 

6. 

1  : 

10:: 

400  :  4,000, 

p=    -025 

7. 

10  : 

100  :: 

400  :  4,000, 

p=   -219 

8. 

100 

:     1,000  :: 

400  :  4,000, 

/)=     -90 

9. 

1,000 

:  10,000  :: 

400  :  4,000, 

P  =     -58 

10. 

10 

1  :: 

40,000  :  4,000, 

p=-0024 

11. 

100 

10  :: 

40,000  :  4,000, 

/)=    -027 

12. 

1,000 

100:: 

40,000  :  4,000, 

p=     -14 

13. 

10,000 

:    1,000  : : 

40,000  :  4,000, 

p=    -203 

14. 

100 

:            1  :: 

400,000  :  4,000, 

P  =  0029 

15. 

1,000 

10  :: 

400,000  :  4,000, 

P=   -015 

16. 

10,000 

100  :: 

400,000  :  4,000, 

P=   -027 

17. 

300: 

:     1,800  :: 

666|  :  4,000, 

P  =  1  nearly. 

In  the  first  five  we  have  equality  between  a  and  6,  and  the  sensitive- 
ness increases  rapidly,  reaches  a  maximum,  and  afterwards  diminishes 
less  rapidly.  In  the  next  four,  a:&::  1 :  10,  and  the  sensitiveness  is 
greater  and  behaves  similarly.  There  is  a  falling  off  in  sensitiveness  in 
the  following  four,  where  a :  5 ::  10 : 1,  and  a  great  falling  off  in  the 
next  three,  where  a: 6::  100:1.  Finally,  No.  17  is  nearly  the  most 
sensitive  balance,  and  p  =  1  nearly. 
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low  that  the  most  sensitive  balance  is  also  the  most 
.s  is  ob\-ioualy  the  case  when  the  reaistances  of  the 

Uiincd  by  adjusting  the  resistance  of  C,  and  the  least 
e  made  in  C  is  one  ohm,  it  may  be  convenient  to  make 

and  f:^::  10.     For,  although  there  may  be  a  loss  of 
sequent  on  using  this  ratio,  yet,  since  a  change  of  one 
:orrcsi>onds  to  a  change  of  10  ohms  in  c,  x  may  be 
mth  of  an  ohm  without  calculation.      But  that  any 
is  attained  by  using  the  ratio  10:1  if  the  resistance  of 
an  be  alteiwl  by  tenths  or  hundredths  of  an  ohm,  as 
ivided  wire  with  a  sliding  contact,  or  a  duplicate  arc, 
is  a  delusion ;  for  the  nearest  approach  to  accuracy 
nd  on  the  least  current  recognisable  in  the  galvano- 
cre  on  the  sensitiveness. 

hat  I  believe  to  be  the  most  general  way  of  estimating 
of  a  balance  with  a  certain  galvanometer  and  battery, 
aditions  are  introduced,  special  results  must  follow, 
e.  if  the  sum  of  a  and  e  is  maintained  constant,  and 
and  r,  the  most  sensitive  arrangement  subject  to  these 
■  and  i  =  j-.    And  if  the  sum  of  a  and  6  is  kept  constant, 
a  of  r  and  x,  then  the  most  sensitive  balance  is  when 

Further,  if  the  sum  of  «,  b,  c,  aud  x  is  kept  constant, 
e  ii  =  J  =  c  =  X. 

and  X  are  separatelj-  kept  constant,  hatnng  any  values 
roximate  balance,  changing  the  places  of  the  battery 
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of  all  the  conductors  should  be  equal,  or 

This  is  absolutely  the  most  sensitive  balance  if  /  and  g  can  be  varied 
in  the  manner  stated,  which  is  obviously  impracticable  in  the  vast 
majority  of  cases. 
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v.— ON  AN  ADVANTAGEOUS  METHOD  OF  USING  THE 
DIFFERENTIAL  GALVANOMETER  FOR  MEASURING 
SMALL  RESISTANCES. 

[PhU.  Mag.,  April  1873,  S.  4,  vol.  45.] 

In  the  usual  method  of  measuring  resistances  with  the  differential 
galvanometer,  the  current  from  the  battery  is  divided  between  the  two 
coils,  having  opposite  effects  on  the  needle  within  them,  so  that,  if  the 
currents  in  both  the  coils  are 
equal,  the  needle  is  unaffected. 
The  introduction  of  resistance 
in  the  circuit  of  one  coil  will 
not  affect  the  balance,  provided 
an  equal  resistance  is  introduced 
in  the  circuit  of  the  other  coil. 
Hence,  if  on  one  side  we  place 
a  rheostat,  and  on  the  other  an 
unknown  resistance,  the  latter 
may  be  determined  by  varying 
the  resistance  of  the  rheostat 
until  a  balance  is  obtained.  Fig.  1  is  a  representation  of  this  arrange- 
ment The  current  from  the  battery,  having  a  resistance  h  and 
electromotive  force  Ey  diyides  at  the  point  a  between  the  coil  g  and 
resistance  x^  and  the  coil  ^  and  resistance  r.  When  r^x^  the  needle 
is  unaffected. 

By  the  following  method  of  using  the  differential  galvanometer,  a 
much    greater    accuracy    is    obtained 
when  the  unknown  resistance  whose 
value  has  to  be  determined  is  small. 

Instead  of  dividing  the  current  from 
the  battery  E  between  the  two  coils, 
I  join  up  the  coils,  so  that  the  same 
current  passes  through  both  of  them, 
and  by  reversing  one  of  the  coils,  /, 
prevent  the  current  from  influencing 
the  needle  (see  Fig.  2).  The  rheostat 
r  is  connected  to  the  two  ends  of  one 
coil,  and  the  resistance  to  be  measured, 
Xy  to  the  two  ends  of  the  other.     It  ^°*  ^ 

will  easily  be  seen,  without  further  explanation,  that  when  r-o^  the 
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currents  in  g  and  /  are  equal ;  but  should  r  not  equal  ar,  there  will  be 
a  greater  current  in  one  coil  than  in  the  other,  and  the  needle  will 
move  in  obedience  to  the  difference  of  these  currents.  It  then  only 
remains  for  me  to  show  what,  and  under  what  circumstances,  advan- 
tages are  obtained  by  this  method.  To  do  so,  we  have  only  to  com- 
pare the  expressions  for  the  difference -currents  in  the  two  methods. 
By  the  first  method  the  resistance  external  to  the  battery  is 

(x  -f  g)(r  -h  g) , 
x  +  r-¥2g    ' 
therefore  the  current  from  the  battery  is 

p_  E  E(X'^r  +  2g) 

^^(^  +  g)(r  +  g)     b{x  +  r  +  2g)  +  {x  +  g){r  +  g)' 
«  +  r  +  2^ 

This  current  divides  between  the  two  paths  x+g  and  r  +  g  in  inverse 
proportion  to  their  resistances ;  therefore  the  current  in  g  is 

x  +  r  +  2g    b{x  +  r  +  2g)  +  (a;  -h  g){r  +  g)' 
and  the  current  in  g'  is 

x  +  r  +  2g    h{x  +  r  +  2g)  +  (x+g){r'^g)' 

The  effective  current  (that  influencing  the  needle)  will  be  the  difference 
of  G  and  G\  say 

J) -^(^-^)  (I) 

^    b{x  +  r'h2g)'h{X'^g)(r  +  g) ^^ 

By  the  second  method,  the  resistance  external  to  the  battery  is 

x  +  g    r-^g' 
therefore  the  current  from  the  battery  is 

^_  E Eix+gXr-^g) 

^_^  ^  ^jrg_     Hx  +  g){r+g)'^gx{g  +  r)+gr{g  +  xy 
x  +  g    r-hg 
The  current  in  g  is 

(?  =  j?x-?-  = Exjg-^r) 

x  +  g     h(x  +  g){r  +  </)  +  gx{r  +  g)  +  gr{x  +  g)' 

and  the  current  in  ^ 

G'^Bx-L-  = Er(g  +  x) 

r-^g     b{x  +  g){r  +  g)  +  gx{r  +  g)  +  gr{x  +  g)' 

The  effective  current  will  therefore  be 

^  b(x'{-g)(r  +  g)'{-gx{r'{-g)'{-gr(x'{-g) 

Equations  (1)  and  (2)  give  the  effective  current  in  each  case;  and 
we  may  ascertain  the  relative  sensitiveness  of  the  two  methods  by 
comparing  D^  and  D^ 
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Z>2_        h{x  +  r+2g)  +  (x  +  g)(r  +  g)        ^ 
A     H^'^9)(r  +  g)  +  9x{r  +  g)+gr(x  +  g)    ^' 

and  in  the  limit,  when  aJ  =  r, 

-Pg^g^     26  +  r  +  gr 

When  r=(7,  -7^=  1»  showing  that  the  two  methods  are  equally  sensitive 

for  that  value  of  r  or  a;  which  equals  the  resistance  of  one  coil  of  the 
galvanometer.    When  r  is  greater  than  g^  the  ordinary  method  is  to  be 

preferred,  for  -^  is  then  less  than  unity.     It  can,  however,  never  be 

less  than  .— ^-,  which  happens  when  r  is  infinite. 
h  +  1g  ^^ 

But  for  values  of  r  less  than  ^,  — ?  is  greater  than  unity,  and  increases 

rapidly  as  r  is  reduced,  until  in  the  limit,  when  r  =  0,  ^  =  2  +  f . 

This  proves  that  when  the  resistance  to  be  measured  is  smaller  than 
that  of  the  galvanometer-coil,  the  second  method  is  much  to  be 
preferred.  For  instance,  let  the  battery  have  a  resistance  of  10  ohms, 
the  galvanometer  (each  coil)  500  ohms,  and  r=10  ohms,  then  the 
second  method  is  17  times  as  sensitive  as  the  first;  and  if  r  were 
1  ohm,  the  second  method  would  be  43  times  as  sensitive. 

In  fact,  if,  after  getting  as  true  a  zero  as  possible  by  the  ordinary 
method,  the  connections  be  altered  to  the  second  arrangement,  the 
slight  inequality  between  r  and  a;,  which  was  inappreciable  by  the 
ordinary  method,  will  be  at  once  rendered  evident  by  a  large  deflection 
of  the  needle. 


VI.~ON  THE  DIFFERENTIAL  GALVANOMETER. 

\Pha,  Mag.,  Dec.  1873,  S.  4,  voL  46.] 

The  great  similarity  between  the  systems  of  resistance  measuring  by 
means  of  the  differential  galvanometer  and  Wheatstone*s  Bridge,  the 
latter  having  probably  been  suggested  by  the  former,  must  have  struck 
everyone  who  has  had  anything  to  do  with  them.  In  each  case  do  we 
make  one  resistance  a  fourth  proportional  to  three  others,  and,  knowing 
the  three,  deduce  the  fourth.  As  in  the  bridge,  for  every  resistance  to 
be  measured  there  is  a  certain  arrangement  of  the  three  other  sides 
which  gives  the  most  sensitive  balance ;  so  with  the  differential  galvano- 
meter, there  must  be  a  best  arrangement  for  any  particular  case,  which 
is  the  object  of  this  paper  to  point  out 


^v.o  rto  lu  ine  diagram)  wh 

tore  ad -he  a,  vanishing  quantity. 

To  deduce  from  this  the  expression  for  th» 
in  the  differential-galvanometer  arrangement 

Therefo 
making 


Aa-B 


for  the  ' 
[Here  A 
m  a  and  < 
of   course 
dently    o 
Wheatsto: 
evident  tl 
of  the   di 

with  a  given  battery  may  be  derived  from  t 
formulae  by  making  e  infinite  in  them. 

These  formulae  are  as  follows  (Phil,  Mag., 

c,  dy  e,  and  /  are  fixed : —     

cd^df+fc    ^^ 
c^-d-^-e 


i,^  li,cd+df+fc 

\c       c  +  d-he         J 


and  if  c  be  not  arbitrarily  fixed, 


b=:Jde.i±I, 
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Making  «  =  »  in  (3)  and  (4)  they  become 

a=J'{cd  +  df+fc),] 

y (6) 

b  =  ^^(cd  +  df+fr);j 

and  rt  =  00 ,  > 

b=  Jd(d+f,,\ (6) 

c  =  oo,  J 

which  may  also  be  obtained  by  differentiation  from  (2).  These  formulae 
(5)  and  (6)  would  not  be  of  any  particular  use  if  we  had  no  means  of 
varying  at  will  the  resistance  of  the  coils  a  and  b.  This  cannot  be 
accomplished  directly  without  considerable  complication,  but  by  means 
of  shunts  the  same  end  may  be  reached.  Thus,  using  (5),  if  the  coils 
of  our  galvanometer  have  resistances  greater  than  those  best  suited  for 
the  particular  resistance  to  be  measured,  by  means  of  shunts  we  may 
reduce  their  resistances  to  the  required  extent ;  and  here  a  remarkable 
peculiarity  presents  itself.  In  general  when  a  galvanometer  is  shunted 
its  resistance  and  sensibility  are  reduced  in  the  same  proportion.  Not 
so  with  the  differential  galvanometer,  for  its  sensitiveness  will  be 
increased  or  reduced  by  shunts  according  as  the  normal  resistance  of  its 
coils  are  greater  or  less  than  their  best  values  in  the  particular  case 
under  consideration.  The  accuracy  of  (6)  may  be  easily  verified 
experimentally. 

Froceeding  to  examine  (6)  we  meet  practical  impossibilities,  and  can 
only  carry  it  out  by  making  the  resistance  of  the  coil  a  as  great  as 
possible  by  not  shunting  it.  But  as  the  values  of  h  and  c  in  (6) 
correspond  to  a  =  oo ,  it  will  be  necessary  to  find  their  values  when 
a  =  a.  Therefore,  regarding  both  a  and  d  as  constant,  and  b  and  e 
variable,  subject  to  the  condition  a^  -  ^  =  0,  we  shall  find  by  differen- 
tiating (3)  that 


(7) 

ST/ 

gives  the  most  sensitive  arrangement  for  measuring  a  resistance  d  with 
a  battery  whose  resistance  is  /. 

It  is  an  evident  conclusion  that  differential  galvanometers  intended 
for  measuring  resistances  comprised  within  wide  limits,  both  high  and 
low,  should  have  coils  of  long  fine  wire,  having  necessarily  a  high 
resistance;  for  a  galvanometer  with  short  and  thick  wire  is  only 
suitable  for  measuring  small  resistances,  whereas  if  it  have  coils  of 
fine  wire  it  is  suitable  for  both  high  and  low  resistances — for  the  latter 
by  shunting. 

H.E.P. — VOL.  I.  B 


^■^%.tJ^^^^v• 


/iccordiiig   to  the  very  practi 
Telegraphy  J  **  this  system  has  not  been  found  ol 
and  if  we  may  believe  another  writer,  the  syste 
be  looked  upon  as  little  more  than  feats  of  int 
very  beautiful  in  their  way,  but  quite  useless  i 
view."     However,  notwithstanding  these  unfavoi^ 
practicability  of  duplex  telegraphy,  the  experienc 
negatived  them  in  a  striking  manner,  and  mad( 
very  common-place  affairs.     Circuits  worked  on 
now  established  in  various  parts  of  the  United  E 
tion  the  United  States,  where  the  resurrection  of 
took  place — and  continue  to  give  every  satisfactioi 
reason  to  doubt  that  this  system  will  eventuall 
circuits  of  not  too  great  a  length,  between  th( 
which  there  is  more  than  sufficient  traffic  for  a 
in  the  ordinary  manner — that  is  to  say,  only  < 
at  a  time. 

I  propose  in  this  paper  to  give  a  short  accoi 
duplex  telegraphy  by  the  principal  methods,  and  t 
methods,  which  are,  I  believe,  entirely  original. 

To  begin  at  the  beginning.  Prior  to  1853,  it  ii 
the  current  belief  of  those  best  qualified  to  judg 
messages  in  opposite  directions  at  the  same  time  ( 
an  impossibility ;  for  it  was  argued  that  the  twc 
would  get  mixed  up  and  neutralize  each  other  i 
only  a  few  stray  dots  and  dashes  as  survivors  (aflc 
Kilkenny  cats,  who  devoured  one  another  and  ] 
behind).  However,  Dr.  Gintl  effectually  silenced 
ment  by  going  and  doing  it. 

In  order  to  be  able  to  receive  messages  from  i 
necessary  for  the  receiving  instrument  to  be  in  ci 
smd  in  order  to  send  to  another  station,  the  batter 
Hence,  in  order  t/^ 


f*A/tA«^ 
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be  neutralized,  the  **  feat "  is  accomplished.  There  are  many  ways  of 
doing  this.  Dr.  Gintl  surmounted  the  difficulty  in  what  was,  to  say 
the  least,  a  very  ingenious  manner,  although  from  a  modem  point  of 
view,  it  was  decidedly  clumsy.  He  made  his  key,  while  being  depressed 
to  send  a  current  to  the  line  through  his  own  relay,  at  the  same  time 
close  a  local  circuit,  including  a  coil  of  wire  outside  the  principal  coils 
of  the  relay,  in  such  a  manner  that  the  current  in  this  local  circuit 
(which  contained  an  independent  battery)  circulated  round  the  cores  of 
the  electromagnets  in  the  opposite  direction  to  the  current  going  out  to 
the  line ;  and  by  placing  a  rheostat  in  this  local  circuit  he  was  able  to 
vary  the  strength  of  the  local  current,  so  that  the  effect  of  the  out- 
going current  on  the  relay  was  exactly  neutralized.  The  relay  then 
responded  only  to  currents  coming  from  the  opposite  station,  which,  of 
course,  passed  through  the  inner  coils  alone.  Did  both  stations  depress 
their  keys  simultaneously,  the  current  in  the  batteries,  inner  coils,  and 
the  line  was  that  due  to  both  batteries ;  but  in  each  relay  as  much  of 
this  current  as  was  due  to  the  corresponding  battery  was  neutralized 
by  the  local  current.  The  line-current  might  even  be  nothing,  which 
would  happen  if  each  station  had  equal  batteries  and  the  same 
poles  to  eartL  Then  the  relays  would  be  worked  entirely  by  the  local 
current. 

But  local  circuits  are  nuisances,  and  it  is  not  to  be  wondered  at  that 
this  method  of  Gintl's  never  came  into  practical  use.  But  the  possi- 
bility of  the  "feat"  having  been  once  demonstrated,  it  was  not  long 
before  another  and  much  superior  method  was  introduced.  It  was 
discovered  about  the  same  time  in  1854  by  Frischen  and  Siemens- 
Halske,  and  may  be  called  the  Differeniial  method.  It  is  represented  in 
its  simplest  form  in  Fig.  1.     The  relay  at  each  station  is  wound  with 
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two  coils  of  equal  length ;  and  the  connections  with  the  battery  and  the 
line  are  made  in  the  same  manner  as  if  each  station  were  taking  a  test 
of  the  resistance  of  the  line  with  the  differential  galvanometer.  The 
resistance  x^  then,  at  station  A  equals  the  whole  resistance  outside 
station  A;  and  x'  at  station  B  equals  the  whole  resistance  outside 
station  B.     Then,  when  the  battery  E  is  in  circuit,  as  its  current 


^    ^.v.  luuiiuuu.     As  the 
going  currents  from  working  the  sending  stati 
that  there  may  be  many   modifications  hav 
production  of  balances  under  different  circu 
the  distance  of  one  or  both  coils  from  the  am 
the  resistance  x  (Fig.  1).     There  are  also  a 
attended  to  before  this  system  can  be  considc 
necessary  for  the  external  resistance  to  be  as 
order  that  the  currents  sent  by  a  station  (sa^ 
own  instrument.    But  this  external  resistance 
and  ^'s  battery  is  sometimes  in  and  sometimes 
tion  in  the  external  resistance  will  therefore  be 
mitting  apparatus  is  so  arranged  that  a  resista 
battery   is  substituted    for  it  when    the    lat 
Again,  there  should  be  no  interval  of  time 
the  battery    nor  this  equivalent  resistance 
things  can  generally  be  arranged  with  little  c 
the  case  of  the  simplest  transmitting  instrume 
key),  consisting  of  merely  a  lever  with  a  front 
equivalent  resistance  may  be  connected  with  the 
pole  with  the  front  contact ;  and  the  interval  o 
avoided  by  the  use  of  suitable  springs,  or  othe 
front  contact  is  made  just  before  (or  practical!} 
the  back  contact  is  broken,  and  vic^  vtrsd.     The 
very  much  smaller  interval  of  time  during  whicl 
can  pass  both  through  the  battery  and  its  equi\ 
application  of  this  to  more  complicated  instrui 
Wneatstone's  automatic  transmitter)  is  not  at 
but  I  have  done  it  in  a  very  simple  manner,  whi 
describe.     On  long  lines,  or  with  high-speed  im 
to  these  minuHcR  is  desirable;   but  on  short  li 
Morse  apparatus  they  are  superfluous. 
It  is  not  essential,  thou£:h  somflH'"*'*-  J--' 
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the  armature  from  the  electromagnets  may  have  a  tension  given  it  that 
only  the  received  currents  can  overcome.  The  rheostats  x  and  x'  (Fig.  1) 
may  even  he  dispensed  with  and  a  direct  earth-connection  suhstituted, 
provided  the  external  resistance  he  not  too  great. 

Quite  recently  another  system  has  been  brought  forward,  undeniably 
the  most  perfect,  which  may  be  called  the  Bndge  duplex^  its  principle 
being  that  of  Wheatstone's  bridge.  To  whom  the  idea  first  occurred  of 
using  this  arrangement  for  duplex  telegraphy  is  unknown  to  me.  It 
has  been  claimed  by  Mr.  Eden,  of  Edinburgh  ;  but  it  has  been  patented 
by  Mr.  Steams,  of  Boston,  U.S.,  who  also  patents  a  number  of  plans, 
all  depending  on  the  differential  system  before  described. 

The  arrangement  for  the  Bridge  duplex  is  shown  theoretically  in 
Fig.  2.  a,  6,  c  and  a',  6',  c'  are  resistances,  g  and  g'  the  receiving 
instruments,  and  /  and  /'  the  batteries.     By  the  well-known  law  of  the 
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balance,  when  a  ih  =  c  -.  dy  where  d  is  the  whole  external  resistance 
between  station  A  and  the  earth  at  B^  the  electromotive  force  E  will 
cause  no  current  in  g ;  and  similarly  for  station  B.  The  circumstance 
that  the  out-going  currents  do  not  pass  through  the  receiving  instru- 
ments is  very  important,  as  it  allows  any  description  of  existing  instru- 
ments to  be  used,  and  without  any  alteration.  As  in  the  Differential 
plan,  it  is  not  always  indispensable  to  adhere  rigidly  to  the  conditions 
which  give  theoretiod  perfection. 

Although  the  signals  sent  by  station  A  are  only  received  at  B^  and 
vke  versdf  and  it  is  convenient  to  assume  that  the  currents  producing 
these  signals  actually  come  from  the  opposite  station,  yet  it  does  not 
always  happen  that  such  is  the  fact.  To  take  an  extreme  case.  Let 
all  the  apparatus  at  each  station,  and  likewise  the  batteries,  be  exactly 
alike,  and  the  line  of  uniform  insulation.  Now  let  A  depress  his  key. 
The  galvanometer  at  B  will  be  deflected,  but  not  A'a,  Let  now  B 
depress  his  key.  No  change  will  be  produced  in  the  deflection  of  if  s 
galvanometer ;  but  A'b  will  be  deflected.  But  if  A  and  B  have  both 
the  same  pole  of  their  batteries  to  line,  there  will  be  no  current  in  the 
line,  which,  by  Bosscha*s  first  corollary,  may  be  removed  without  pro- 
ducing any  alteration  in  the  currents  in  the  remaining  circuits.  It  is 
thus  evident  that  A  and  B  are  both  working  their  (mii  instruments ; 
and  this  supplies  us  with  a  very  easy  way  of  calculating  the  strength 
of  the  received  signals — which  would  otherwise  be  very  complicated. 
We  have  only  to  consider  the  current  produced  in  {g  4-  6)  by  E  having 
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....vu^u  me  receiving  instruments  at  all. 
as  shown  in  Fig.  3,  the  receiving  instrument 
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between  the  middle  of  two  batteries  and  the  < 
stata  The  condition  that  the  batteries  E^  ai 
no  current  in  ^  is  that 

i  being  the  exterior  resistance  as  before ;  anc 
itation.    The  strength  of  current  sent  to  line 

he  second  plan,  shown  in  Fig.  4,  one  of  the  I 
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E^:E2^l'*'  -  ^  (d  having  the  same  meaning  as  before),  the  electro- 
motive force  E^  is  neutralized  and  there  is  no  current  in  g.  The  line- 
current  is =-1 — .,. 

r  +  b^'¥d 

I  have  adapted  these  plans  to  the  direct-writing  Morse  by  using  an 
ordinary  reversing  key  (which  is  nothing  more  than  two  keys  insulated 
from  each  other  and  worked  by  the  same  lever),  in  order  to  put  the 
two  batteries  E^  and  E^  simultaneously  in  or  out  of  circuit.  I  also 
found  it  necessary  for  tnere  to  be  no  interval  of  disconnection,  but  did 
not  find  it  necessary  to  introduce  equivalent  resistances  when  they  were 
out  of  circuit,  though  theoretically  this  should  be  done,  and  the  same 
key  could  be  made  to  do  it 

The  last  plan  will  be  easily  recognized  to  be  based  on  the  method  of 
comparing  electromotive  forces  known  as  Poggendorff's  compensation, 
in  which  the  battery  having  the  lesser  electromotive  force  is  not  allowed 
to  act.  The  other  plan  (Fig.  3)  is  also  an  adaptation  of  a  method  of 
comparing  the  working  electromotive  forces  of  batteries,  which  I  devised 
three  years  ago,  and  subsequently  published  in  the  English  Mechanic^ 
for  July  5,  1872,  No.  380,  p.  411.  I  mention  this  because  it  is  claimed 
by  Emile  Lacoine  as  a  "  new  method  of  determining  voltaic  constants," 
in  the  Journal  TUdgraphigv^e,  vol.  2,  No.  13.  See  also  the  Telegraphic 
Journal  for  April  this  year. 

The  greatest  drawback  to  duplex  working  (and  this  is  common  to  all 
known  systems)  is  the  changeability  in  resistance  of  the  line-wire 
itself,  caused  by  defective  insulation,  variations  of  temperature,  etc.; 
and  in  such  a  wet  and  changeable  climate  as  ours,  this  fixes  a  limit  to 
the  length  of  line  on  which  a  duplex  system  can  be  worked  with  advan- 
tage, making  it  less  than  can  be  worked  through  in  the  ordinary  man- 
ner. On  short  lines  the  resistance  never  varies  much  in  any  weather 
(unless  actual  faults  occur),  and  it  is  not  necessary  to  vary  the  balancing 
resistances.  But  on  long  lines  this  variation  is  sometimes  very  con- 
siderable ;  and  it  is  questionable  whether,  in  the  present  state  of  tele- 
graphy, a  long  circuit  in  this  country,  as  from  Glasgow  to  London, 
could  be  profitably  worked  in  wet  weather.  But  the  variations  in  the 
resistance  of  submarine  cables  (having  no  land-lines  attached)  are  so 
very  much  less,  that  it  seems  probable,  ii  priori,  duplex  telegraphy 
would  be  successful  with  them.  Of  course  their  electrostatic  capacity 
must  be  balanced  by  condensers.  It  could  also  be  applied  to  the 
system  by  which  some  long  cables  are  worked,  where  there  is  no 
metallic  circuit  through  the  receiving  instrument,  which  is  placed 
between  a  condenser  and  the  cable. 

Those  systems  where  the  outgoing  currents  do  not  pass  through  the 
receiving  instruments  have  a  peculiar  and  perhaps  what  will  some  day 
(when  telegraphy,  now  in  its  infancy,  has  arrived  at  years  of  discretion) 
be  considered  an  important  advantage  over  the  Differential  system.  It 
is  theoretically  possible  to  send  any  number  of  messages  whatever 
simultaneously  in  one  and  the  same  direction  on  a  single  wire.  Now 
by  combination  with  a  "null"  duplex  system  it  becomes  obviously 
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possible  to  send  any  number  of  messages  in  the  other  direction  while 
the  opposite  correspondences  are  going  on,  and  without  interference. 
Thus  the  working  capacities  of  telegraphic  circuits  may  be  increased 
indefinitely  by  suitable  arrangements.  Practically,  however,  it  would 
seem  that  a  Hmit  would  soon  be  reached,  from  the  rapidly  increasing 
complication  of  adjustments  required.  Besides,  to  keep  them  going,  the 
telegraph  clerks  must  themselves  be  electricians  of  a  rather  higher  order 
than  at  present.  Nevertheless  from  experiments  I  have  made,  I  find  it 
is  not  at  all  a  difficult  matter  to  carry  on  four  correspondences  at  the 
same  time,  namely,  two  in  each  direction ;  and  if  we  may  suppose  the 
growth  of  telegraphy  will  be  as  rapid  in  the  future  as  it  has  been  in  the 
past,  it  seems  not  improbable  that  multiplexrtelegraphp  will  become  an 
established  fact. 

In  a  following  paper  I  intend  giving  the  formulas  necessary  for  calcu- 
lating the  proper  proportions  of  the  resistances,  etc.,  to  suit  different 
lines  and  apparatus,  so  that  the  greatest  possible  amount  of  current 
may  be  driven  through  the  receiving  instruments,  where  alone  it  is  of 
practical  service. 


VIIL— ON  DUPLEX  TELEGRAPHY/     (Part  IL) 

[PhU.  Mag,,  Jan.  1876,  S.  5,  voL  I.] 

The  Bridge  System. 

A  THEORETICAL  diagram  of  the  arrangement  of  the  conductors  for 
duplex  telegraphy  by  the  Bridge  system  is  given  in  Fig.  1.  g  and  / 
are  the  receiving  apparatus,  which  may  be  of  any  kind,  /  and  f  the 
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batteries,  and  a,  b,  c,  a,  h\  c'  are  resistances.  The  letter  attached  to 
any  branch  will  be  used  to  represent  the  resistance  of  that  branch. 
The  two  branches  /  and  /'  are  preserved  of  constant  resistance  by 
mechanical  means,  whether  the  batteries  are  in  or  out  of  circuit  The 
object  of  the  above  arrangement  of  conductors  is  to  enable  two 
stations,  A  and  B^  to  signal  each  other  at  the  same  time  through  a 
single  line  without  mutual  interference ;  and  this  is  accomplished  by 
adjusting  the  six  resistances,  a,  6,  c,  a\  h\  c',  so  that 


and 
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where  x  is  the  resistance  outside  station  A,  i.e.  the  resistance  of  the 
line  plus  the  resistance  of  station  ^s  apparatus,  and  z'  is  the  resistance 
outside  station  B.  When  the  above  proportions  hold  good,  /  and  g 
are  conjugate,  likewise  /'  and  g' ;  hence  each  station  working  alone 
produces  no  current  in  its  own  receiving  instrument ;  and  when  they 
are  both  signalling  simultaneously,  the  currents  in  the  receiving 
instruments  are  the  algebraical  sums  of  the  currents  which  would  be 
separately  produced ;  thus  station  A  gets  only  ^s  signals,  and  station 
B  receives  A*s  signals  alone.  It  is  obvious  without  any  mathematical 
demonstration  that  the  above  is  true  whatever  may  be  the  direction 
and  strength  of  the  currents,  provided  only  that  the  two  conditions 
ax  =  bct  a'i'^b'c'  are  satisfied,  and  that  these  are  the  sole  necessary 
conditions  for  duplex  telegraphy  when  the  line  has  so  little  electrostatic 
capacity  that  the  transient  currents  due  to  that  cause  are  inappreciable. 
When  the  capacity  of  the  line  cannot  be  neglected,  it  may  be  perfectly 
balanced  by  distributing  artificial  capacity  along  the  resistance  c 
with  the  same  uniformity  it  has  along  the  line;  and  this  may  be 
approximated  to  by  subdividing  the  resistance  and  required  capacity 
as  much  as  possible.  If  I  is  the  resistance  and  l^  the  capacity  of  the 
line,  and  c^  the  required  capacity,  then  the  condition  of  balance  as 
regards  capacity  iscc^  =  lly 

Since  each  station  has  three  adjustable  resistances,  a,  b,  and  c,  and 
they  are  connected  by  the  single  relation  ax  =  be,  it  follows  that  any 
two  of  them  may  be  taken  arbitrarily  and  balance  made  with  the 
third.  Thus  we  may  take  b  and  c  as  independent  variables,  and 
eliminate  a.  The  question  then  arises,  in  what  respects  an  arrangement 
in  which  the  resistances  b  and  c  have  particular  values  differs  from 
another  in  which  b  and  c  have  other  values.  There  are  three  principal 
differences:  first,  the  received  currents  will  be  in  general  different; 
next,  the  balances  will  be  of  different  degrees  of  sensitiveness,  so  as  to 
be  more  or  less  affected  by  changes  in  the  resistance  of  the  line ;  and, 
lastly,  different  amounts  of  artificial  capacity  will  be  required  to 
produce  a  balance  with  respect  to  the  capacity  of  the  line.  Since  a 
duplex  apparatus  is  generally  set  up  for  permanent  use,  it  is  clearly 
of  the  first  importance  to  obtain  the  maximum  current  with  a  given 
receiving  instrument  and  battery.  On  cables  this  is  quite  a  minor 
consideration,  on  account  of  the  ereat  delicacy  of  the  instruments 
employed.  But  duplex  telegraphy  has  not  hitherto  been  very 
successful  on  cables;  whereas  on  land  lines,  where  such  delicate 
instruments  would  be  quite  out  of  place,  and  much  larger  batteries 
are  employed,  the  cost  of  the  current  is  considerable,  and  it  is 
desirable  to  get  as  much  out  of  it  as  possible.  I  shall  therefore  in 
the  first  place  endeavour  to  discover  what  the  actual  magnitudes  of 
the  resistances  a,  5,  and  c  should  be  to  render  the  received  current  a 
maximum, — and  when  that  is  done,  consider  the  sensitiveness  of  the 
resulting  arrangement,. or  its  liability  to  disturbance. 

In  oraer  to  avoid  useless  complication,  I  shall  suppose  that  the  line 
is  perfectly  insulated,  and  that  the  receiving  instrument  at  each  station 
has  the  same  resistance,  and  likewise  the  battery  at  each  station. 
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i,e,  f=f  and  g  =  g'.  This  is  very  nearly  fulfilled  in  practice;  for  the 
same  description  of  instrument  and  battery  is  generally  used  at  each 
end  of  a  line.  Then  symmetry  tells  us  that  the  resistances  a^  b,  c 
should  be  the  same  at  each  station;  or  rather  there  is  no  reason 
why  they  should  be  different;  and  besides,  if  we  do  not  make  use 
of  this  simplification,  the  problem  will  become  almost  intractable. 

Let  E  be  the  electromotive  force  of  each  battery,  and  0  the  current 
each  station  receives  from  the  other  through  its  receiving  instrument 
g^  and  let  both  A  and  B  send  the  same  current  to  line.  Then, 
from  the  identity  of  the  arrangement  at  each  end,  there  will  be  no 
current  in  the  line,  which  may  be  removed  without  influencing  the 
currents  in  the  other  conductors.    Thus  we  find 

/4-f-^^(^  +  ^)"    O'  +  b  +  g 
a  +  h  +  g 

(/+c)(ft  +  ^)  +  a(/+c  +  5  +  ^)  ^  ' 

Now  this  expression  for  the  strength  of  the  received  current  contains 

the  constants  E,  /,  and  ^,  and  the  variables  a,  6,  and  c.    The  last  two 

are  independent ;  but  the  first  is  a  function  of  all  the  resistances ;  for 

he       1 
a  =  _  and 

X 

a,  -  /  -^  ^Mc  +/)  +  g/%  +  ^)  +  H9  +  g)(^  +/)  (2) 

{g^-h){c+f)x  +  hc{g  +  h  +  c+f) 

This  gives  a  quadratic  equation  for  the  determination  of  a;,  which, 

he 
however,  it  is  unnecessary  to  effect.     By  eliminating  a=~  from  (1), 

X 

we  have 

Q^ Ehc .^v 

(/+c)(6  +  5')aJ  +  M/+c  +  ^>  +  5r) ^  ^ 

We  have  to  make  G  a  maximum  with  respect  to  h  and  c ;  and  therefore 

dC  dG 

we  must  have  ->^  ==  0  and  -^  =  0.      Thus  we   have   the  following 


conditions : — 


db  dc 

aIx 


/«(6  +  (7)-6c«  =  c(/+c)(6  +  </)^.| 

The  only  difficulty  now  lies  with  the  complex  function  x.    It  would 

djOR  ffl'7* 

be  most  natural  to  obtain  y,  -77,  and  -^  as  functions  of  5,  c,  /,  or,  and  /, 

do  dc 

and  then  find  the  values  of  h  and  c,  in  terms  of  the  constants/,  g,  and 

/,  which  make  G  a  maximum.     But  it  will  be  found  impossible  to 

obtain  an  explicit  solution  in  this  manner,  owin^  to  the  high  degree 

of  the  final  equations.     However,  a  simple  solution  may  be  obtained 


ON  DUPLEX  TELEGRAPHY.  27 

in  terms  of  /,  g^  and  z,  the  external  resistance.    Thus,  differentiating 
(2)  with  respect  to  b  and  then  solving  for  -^,  we  obtain 

dx^  {gx{c+f)  +  be{c+g)}^  +  cx(be-fg)' 

db     {x{ff  +  b){c  +/)  +  bc{g  +  b  +  c  +/)}« +  bc{bc  -fgf ' ^"^ 

and  since  the  right-hand  side  of  (2)  is  unaltered  by  interchanging 

f  and  g,  and  b  and  c,  we  can  find  -=-  by  making  these  changes  in  (5). 

dc 

Thus 

dx^           {fx(g  -H  5)  +  hc{h  -H/)}^  -H  hx{ho  -  fgY  /gx 

dc     {x(g  +  6)(c  +/)  +  bc(g  +  b  +  c  +/)}2  +  K^c  -fg)^ ^  ' 

Equations  (4),  (5),  and  (6)  must  now  be  manipulated  to  obtain 
b  and  c  in  terms  of  /,  g,  and  x.  After  going  through  the  usual 
algebraical  drudgery,  which  it  is  unnecessary  to  give  here,  we  obtain 

'-4W^'  '"^A-f-^A (7) 

whence  a=  JJg, 

It  will  be  found  that  these  values  of  a,  b^  and  c  make  the  received 
current  a  maximum  with  any  given  battery,  receiving  instrument,  and 
Una     The  strength  of  the  received  current  is  then 

» — ,  'r--r     I—.' («) 

or,  which  is  the  same, 


a  +  b  +  c+f+g  +  x  +  bJ'L  +  cJ? 

It  will  be  observed  that  in  the  above  solution  (7)  one  of  the 
resistances  (a)  is  independent  of  x,  and  is  the  same  for  all  lines  with 
the  same  receiving  instrument  and  battery.  Since  balance  is  always 
obtained  in  practice  by  adjusting  one  of  the  resistances,  say  c,  it 
follows  that  only  the  other  two,  a  and  b,  need  be  calculated.  This 
is  readily  done  for  a ;  but  for  b  it  is  more  difficult,  since  x  cannot  be 
simply  enressed  in  terms  of  /,  g,  and  Z,  the  equation  to  determine  it 
being  of  the  sixth  degree,  viz. 

] -  (^ -fg){^  J^+U/^  +  J{x  +f)(x + g)}^ 

{f+g  +  x+  ^fg)J(x-{-f){x-{-g)  +  {2x+f+g){^/xf+  sfxg) 

This  theoretical  difficulty,  however,  is  of  no  practical  importance, 
since  the  value  of  x  can  be  determined  as  closely  as  necessary  in  the 
very  act  of  adjusting  the  instruments  for  duplex  working  for  the  first 

time.     For  long  lines,  x  may  be  considered  equal  to  Z+  >Jfg,     It  is 
actually  rather  greater. 

The  next  thing  to  be  considered  is  to  what  extent  this  arrangement 


28  ELECTRICAL  PAPERS. 

is  liable  to  disturbance  from  variations  in  the  resistance  of  the  line. 
Now,  as  I  have  shown  in  a  former  paper  {PkU.  Mag.,  Feb.  1873),  the 
values  of  a,  b,  and  c,  which  make  the  most  sensitive  balance  for 
measuring  a  resistance  x  with  a  battery  of  resistance  /  and  galvano- 
meter of  resistance  g,  are  precisely  the  same  as  those  given  in  equations 
(7)  above  as  giving  the  maximum  current  in  duplex  working.  We 
are  thus  at  once  led  to  the  conclusion  that  the  arrangement  of 
Wheatstone's  bridge  for  duplex  telegraphy  which  gives  the  maximum 
received  current  at  both  stations,  is  also  the  arrangement  which  is 
most  easily  disturbed  by  variations  in  the  resistance  of  the  line.  We 
may  show  this  otherwise.  When  a:b::c:x,  station  A,  when  sending 
alone,  produces  no  current  in  his  instrument.  Let  now  the  external 
resistance  x  be  changed  to  xf,  then  A  sending  alone  will  produce  a 
current  (7^  in  his  instrument,  of  strength 

Ebc(x^ "  x) 

Q  _        b{c-{-x)  +  x{c  +  x') 

'      f    b(c-^x){c-^x)    ^    W    c(b  +  x){b  +  x')    ^f]_(        bcjx'^x)        y' 
\b(c  +  x)  +  x(c  +  x)    ^)lb{c  +  x)  +  x{c  +  x')    -^ j     \b{c  +  x)  +  x{c  +  x')) 

If  another  arrangement  be  made  in  which  b  and  c  are  altered  to  V 
and  cf,  and  the  current  be  now  C^  then  Cj  may  be  found  by  changiiK^ 

b  into  b'  and  c  into  c'  in  the  expression  for  (7, ;   and  the  ratio  j^ 

when  x'  --xiB  small  will  express  the  relative  sensitiveness  of  the  two 
arrangements.    In  the  limit,  when  x'  -x  =  0,  we  have 

be 

fi  __    {b(c-{'X)-^ g(b  +  x)} {c(b  +  x)  +f(c  +  x)\    . 

^2  b'c' 

{b'(c'  +  x)  +  g(b'  +  x)}{c'(b'-\-x)+f(c+x)} 

from  which  we  see  that  the  sensitiveness  of  any  exact  balance  to 
disturbances  in  the  resistance  of  the  line,  either  in  duplex  working 
or  in  testing,  is  proportional  to 

be 

{b{c-\'X)-^g{b  +  x)}{c{b  +  x)+f(c  +  x)\  ' 

and  this  expression  is  a  maximum  when  b  and  c  have  the  values  given 
in  (7)  above. 

Hence  it  is  perfectly  hopeless  to  find  any  arrangement  of  Wheat- 
stone's  bridge  for  duplex  telegraphy  which  shall  give  the  maximum 
received  current  at  both  stations  and  at  the  same  time  be  least  liable 
to  disturbance.  Generally  speaking,  the  more  sensitive  the  balance 
the  stronger  the  received  current 

Since  x,  the  resistance  external  to  one  station,  includes  the  resistance 
at  the  other  station,  any  alteration  of  adjustment  at  one  station  will 
theoretically  cause  a  disturbance  in  the  other  station's  balance;  and 
it  is  true  that  an  infinite  series  of  successive  adjustments  must  be 
made  by  each  station  to  rcobtain  an  exact  balance  whenever  balance 
is  disturbed.     But  these  alterations  are  so  excessively  small  that 
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practically  they  have  no  existence.  By  making  be  =fg  and  adjusting 
solely  by  the  resistance  a,  each  station's  balance  becomes  independent 
of  the  other^s ;  but  this  is  introducing  a  greater  difficulty  to  avoid  a 
lesser  and  inappreciable  one,  since  to  keep  bc=fg  frequent  measure- 
ments would  have  to  be  made  of  /,  the  battery-resistance,  a  variable 
quantity;  and  besides,  such  an  arrangement  would  not  give  the 
maximum  current,  as  is  evident  from  equations  (7). 

The  above  investigations  apply  to  any  instrument,  battery,  and  line, 
and  therefore  admit  of  immediate  practical  application  in  any  particular 
case.  There  are,  however,  two  principles  frequently  made  use  of  by 
theoretical  writers  on  electric  circuits : — first,  that  if  the  space  to 
be  filled  with  wire  in  a  galvanometer  or  relay  is  fixed,  the  greatest 
strength  of  signal  is  obtained  when  the  wire  is  of  such  a  size  that 
its  resistance  equals  the  external  resistance;  and  next,  that  if  the 
quantity  of  metallic  surface  of  a  battery  is  fixed,  and  also  the  distance 
between  the  plates  in  each  cell,  to  obtain  the  maximum  current  the 
cells  should  be  of  such  a  size  that  the  total  resistance  of  the  battery 
equals  the  external  resistance.  These  principles  do  not  often  admit  of 
practical  application  in  telegraphy ;  but  we  may  just  see  to  what  they 
lead  us  when  we  apply  them  to  duplex  working  with  the  bridge.  We 
shall  have  the  following  equations  to  determine  /  and  g : — 

x^-3g{x+f)  +  2  Jfg{x  +  g)  =  0, 

o^-3f{x  +  g)  +  2jfy{x+f)  =  0. 

Either  of  these  equations  by  itself  can  be  made  use  of  to  determine  g 
when/ is  constant,  or  /  when  g  is  constant.  When  they  are  combined, 
we  have 

a  —  b  =  c—f=g  =  x. 

Now,  although  this  result  can  be  applied  to  the  construction  of 
instruments  for  testing  purposes  where  x  is  constant,  there  is  one 
insuperable  difficulty  that  prevents  its  use  in  duplex  working;  and 
that  is,  X  becomes  infinite.  We  can  only  conclude  that  the  finer  the 
wire  of  the  relay  and  the  greater  the  number  of  convolutions,  the 
smaller  the  cells  are  made,  and  the  greater  their  number,  the  greater 
will  be  the  strength  of  the  signals— a  fact  which  might  be  safely 
predicted  without  mathematical  examination. 

A  comparison  of  the  strength  of  the  received  current  in  ordinary 
simplex  working  and  duplex  working  with  the  bridge  will  be  interesting. 
bi  simplex  working  the  received  current  is 

f+fTl' <*^ 

and  in  duplex  working,  when  the  arrangement  is  such  as  to  give  the 
maximum  current,  its  value  is  given  in  equation  (8)  above  as 

e= i _-. 

where  x  is  the  external  resistance,  rather  greater  than  I  +  'Jfg,    When 


^ 
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I  is  very  great  compared  with  /  and  g,  these  expressions  (8)  and  (9)  are 
nearly  equal,  the  duplex  current  being  a  little  less  than  the  other.  (In 
the  extreme  case  /=0,  ^  =  0,  they  are  identical.)  Numerical  com- 
parison, taking  the  most  general  values  of  /  and  g  occurring  in  practice, 
will  show  that  the  duplex  current  is  about  one  half  or  one  tnird  the 
strength  of  the  current  obtained  when  the  same  instruments  and 
batteries  are  used  for  simplex  working ;  so  that  in  general  more  than 
double  the  electromotive  force  will  be  required  to  obtain  signals  of  the 
same  strength  in  both  cases. 

The  third  principal  difference  between  one  arrangement  of  the  bridge 
and  another,  viz.  that  different  amounts  of  artificial  capacity  are 
required,  is  of  some  importance  as  regards  cables.  Condensers  of  large 
capacity  are  such  cumbrous  and  expensive  affairs  that  the  smaller  the 
artificial  capacity  can  be  conveniently  made  the  better.     Now  c^,  the 

required  capacity,  equals  -/^,  where  l^  is  the  capacity  of  the  line ;  con- 

c 

sequently,  to  make  c^  as  small  as  possible,  c  must  be  as  large  as  possible ; 
and  this  will  occasion  a  great  loss  of  working  current.  This,  however, 
will  be  of  little  consequence  with  the  sensitive  instruments  used  on 
cables,  if  ever  duplex  telegraphy  is  successful  on  them. 


The  Differently,  System. 


Any  instrument  may  be  used  in  the  Bridge  system  without  alterations 
being  made ;  but  in  the  Differential  system  the  coils  must  be  differen- 
tially wound,  or  some  equivalent  device  employed,  so  that  two  currents, 
one  passing  through  each  coil,  may  annul  each  other's  action  on  the 
magnet  or  cores  within  them.  On  the  other  hand,  only  one  balancing 
resistance  is  required  instead  of  the  three  in  the  Bridge  system.  The 
following  diagram  (Fig.  2)  is  a  theoretical  view  of  the  Differential 
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system,  g,  g  at  station  A  and  ^,  ^  at  J?  are  the  coils  of  the  receiving 
instruments,  /  and  /'  the  batteries,  and  x^  x'  the  balancing  resistances. 
We  shall  suppose,  as  is  usually  the  case,  that  /=/  and  g  —  ^-  To  find 
the  strength  of  the  signals  each  station  receives  from  the  other,  let  both 
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send  the  same  current  to  line ;  then,  from  the  identity  of  the  arrange- 
ment at  each  end,  there  will  be  no  current  in  the  line,  in  the  right-hand 
coil  at  station  A^  and  in  the  left-hand  coil  at  B,  Therefore,  if  S  is  the 
strength  of  the  signal, 

S-j^r^. (10) 

f+g  +  x 

where  E  is  the  electromotive  force  of  the  battery,  m  the  strength  of 
signal  produced  by  the  unit  current  circulating  through  a  single 
coil  of  the  receiving  instrument,  and  x  the  external  resistance.  The 
value  of  a;  is 

"'*^*fi~?i <>» 

or  x^\{U  n/(/  +  2^)(/  +  2^-h4/)}. 

In  simplex  working  with  the  same  instruments  and  batteries  the 
strength  of  the  signals  is 

/T^JT  ■;•■■; <'^' 

when  the  current  passes  through  both  coils  in  succession.  When  /,  the 
battery  resistance,  is  very,  small,  we  see  from  (10)  and  (12)  that  the 
strength  of  the  signals  in  duplex  working  is  nearly  one  half  their 
strength  in  simplex  working  with  the  same  instruments,  since  x  is  a  little 
greater  than  l  +  g. 

Since  there  is  only  one  balancing  resistance  at  each  station  in  this 
system,  there  is  only  one  arrangement  possible  with  a  given  receiving 
instrument  and  battery,  leaving  out  minor  details.  We  may,  however, 
inquire  what  the  resistance  of  the  instrument  should  be  to  obtain  the 
strongest  signals  on  the  supposition  that  the  space  to  be  filled  with  wire 
is  fixed.    In  such  case  m  will  vary  as  the  square  root  of  g,  and 

Sec- — ^^-^. 

f+g+x 

Therefore  for  jS^  to  be  a  maximum  we  must  have 

/+,  +  .  =  2<;(n.|); 

and  we  find  from  (11) 

dx_{f+9  +  x)^+P, 

dg    (/+<7 +  «)*-/*' 

therefore  ^  =  J{  "(*+/)+  N/(/+2«)»  +  4/a;} (13) 

is  the  best  resistance  for  each  coil  of  the  receiving  instrument.  When 
/=0,  g=%    Now  (13)  is  identical  with  Weber's  formula  for  the  resist- 

ance  of  each  coil  of  a  differential  galvanometer  to  obtain  the  maximum 
sensitiveness  at  a  balance;  thus  again  we  see,  just  as  in  the  Bridge 
system,  the  arrangement  in  which  both  stations  get  the  strongest  signals 
is  also  the  most  sensitive  balance,  and  most  liable  to  disturbance  from 
variations  in  the  external  resistance. 
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Weber's  formula  (13)  admits  of  considerable  simplification  if  Wc 
arrange  the  battery  so  as  to  obtain  the  maximum  current  by  making 

We  then  have  q  =  ^,     /=^^ 

as  the  best  resistances  for  each  coil  and  the  battery.  Now  although 
this  admits  of  application  in  testing  with  the  differential  galvanometer 
(when  X  is  constant),  yet  it  cannot  be  applied  to  duplex  working,  since 
X  becomes  infinite,  which  may  receive  an  interpretation  similar  to  that 
in  the  corresponding  case  of  Wheatstone's  bridge. 

It  is  an  interesting  practical  question  whether  with  a  given  instrument 
and  battery  it  is  possible  to  obtain  stronger  signals  by  the  Bridge  than 
by  the  Differential  system.  To  make  the  comparison  fairly,  in  the 
former  case  the  arrangement  must  give  the  maximum  current  In  the 
Differential  system  the  strength  of  the  signal  is,  by  (10), 

E7n_ 
f+g-^-x 
and  in  the  Bridge  system 

\M x-{-2g      y  x+f  J 

which  is  obtained  from  (8)  by  changing  g  into  2g  and  multiplying  by 
2m,  In  (10)  and  (14)  a;  has  not  the  same  signification ;  but  the  differ- 
ence is  not  great.  Effective  comparison  can  easily  be  made  numerically 
in  any  particular  case.  As  general  results,  we  may  say  that  when/ and 
g  are  very  small  in  comparison  with  /,  the  advantage  is  in  favour  of  the 
Bridge  system;  but  when  /  and  g  are  taken  larger,  the  advantage 
becomes  rapidly  in  favour  of  the  Differential  system.  It  may  also  be 
observed  that  in  the  latter  the  strength  of  signal  is  always  less  than 
one  half  the  strength  when  the  same  instruments  are  used  for  simplex 
working,  whereas  in  the  former  system  the  strength  of  the  signal  may 
be,  but  generally  is  not,  more  than  one  half 

If  the  practical  success  of  duplex  telegraphy  were  dependent  on  the 
continuous  maintenance  of  an  exact  balance  at  each  station,  then  would 
duplex  telegraphy  exist  only  on  paper.  The  variations,  sometimes  large 
and  rapid,  which  are  always  taking  place  in  the  resistance  and  insulation 
of  overland  wires  would  necessitate  such  frequent  changes  of  the 
balancing  resistances  as  to  render  efiicient  working  the  exception  rather 
than  the  rule.  But  it  is  found  practically  that,  instead  of  an  exact 
balance  being  always  required,  the  signalling  can  be  continued  for 
great  lengths  of  time  without  any  change  of  adjustment;  and,  more- 
over, the  balancing  resistances  may  sometimes  be  altered  very  consider- 
ably without  actually  interrupting  the  signalling.  The  actual  received 
current  may  be  considered  as  the  algebraical  sum  of  two  parts— one  the 
proper  received  current,  the  other  an  interfering  current  produced  by 
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inexact  balance.  In  the  double-current  Morse  system  in  common  use 
in  England  the  marks  are  made  by  one  current  (say,  positive),  and  the 
spaces  by  the  negative  current  If  C  is  the  strength  of  the  received 
current,  then  the  whole  range  of  the  current  is  2(7.  In  the  single- 
current  Morse  system  employed  on  the  Continent  and  elsewhere  there 
is  no  current  during  the  spaces ;  hence  the  range  of  the  current  in  the 
receiving  instrument  is  only  C.  Therefore  an  instrument  that  admits 
of  being  worked  either  by  single  or  double  currents,  as  magnetized  or 
polariz^  relays,  will  give  signals  twice  as  strong  with  double  currents 
as  with  single  with  the  same  battery-power.  This  applies  both  to 
ordinary  simplex  working  and  to  duplex  working.  In  the  latter  there 
is  a  further  advantage  in  favour  of  double  currents.  It  is  theoretically 
possible  to  work  duplex  with  double  currents  when  the  interfering 
currents  are  little  less  strong  than  the  received  currents ;  for  as  the 
received  current  is  always  either  +0  or  -  C,  the  superposition  of  any 
current  of  less  strength  than  C  will  not  alter  the  sign  of  (7,  whether 
-H  or  - .  On  the  other  hand,  in  single-current  working  the  received 
current  is  always  either  C  or  zero.  In  the  first  case  the  current  C 
overpowers  the  tension  of  a  spring  or  other  opposing  force ;  and  in  the 
latter  the  spring  is  unopposed.  The  most  rapid  signalling  is  to  be 
obtained  when  the  forces  moving  the  armature  or  tongue  of  the  relay 
are  equal  in  each  direction ;  and  then  the  retractile  force  of  the  spring 
must  be  equivalent  to  a  reverse  current  of  the  strength  i^C.  Therefore 
the  interfering  currents  in  duplex  working  with  single  currents  must 
never  be  so  great  as  \C — thus  giving  an  immense  advantage  to  the 
double-current  system  as  regards  freedom  from  interruption  by  inexact 
balance  or  other  causes,  in  addition  to  the  advantage  before  mentioned 
of  giving  signals  of  twice  the  strength. 

It  is  found  by  experiment  that  duplex  working  (Morse)  will  not  be 
actually  interrupted  until  the  interfering  currents  are  as  much  as  ^  or  | 
the  strength  of  the  received  currents  with  double  currents,  and  x  or  | 
with  single  currents — although  no  hard  and  fast  line  can  be  drawn, 
owing  to  the  very  numerous  causes  in  operation.  On  an  overland  wire 
worked  duplex  with  differential  relays  and  double  currents  the  resistance 
which  gave  exact  balance  was,  at  one  end,  2560  ohms,  which  could  be 
increased  to  3860  or  diminished  to  1760  ohms  without  interrupting  the 
working.  At  the  other  end  the  balancing  resistance  could  be  varied 
from  3000  to  6000  ohms  without  interfering  with  rapid  signalling. 
The  variation  allowable  above  balance  is  always  much  greater  than 
below,  because  the  interfering  current  is  inversely  proportional  to  the 
resistance  external  to  the  battery,  which  is  increased  when  the  balancing 
resistance  is  increased.  In  the  above  example  the  line  was  fairly 
insulated  When  the  insulation  falls  the  effect  is  to  strengthen  the 
sent  and  weaken  the  received  currents;  consequently  the  interfering 
currents  bear  a  larger  ratio  to  the  received  currents  for  a  given  change 
of  balance,  and  the  balance  therefore  requires  nicer  adjustment.  The 
extreme  case  is  reached  with  the  very  low  insulation  which  prevails  in 
this  country  in  continuous  wet  weather,  when  not  much  difference  can 
be  detected  between  the  resistance  of  the  wire  whether  it  is  insulated 
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or  to  earth  at  one  end.  Under  such  circumstances  a  very  small  change 
of  balance  is  sufficient  to  upset  the  working.  The  ratio  of  the  interfering 
to  the  received  currents  may  be  diminished  ad  lib.  by  increasing  the 
resistance  of  the  apparatus,  or  more  simply  by  inserting  a  constant 
resistance  in  the  main  circuit  As,  however,  it  is  only  when  the  insula- 
tion is  very  bad  and  the  received  current  very  weak  that  the  interfering 
current  due  to  inexact  balance  attains  such  a  proportional  strength  as 
to  mutilate  the  signals,  the  increase  in  the  resistance  of  the  apparatus 
would  be  an  evil  rather  than  a  benefit,  on  account  of  the  reduction  in 
the  strength  of  the  received  signals,  already  very  weak,  that  would 
ensue. 

The  two  other  systems  described  in  my  former  paper  {PM.  Mag 
June,  1873)  are  not  likely,  in  accordance  with  the  principle  of  the 
survival  of  the  fittest,  to  come  into  practical  use ;  ana  it  is  therefore 
unnecessary  to  enter  into  details  concerning  them.  But  this  I  may 
observe,  that  in  both  of  them  the  arrangement  which  produces  the 
strongest  signals  at  both  stations  is  also  the  most  sensitive  balance. 
That  this  should  be  the  case  in  four  different  systems  renders  it  pro- 
bable that  it  is  universally  true  for  all  duplex  systems  in  which  some 
kind  of  balance  is  concerned. 


IX.— NOTES  ON  MR.  EDISON'S  ELECTRICAL  PROBLEM. 

{Telegraphic  Journal,  May  lat,  1875,  p.  102.] 

In  the  Telegraphic  Journal  for  January  15,  1875,  Mr.  Thomas  A.  Edison 
submitted  the  following  problem  to  its  readers  for  solution : — "  Transmit 
alternately  positive  and  negative  currents  within  a  closed  circuit  from  a 
battery  all  the  poles  of  which  are  connected  in  the  ordinary  manner, 
using  an  ordinary  Morse  key,  to  which  no  extra  point  or  appliances- 
whatever  is  to  be  added.  No  device  other  than  the  battery,  Key,  and 
connecting  wires  is  to  be  used." 

None  of  the  readers  of  this  journal  have  as  yet  come  forward  with 
any  solution.  Why  is  this  ?  It  is  certainly  not  because  there  is  nobody 
in  the  British  Isles  who  takes  an  interest  in  such  matters,  and  I  can 
only  suppose  that  an  excess  of  modesty  has  prevented  many  of  the 
readers  of  this  journal  from  sending  a  solution  for  publication.  As  the 
problem  is  of  a  highly  interesting  nature,  I  think  it  should  not  be 
allowed  to  drop  out  of  mind,  and  so  send  a  few  remarks  on  the  problem 
and  its  solution.  Perhaps  others  will  then  come  forward  with  improved 
methods. 

The  practical  telegraphist  who  has  been  accustomed  to  the  use  of 
the  Morse  key  for  sending  single  currents,  and  a  ''double-current"  key 
for  sending  reversed  currents,  will  probably  be  inclined,  on  a  first 
perusal,  to  consider  the  problem  a  sort  of  electrical  conundrum,  not 
admitting  of  any  legitimate  solution ;  but  such  is  certainly  not  the  case. 
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I  must,  however,  in  the  first  place,  point  out  that  it  is  an  impossibility 
on  the  face  of  it  to  reverse  the  current  in  a  dosed  circuit  containing  a 
single  battery  all  the  poles  of  which  are  connected  in  the  ordinary 
manner:  the  current  in  the  battery  itself  has  necessarily  always  the 
same  direction,  and  a  second  battery  of  greater  strength  would  be 
required  to  reverse  the  current  in  the  first.  All  we  can  do  is  to  reverse 
the  direction  of  the  current,  in  some  or  all  of  the  conductors,  in  the 
circuit  which  lie  outside  the  battery.  I  assume,  therefore,  that  this  is 
what  Mr.  Edison  means  is  to  be  done,  and  on  this  assumption  we  can 
proceed  further  with  the  problem. 

The  restriction  contained  in  the  enunciation  that  all  the  poles  are  to 
be  connected  in  the  ordinary  manner,  I  take  to  mean  that  the  battery 
is  to  be  joined  up  "for  in- 
tensity," to  use  the  conveni-  ^ 

ent    old-fashioned     phrase  ;  /' 

that  is  to  say,  the  positive  [      y 

pole  of  one  cell  is  to  be  con-  A      *     "i 

nected    with    the    negative    ^  ^ 

pole  of  the  next,  and  so  on 
all  through  the  battery.  This 
restriction,  however,  does  not 
forbid  us  to  make  a  connec- 


Q 


Mill 


tion  by  means  of  a  wire  between  our  Morse  key  and  any  intermediate 
pole  of  the  battery,  as  this  will  not  interfere  with  all  the  poles  being 
connected  among  themselves  in  the  ordinary  manner ;  hence  we  have 
the  following  arrangement,  answering  every  condition  of  the  problem 
(Fig.  1) : — The  battery  /  has  its  two  terminal  poles  connected  with  the 
back  and  fiont  stops  of  the  key  respectively,  and  any  intermediate  pole 
is  connected  through  the  external  resistance,  e,  with  the  lever  of  the 
key.  This  will  obviously  produce  alternately  positive  and  negative 
currents  in  the  external  resistance  when  the  key  is  worked,  and  is  too 
simple  to  require  any  further  explanation.  This  system  was  in  use 
many  years  ago  for  signalling  on  underground  or  submarine  wires,  and 
may  possibly  oe  still  used. 

It  will  be  observed  that  in  the  above  system  the  whole  battery  is 
never  in  circuit  at  once;  in  fact,  we  are  practically  employing  one 
battery  for  the  positive  currents  and  another  for  the  negative.  If  we 
wish  to  employ  the  whole  battery  both  for  positive  and  negative 
currents  we  must  seek  some  other  plan.  Mr.  Edison  lays  no  restriction 
on  the  resistance  of  the  connecting  wires,  so  that,  practically  speaking, 
he  allows  the  use  of  resistance  coils.  This  contradicts  the  statement  in 
the  problem  that  no  device  other  than  the  key,  battery,  and  connecting 
wires  is  to  be  used,  but  we  may  produce  harmony  again  by  uncoiling 
the  wires  of  the  resistance  coils.  Or,  if  we  have  a  galvanometer  of 
sufficient  sensitiveness,  we  may  use  short  pieces  of  wire.  Fig.  2,  then, 
shows  a  second  solution  of  the  problem.  The  external  resistance,  e, 
18  connected  between  the  back  and  front  stops  of  the  Morse  key ;  one 
pole  of  the  battery  is  connected  with  the  lever  of  the  key  and  the  other 
with  the  junction  of  two  wires,  a,  b,  the  other  ends  of  which  go  to  the 
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back  and  front  stops  of  the  key.  When  the  key  is  in  the  position 
shown  in  Fig.  2  the  current  from  the  +  pole  of  the  battery  divides 
so  that  the  greater  portion  goes  through  b,  and  the  remainder  through 
a  and  «,  to  the  back  stop  of  the  key,  and  so  to  the  -  pole  of  die 

battery.  When,  however,  the  key  is  depressed,  so 
that  the  lever  is  in  contact  with  the  front  instead 
of  the  back  stop,  the  current  from  the  +  pole  divides 

-I p      A       so  that  the  greater  part  goes  through  a,  and  the 

/T  J^-  qTv  remainder  through  b  and  e,  to  the  front  stop  of  the 
R  -;=2  3  I  key,  and  so  to  the  -  pole  of  the  battery.  The 
'      —    *^        current  is  thus  reversed  in  e.     It  is  obvious  that  we 

can  give  any  relative  strengths  to  the  +  and  - 
currents  in  e  by  suitably  changing  the  resistances  of 
a  and  b,  and  that  when  a  and  b  are  equal  the  reversed 
currents  in  e  are  equal.  The  galvanometer,  «,  may  of 
course  be  replaced  by  a  line.  The  currents  sent  to 
line  will  naturally  be  less  than  if  the  battery  were  con- 
nected direct  to  line,  as  in  the  ordinary  double-current  key.  How  much 
less  we  must  call  in  the  aid  of  Ohm's  laws  and  algebra  to  determine. 
Let  E  be  the  current  in  the  line,  P  the  electromotive  force  of  the 
battery,  /  its  resistance,  and  a  and  b  the  resistances  of  the  two  wires. 
Then  when  the  lever  of  the  key  rests  on  its  front  and  back  stops  the 
currents  sent  to  the  line  are 

^«  and  ^* 


/(a  +  i>  +  e)  +  a(6  +  «)  f(a  +  b  +  e)'{-b(a  +  e) 

respectively ;  and  when  a  =  b  each  of  these  becomes 

^-TT^ <^> 

a  -^ 

To  have  as  strong  signals  as  possible  with  any  given  line  and  batteiy 
we  must  make  E  a  maximum  subject  to  the  variation  of  a.     Now  the 

denominator  of  (1)  is  a  minimum  when  a=  ^/rf;  therefore  E  is  then  a 
maximum,  and  its  expression  is 

^_  P 

Let  us  take  a  numerical  case.  Let  the  resistance  of  the  line,  including 
the  apparatus  at  the  other  end,  be  ^  =  5000  ohms,  the  battery  resistance 
/=  50  ohms,  then  a  =  v/50  x  5000  =  500  ohms,  and 

r;^ P  P 

2  X  500  +  5000  -H  2  X  50     6100* 

Now,  if  the  battery  were  joined  direct  to  line,  the  total  resistance  in 

P 

the  circuit  would  be  5050,  and  the  current  would  be  ,  which  is 

5050 
greater  than  the  former  result  in  the  proportion  of  6100  to  5050 ;  so 
that  the  plan  of  signalling  reversals  as  in  Fig.  2  would  be  attended  with 
a  loss  of  strength  of  current  amounting  to  about  ^  in  this  particular 
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case.  This  difference  is  not  very  great,  but  a  further  disadvantage  is 
that  the  battery  is  much  harder  worked  in  the  system  of  Fig.  2  than  in 
the  ordinary  system.  These  disadvantages  would,  no  doubt,  effectually 
preclude  the  use  of  the  Morse  key  for  signalling  reversals  by  this 
particular  arrangement ;  but,  on  the  other  hand,  it  may  be  adapted  to 
form  a  system  of  signalling  reversed  currents  having  some  advantages 
over  the  ordinary  method.  The  principal  points  of  this  plan  are  as 
follows : — 

(1)  The  reversals  are  produced  by  a  Morse  key. 

(2)  The  sending  station  works  his  own  instrument,  so  that  he  may 

hear  or  register  his  signals  at  pleasure. 

(3)  Each  station  can  interrupt  the  others'  sending. 

Let  the  two  resistances  a  and  5,  in  Fig.  2,  be  the  two  coils  of  a 
Siemens  relay,  or  any  other  polarised  receiving  instrument ;  replace  the 
galvanometer  e  by  the  line,  and  put  the  front  stop  of  the  key  to  earth. 
Then  we  have  the  arrangement  shown  in  Fig.  3,  where  the  two  points 
s  and  t  may  be  joined  or  separated  by  means  of  a  switch,  or  any  other 


Pi^a 


hMhtf 


contrivance.  When  they  are 
joined  and  the  key  is  worked 
reversals  are  sent  to  line,  just 
as  in  Fig.  2  reversals  are  sent 
through  e.  The  currents  sent 
split  unequally  between  the  e**^ 
two  coils  a  and  5,  most  going 
through  one  coil  when  the 
key  is  depressed,  and  most 
through  the  other  coil  when 
it  is  elevated,  and  the  conse- 
quence of  this  unequal  alter- 
nate division  of  the  current 
will  be  that  the  armature  of  the  instrument  will  exactly  repeat  the 
movements  of  the  key.  This  is  point  (2).  When  it  is  desired  to 
receive,  separate  8  and  t  by  means  of  the  switch  and  the  battery  will  be 
cut  off,  and  all  received  currents  will  pass  through  both  coils  in  the 
uswd  manner.  Furthermore,  as  stated  above,  the  receiving  station  can 
interrupt,  for  the  sender's  signals  will  then  be  no  longer  correctly 
repeated  by  his  own  instrument.  Possibly  Mr.  Edison  is  perfectly  well 
acquainted  with  this  extension,  or  rather  application,  of  his  problem,  to 
the  discussion  of  which  we  may  now  return. 

If,  in  the  arrangement  in  Fig.  2,  we  make  the  battery  and  galvano- 
meter change  places,  we  get  another — though  somewhat  similar — method 
of  sending  reversals  through  e.  If  e  is  greater  than  /  the  currents  will 
be  weaker,  but  if  /  is  greater  than  e  they  will  be  stronger.  Otherwise 
this  arrangement  is  so  similar  to  Fig.  2  as  to  call  for  no  further 
comment 

In  the  previous  three  methods  both  stops  of  the  key  have  been  used. 
In  the  following  only  one  is  used.  In  Fig  4,  e  is  the  galvanometer  or 
other  resistance  through  which  reversals  are  to  be  sent ;  a,  6,  and  c  are 
three  resistances ;  and  /  the  battery.    The  back  stop  of  the  key  is  not 


^ 
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connected  with  any  part  of  the  arrangement.  When  the  key  is  at 
rest  the  current  from  the  +  pole  divides  at  A,  through  the  two  roads 
ACB  and  AB,  which  join  at  B,  and  the  circuit  is  completed  through  c. 

When  the  key  is  depressed  the 
current  divides  both  at  A  and  at  B, 
and  the  current  in  e  is  reversed. 
We  may  also  change  the  positions 
of  the  battery  and  galvanometer  in 
Fig.  4  and  still  have  reversals  in 
the  galvanometer.  No  doubt  there 
are  other  methods,  more  or  less 
0  0  U  ^  simple,  of  obtaining  reversals  in  a 
^  conductor  by  means  of  a  Morse  key, 

and,  now  that  a  beginning  has  been  made,  they  ought  to  pour  in  from 
all  parts  of  the  United  Kingdom.  Mr.  Edison's  own  solutions  would 
also  be  very  acceptable 


X.— ON  THE  RESISTANCE  OF  GALVANOMETERS. 

[Jour,  Soc.  Tel,  Eng,,  April  28,  1880,  vol.  9,  p.  202.] 

The  well-known  result  that  the  resistance  of  a  galvanometer  coil  of 
given  size  should  equal  the  external  resistance  in  order  to  obtain  the 
greatest  magnetic  force  is  easily  verified.  If  G^  is  the  magnetic  force  at 
the  centre  of  the  coil  for  unit  current  in  the  coil,  and  M  the  magnetic 
force  due  to  the  current  y,  then  if  =  yG,  Also,  by  Ohm's  law,  if  R  and 
r  are  the  resistances  of  the  galvanometer  and  of  the  rest  of  Uie  circuit, 
and  E  the  electromotive  force,  y  =  -&  -r  ( 72  +  r).     Whence 

M^!^^ (1) 

Here  G  =  gl,  where  I  is  the  length  of  wire  in  the  coil,  and  g  the  mean 
value  of  G  per  unit  of  length  throughout  the  space  occupied  by  the  coil, 
and  therefore  the  same  for  different  sizes  of  wira  Now,  if  we  neglect 
the  thickness  of  the  covering  of  the  wire,  it  is  easily  seen  that  the 
resistance  of  the  coil  varies  as  the  square  of  the  length  of  the  wire. 
Thus,  in  (1)  Gael  and  EccP,  and  therefore  M  is  a  maximum  when 
B  =  r. 

In  the  next  place,  suppose  the  thickness  of  the  covering  is  constant : 
let  the  radius  of  the  wire  =  y  and  of  the  covered  wire  =  y  +  6,  then  the 
volume  V  of  the  coil  is 

F=4%  +  6)2. 

If  p  =  the  specific  resistance  of  the  wire 
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Also  (?  =  gr/,  as  before.  Therefore  in  (1),  G  ac  (y  +  by^^  and 
E  X  y~\y  +  by^  and  3f  is  a  maximum  when 

R:r  =  y:y-^bj 

or  the  resistance  of  the  galvanometer  should  be  to  the  external  resist- 
ance as  the  radius  of  the  bare  wire  is  to  the  radius  of  the  covered  wire. 
(MaxweU,  IL,  Art  716.) 

But  if  we  suppose  that  the  radius  of  the  covered  wire  bears  a  constant 
ratio  to  the  radius  of  the  wire  itself,  the  result  is  again  Ii  =  r,  For  let 
the  radius  of  the  covered  wire  =  )8y,  then 

R  =  ^  L.        v^ilphjK 
IT  y^'  ^  -^ 

Thus,  in  (1),  0  oc  y~2  and  R  qc  y**,  and  therefore  M  is  a  maximum  when 
B  =  r. 

In  the  above,  the  form  of  the  channel  in  which  the  wire  is  wound  is 
arbitrary,  and  the  thickness  of  the  wire  the  same  throughout  the  coil. 
But  when  the  windings  are  circles  there  is  a  certain  form  of  coil  which 
gives  the  greatest  magnetic  force  at  the  centre  of  the  coil  for  a  given 
length  of  wire.  The  wire  should  be  wound  in  layers  on  surfaces 
defined  by  the  polar  equation 

r^  =  x^  sin  6, 

where  r  is  the  distance  of  a  circle  of  wire  from  the  centre  of  the  coil, 
0  the  angle  between  r  and  the  axis  of  the  coil,  and  x  a  constant  deter- 
mining tibe  linear  dimension  of  the  layer.  With  this  form  of  coil,  if 
the  ratio  of  the  radius  of  the  covered  to  the  radius  of  the  bare  wire  is 
constant,  the  diameter  of  the  wire  in  any  layer  should  vary  as  the 
linear  dimension  of  the  layer  to  get  the  greatest  electro-magnetic  effect 
(Maxwell,  H.,  Art  719.) 

Under  these  circumstances,  what  should  the  resistance  of  the  coil  be? 
Professors  Ayrton  and  Perry  asked  this  question,  and  their  answer 
was,  R  —  r  again  (Journal  Society  Telegraph  En{fineerSy  vol.  vii.,  p.  297). 
For  so  simple  a  result  to  arise  out  of  such  complexity  is  rather  striking, 
and,  being  lately  occupied  with  a  similar  question,  I  looked  for  the 
reason  of  tiiis  result  It  appears  not  to  depend  on  the  particular  form 
of  coil  considered,  nor  on  the  particular  law  governing  the  diameter  of 
the  wire  in  the  different  layers,  but  solely  upon  the  assumption  of  a 
constant  ratio  between  the  radius  of  the  covered  and  of  the  bare  wire. 

Thus,  let  y  =  variable  radius  of  the  wire  itself,  and  z  =  variable  radius 
of  the  covered  wire.     Then 

But  since  the  coil  is  a  figure  of  revolution 

r=  27r  [  fr^  sin  OdrdO. 
Let  the  limits  of  integration  for  r  be  XQf{6)  and  Xif(6).     Then 

r=2irr{/(^)p  Bmede^'^'^iN(x!-x^), 
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perical  constant     Therefore 

Ivolnme  of  the  layer  corresponding  to  rLr,  and  (Q  the 
he  layer.    Thna, 

-J4j':"  J    4,.' 

f.Vr^Jr 

where  p  is  constant,  then 

1  f  ^>y^ 

.'->■„     W   '»: 
■'S  +  r^^h    ptliAx      ■ 
ft'  ']   if       ' 

tith  respect  to  r,  /  cc  y~'-  and  R  at  y"*,  so  that  M  \f,  & 
If  1/  =  (LT,  the  same  result  follows.  But  ;/  may 
;  say  y  =  a(^(i),  where  i^  determines  the  law  of 
Iradius  of  the  wire  from  laj'er  to  layer,  and  a  fixes  the 
1  wire.     Tlien 


M^Ege 
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the  wire,  and  the  resistance  of  the  coil  inversely  as  the  fourth  power  of 
the  same.    Therefore, 


where  A  and  B  are  constants  depending  on  the  form  and  dimensions  of 
the  coil,  and  a  determines  the  actual  radius  of  the  wire  at  any  part. 
Vary  a,  then  ^  is  a  maximum  when  B  =  r  as  before. 


XL— ON  A  TEST  FOR  TELEGRAPH  LINES. 

[PhU,  Mag.y  Dec.  1878,  S.  5,  vol.  6,  p.  436.] 

The  true  conduction  and  insulation  resistances  of  a  uniform  line  may 
be  found  from  the  potential  and  current  at  the  ends,  when  a  constant 
electromotive  force  acts  at  one  end.  Suppose  at  one  end  A  of  the  line 
there  is  a  battery  of  electromotive  force  E,  and  a  galvanometer,  the  two 
together  of  resistance  R. ;  also  at  the  other  end  B  of  the  line  a  galvano- 
meter of  resistance  B^,  tne  circuit  being  completed  through  the  earth. 
If  the  potential  at  distance  x  from  A^  where  x=^0,  is  v,  the  current  at 
the  same  point  y,  the  conduction  and  insulation  resistance  k  and  i 
respectively  per  unit  of  length,  then 


cPv 
da? 

-.h% 

A2  = 

k 

"i' 

7  = 

1  dv 
k  dz' 

»  = 

-.  at"  +  ftc-**, 

where 

and 
whence 

y-  -  7^^(«**'-**'*')'| ^'^ 

where  a  and  h  are  undetermined  constants. 

If  now  the  potential  and  current  at  A  are  v.  and  y^  and  the  same  at 
B  are  v^  and  y^,  then  it  may  easily  be  shown  from  equations  (1)  that 

^-%^, (2) 

Since  the  length  of  the  line  does  not  appear  in  (2),  the  relation 
therein  expressed  applies  to  any  two  points  of  the  line.  The  reason  is 
that  the  product  of  the  conduction  and  insulation  resistances  is  the  same 
for  any  length,  the  one  varying  directly  and  the  other  inversely  as  the 
length.  Now  the  insulation  of  land-lines  is  in  this  country  very 
variable,  while  the  real  conduction  resistance  (i.e,  its  resistance  if  it 
were  perfectly  insulated)  is  nearly  constant.  It  follows  that  (2)  may  be 
used  for  determining  t,  considering  k  as  constant     In  (2), 

«^i  =  ^-^iri»l (3) 
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11^  and  i?2  being  interposed  resistances  are,  of  coarse,  known ;  so  that 
three  quantities  have  to  be  observed,  viz.,  E,  y^,  and  y^ ;  or  equivalent 
information  must  be  obtained.  To  make  the  test  in  its  simplest  form, 
let  the  resistances  R^  and  B^  be  small  compared  with  the  line  resistance. 
Also  let  equally  sensitive  tangent-galvanometers  be  used,  and  let  74  and 
Ho  be  the  aeflections  corresponding  to  y^  and  721  ^^^  n^  the  deflection  E 
gives  through  1000  ohms.     Then  (2)  becomes 

*^=;A''i<^' <*) 

71-1  ~  Wj 

where  /;  and  i  are  both  in  ohms ;  or  if  A;  is  in  ohms  and  i  in  megohms, 
the  10^  must  be  cancelled. 

If  R^  and  B^  are  taken  into  account,  then  instead  of  (4)  we  have 

and  if  the  galvanometers  are  not  equally  sensitive,  the  deflection  n^ 
must  be  multiplied  by  the  ratio  of  the  sensitiveness  of  the  galvanometer 
at  B  to  that  at  A, 

Using  formula  (4),  the  test  can  be  easily  made,  though  it  is  obvious 
that  the  line  must  be  long  enough  to  make  an  appreciable  difference 
between  the  sent  and  received  currents. 

We  may  also  determine  k  and  i  separately  from  the  same  data.  If  I 
is  the  length  of  the  line,  then 

"-^^'^-^'^l (5) 

,=  v/^t-rlog-^ — -—rn- 

It  is  to  be  observed  that  these  formulae  give  the  true  conduction  and 
insulation  resistances.  The  measured  resistances,  or  those  deduced 
from  observations  with  the  bridge,  diflferential  galvanometer,  etc.,  at  the 
battery -end  alone,  are  very  different  from  the  true,  when  the  line  is 
long  and  badly  insulated.  The  measured  is  always  less  than  the  true 
conduction  resistance,  and  the  measured  always  greater  than  the  true 
insulation  resistance;  while  the  measured  conduction  resistance  can 

never  be  greater  than  Jki,  and  the  measured  insulation  resistance 
never  less. 


XIL— ON  THE  ELECTROSTATIC  CAPACITY  OF 

SUSPENDED  WIRES. 

[Joum,  Soc,  Tei.  Eng.,  1880,  vol.  9,  p.  116.] 

Suppose,  in  the  first  place,  we  have  a  single  wire  suspended  in  empty 
space,  and  charged — no  matter  how — with  a  quantity  q  of  electricity 
per  unit  of  length.     The  resultant  force  at  a  point  whose  perpendicular 
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distance  from  the  centre  of  the  wire  at  any  point  A  is  r,  due  to  the 
elementary  charge  qdx  at  distance  x  from  A  is 

qdx^ix'^-f'), 

and  this  resolved  in  the  direction  normal  to  the  wire  is 

therefore  the  resultant  force  due  to  the  whole  charge  is 

J   (x^-^r^)i      r' 

-  30 

Since  the  resultant  force  is  the  rate  of  decrease  of  the  potential,  the 

potential  is  rr    o   i     ^ 

r=2^1og^, 

where  ^r  is  a  constant.     If  the  potential  at  an  infinite  distance  is  zero  or 

constant,  the  potential  of  the  wire  itself  is  infinite ;  or,  in  other  words, 

an  infinite  amount  of  work  must  be  done  to  charge  the  wire—  that  is,  it 

would  be  impossible  to  charge  it.     This  may  be  made  more  intelligible 

in  another  way.    The  capacity  of  a  wire  becomes  smaller  and  smaller 

the  fiirther  it  is  removed  from  other  conductors,  and  in  the  limit,  when 

the  wire  is  alone  in  space,  it  vanishes. 

Suppose,  now,  there  is  another  wire  parallel  to  the  first  at  distance 

2hf  and  charged  with  -  q  per  unit  of  length ;  the  potential  due  to  its 

charge  at  distance  /is  ^   ^     z' 

^  -2^1ogi, 

where  /  is  another  constant ;  consequently  the  potential  due  to  both 

charges  is  «   ,      / 

*  23  log  L, 

T 

for  z  and  2^  both  disappear  on  being  made  infinite.    Therefore,  if  d^  and 
d^  are  the  diameters  of  the  wires,  their  potentfals  are 

2^1ogJand22log^2. 

Thus  the  charge  divided  by  the  difference  of  potentials  is 

/o    I      10/i-\  1 

did.2 

and  this  is  the  mutual  capacity  per  unit  of  length  of  the  two  wires 
in  space. 

The  potential  is  zero  at  all  points  where  r  =  /,  that  is,  in  a  plane 
equidistant  from  the  two  wires,  whose  shortest  distance  from  them  is 
h ;  and  the  difference  of  potential  between  either  wire  and  this  plane  is 
half  that  between  the  two  wires.  It  follows  that  the  capacity  of  a  wire 
of  diameter  d  suspended  alone  at  height  h  above  the  ground  is 

"7^ 
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per  unit  of  length,  in  electrostatic  measure.  (F.  Jenkin,  Electricity  and 
Magnetismy  p.  332.) 

If  A  =  3  metres  and  c?  =  4  millimetres,  c  -=  -0624.  To  bring  into 
electromagnetic  measure  this  must  be  divided  by  (28*8  x  10^)^;  to  bring 
the  result  into  microfarads,  multiply  by  10^^;  and  lastly,  multiply  by 
the  number  of  centimetres  in  a  mile  to  find  the  capacity  in  microfarads 
per  mile.     The  result  is  •0121  microfarads  per  mile. 

Next,  suppose  the  line  consists  of  two  wires,  1  and  2,  of  radii  r^j  and 
r^.  Let  r^,2  =  distance  between  the  centres  of  1  and  2,  s^^  the  distance 
between  the  centres  of  1  and  of  its  image,  s^.  the  distance  between  the 
centres  of  1  and  the  image  of  2,  or  of  2  and  Uie  image  of  1,  and  s^the 
distance  between  the  centres  of  2  and  its  image.  Also  let  V^  ^^^  ^9  ^ 
the  potentials  of  1  and  2,  and  q^^  q^,  their  charges  per  unit  of  length. 
Then 

r,  ==  2(?,  log  Ji  +  2|7,  log  ;>, 

^12  ^22 


express  the  potentials  in  terms  of  the  charges.     For  2^^  log  -H  is  the 
potential  of  1  due  to  its  own  charge  and  the  opposite  charge  of  its  image, 

Q 

and  2(^2  log-^  the  potential  of  1  due  to  the  charge  of  2  and  the  opposite 
charge  of  its  image,  and  similarly  for  Fg.     From  these  we  deduce 

2i  ~  ^11 M  "^  ^2  ^2»      ^2  ~  %  ^1  "^  ^22  ^2> 
where  (;„  =  |log^.     -c,,  =  |logi?,    c„  =  |log^, 

«2  X2m  XX 

and  ^  =  2  log  iii*.  2  log  ?22  _  A  log  ^2)^ 

^11  ^22     ^         '12/ 

Here  c^i  is  the  capacity  per  unit  length  of  wire  1,  c^  the  capacity  of 
wire  2,  and  Cjg  the  mutual  capacity  of  1  and  2. 

Suppose  the  wires  have  the  same  radius  r,  and  their  distance  apart  is 
df  at  the  same  height  above  the  ground.     Then 


^11  -  ^22  ~  ^ 


•;    ri2  =  ^;    5ii  =  S22  ^-- 2^  i    s^^^  Jd^  +  i^^; 


where        i^  =  (2  log  ^)  -  (2  log  ^^^)l 

The  capacity  of  each  wire  is  increased  by  the  presence  of  the  other. 
If  the  height,  as  before,  is  ^  =  3  metres,  the  radius  r  ==  "002  metre,  and 
the  distance  apart  d='6  metre,  then 

%  =  ^22  =  '^^^^y  -  ^12=  "^215, 
in  electrostatic  measure.     Or 

Cji  =  C22  =  -0134,  -  C12  =  -00417 
microfarads  per  mile. 
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As  the  capacity  of  the  single  wire  of  the  same  radius  and  at  the  same 
height  was  '0121  microfarads  per  mile,  the  presence  of  the  other  wire 
increases  its  capacity  about  1 1  per  cent.  If  one  of  the  wires  is  charged 
by  a  battery  and  the  other  is  to  earth,  then  about  /lyths  of  the  opposite 
charge  will  be  on  the  second  wire  and  y^ths  on  the  earth. 

The  formulae  for  the  capacities  of  any  number  of  wires  may  be  easily 
obtained,  though  the  subsequent  numerical  calculations  become  com- 
plex. Suppose  the  wires  have  radii  r^,  r-o,  r^^  ...,  potentials  Fp  V^ 
V^f  ...,  and  charges  ^^  q^^  q^,  ...  per  unit  of  length.  Let  the  distance 
between  the  centres  of  any  two  wires  m  and  n  be  denoted  by  r^^,  and 
the  distance  between  the  centre  of  any  wire  m  and  the  image  of  any 
wire  n  by  s^.  Then  the  potentials  are  expressed  in  terms  of  the 
charges  by 

^^1  =  2?:  log^  +  29,  log£lS  +  233  log !l3+  .... 

^11  M2  ^IS 

F, ^  2j,  log^  +  2g,  log  J2  +  2^3  log^+ .... 

^21  ^22  ^23 

V,  =  2j,  log5a  +  23,  log^*  +  2j3  log  J3+ .... 

^31  ^^82  ^33 

To  find  the  capacity  of  any  wire,  say  1,  with  respect  to  itself  and  the 
rest,  express  q^  in  terms  of  the  potentials, 

Ql  ~  ^11 ''^l  '^^12''^2'^^13''^3'^  ••• 

Then  e^i  is  the  capacity  of  1,  c^^  the  mutual  capacity  of  1  and  2,  and 
so  on. 

If  there  are  four  wires  of  the  same  radius,  one  pair,  1  and  2,  at  one 
height,  and  the  other  pair  3  and  4  vertically  beneath  the  first  pair  at 
another  height,  3  being  under  1,  and  4  under  2,  then  we  have  the 
following  relations  amongst  the  distances : — 


Let 


^n  ""  *'22  "■  ^83  -  ^i4  i     ^'w  ~  ^34  J     ^13  ~  '*24  »     ^11  ~  %  >     '%3  "  '^44  > 
hs  ~  *81  ~  ^24  ~  ^42  '     hi  "^  ^41  ~  ^28  ~  ^32* 


logiu^a;  log?^:=b;  log^  =  c;  \og?^  =  d;  log^  =  «j  log^=/. 

^'ll  *'l2  ^13  ^14  ^11  ^12 

Then 

Cjj  =     C22  =  {a(^  -/2)  +  d{cf-  de)  +  c((//-  ce)}  ^  R 

^83=     ^44=  {e{a^ '-ly'^)-¥d{hc- ad) ■{■e{hd -ac)\  -^R 

-  C12  =  {d(df^  ce)  +  c{cf-  de)  +  h{e^  -f))  -r  R 

-  C24  =  -  Ci3  =  {c(c2  -  (^2)  4.  i(de  -  r/)  +  a{df  -ce)}-rR 

-  %  =  -  ^14  =  Wf-  ^)  +  «(*^  -  C/")  +  d{^^  '-d^)}^R 

-  C34  =  {d{bd  -  ac)  +  c{hc  -  ad)  +/(a'^  -  6^)}  ^  ^ 

where 
5  =  (a2  -  62)(^  -/2)  +  (c2 «  ^2)2  4. 2(ac  -  bd)(df^  ce)  +  2(ad  -  bc)(cf'de). 

These  are  the  whole  of  the  capacity  coefficients  for  the  four  wires, 
which  may  now  be  numerically  calculated. 


46  ELECTRICAL  PAPERS. 

Let  the  height  of  the  top  pair,  1  and  2,  be  31  metres,  of  the  lower 
pair,  3  and  4,  2^  metres,  and  let  the  horizontal  distance  from  1  to  2  and 
from  3  to  4  be  5  metre.     Then 

a  =  log  3166-6       =  3-5006023,  log  a  =  -5441428 

6  =  ilogl61-4      =1-1040115,  log6  =  -0429695 

c  =  logl8              =1-2552725,  log  c  = -0987379 

rf  =  i  log  100-384  -=  1  0008344,  log  d  =  -0003622 

p-  =  log  2833-S       =  3-4522977,  log  e  =  -5381080 

/=i  log  129-4     =1-0560417,  log/= -0236810 

Here  common  logarithms  are  used.     The  results  are 

Cii  =  15-7863 -f  J?;    c.^=  15-92^^ B;     -Cja  =  2  9876 -fi?; 
-  Ci3  =  4-J992  -f  /^ ;     -  Ci4  =  24558  ^B;     -c^^  2-8517  •?-  B ; 

i?  =  88-4668, 

which  must  be  multiplied  by  -4343  for  the  change  of  logarithms,  making 

Cji  = -0775 ;  r33-  0782;   -Ci2  =  -0147;   -Ci3=-0206;   -Ci^=-0120; 

~C34  =  -0140 

in  electrostatic  measure,  which  are  equivalent  to 

r^i=  01503;   ^33  = -01517;    -Ci2= '00285;    -^13  = -00399; 

-  Cj4  =  -00232 ;    -c^=^  '0027 1 

microfarads  per  statute  mile. 

Suppose  one  of  the  top  wires,  say  1,  is  charged  by  a  battery,  while 
the  remaining  three  wires  are  to  earth.  Then  wire  1  will  receive 
a  charge  =  -01503  microfarads  per  volt  per  mile,  and  wires  2,  3,  and  4 
will  receive  from  the  battery  opposite  charges  proportional  to  -00285, 
•00399  and  -00232.  The  sum  of  the  latter  being  -00916,  and  the 
capacity  of  the  first  wire  -01503,  it  follows  that  about  ^ths  of  the 
opposite  charge  goes  to  the  three  wires,  and  the  other  ^^ths  to  the 
surface  of  the  earth. 

As  there  are  only  four  wires  considered,  it  is  evident  that  with  a 
large  number  of  wires  the  proportion  of  the  opposite  charge  on  the 
suriace  of  the  earth  becomes  quite  small,  nearly  the  whole  going  to  the 
neighbouring  wires, 

F.  Jenkin  (Electricity  and  Magnetism^  p.  332)  says  there  is  experi- 
mental reason  to  believe  that  the  actual  capacity  of  a  suspended  wire  is 
about  double  the  amount,  calculated  on  the  supposition  of  there  being 
no  other  wires  on  the  same  poles,  owing  to  the  induction  between  the 
wires  and  the  posts  and  insulating  supports;  but  as  the  posts  only 
occur  at  intervals,  it  seems  reasonable  to  suppose  that  a  great  part  of 
the  difference  is  rather  due  to  the  neighbourhood  of  other  wires.  At 
any  rate,  a  second  wire  increases  capacity  about  11  per  cent,  and  with 
three  more  the  increase  is  about  24  per  cent  according  to  the  above 
figures,  and  a  greater  number  will  of  course  produce  still  further 
increase. 
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XIII.— ON  TELEGRAPHIC  SIGNALLING  WITH  CONDENSERS. 

[PhU.  Mag.,  June  1874,  S.  4,  vol.  47,  p.  426.] 

Given  an  insulated  conductor  called  the  line  connecting  two  places, 
there  may  be  said  to  be  in  present  use  two  distinct  methods  by  which 
signals  made  at  one  end  of  the  line  are  observed  at  the  other.  The 
first,  which  is  that  in  most  general  use,  is  to  connect  the  line  with  one 
end  of  the  coils  of  an  instrument  affected  by  electric  currents,  and  the 
other  end  of  the  coils  with  earth.  The  battery  at  the  sending-end 
being  also  placed  between  the  line  and  the  earth,  a  circuit  is  established, 
through  which  a  current  will  flow  so  long  as  the  battery  and  instrument 
remain  undisturbed.  This  current  will  in  a  short  time  after  the  first 
moment  of  contact  with  the  battery  become  approximately  constant  at 
any  one  part  of  the  line — and,  if  there  be  no  leakage,  will  attain  the 
same  strength  at  every  part  of  the  circuit,  including  the  battery  and 
receiving  instrument.  The  second  method,  first  introduced  by  Mr. 
Varley,*  and  now  in  pretty  general  use  on  submarine  lines,  is  somewhat 
different  The  end  of  the  coils  of  the  receiving  instrument,  which  in 
the  first  method  is  connected  with  the  earth,  is  now  joined  to  one  arma- 
ture or  inductive  surface  of  a  so-called  condenser,  properly  speaking  an 
electrical  accumulator,  the  other  armature  of  which  is  to  earth ;  or, 
which  comes  to  the  same  thing,  the  condenser  is  placed  between  the 
line  and  the  receiving  instrument.  As  there  is  now  no  longer  a  com- 
plete conductive  circuit,  no  permanent  current  can  flow  through  the 
receiving  instrument,  or  indeed  through  any  part  of  the  line,  if  the 
insulation  be  perfect. 

Imagine  the  condenser  to  be  a  continuation  of  the  cable,  in  fact  a 
length  of  cable  having  the  same  capacity  as  the  condenser,  insulated  at 
itfi  further  extremity,  and  the  receiving  instrument  connecting  the  main 

Fig.  1. 

-  — 


cable  with  its  imaginary  continuation,  as  shown  in  Fig.  1 ;  where  /  is 
the  battery  at  the  sending-end  of  the  line,  one  pole  of  which  is  to 
earth,  K  a  key  for  making  contact  between  its  other  pole  and  the 

*[See,  however,  Mr.  Willoughby  Smith's  claims  in  his  paper,  **  Working  of 
Long  Submarine  Cables,"  Jour,  Soc.  TeL  Eng.,  vol.  8,  p.  63,  and  the  discussion 
thereon.] 
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cable  Ay  and  e  the  receiving  instrument  placed  between  A  and  the 
continuation  B, 

Then  when  contact  is  made  at  K  it  is  evident  that  only  so  much 
electricity  will  pass  through  e  as  will  charge  jB  up  to  the  potential  of 
the  further  end  of  A.  The  current  through  e  will  therefore  be 
transient,  rising  to  a  maximum  and  then  dying  away.  This  method  of 
representation  would  be  perfect  if  we  could  neglect  the  resistance  of  the 
conductor  inside  B ;  as,  however,  in  practice  the  capacity  of  the  con- 
denser is  only  a  fraction  of  that  of  the  line,  there  will  be  little  difference 
due  to  this  cause.  And  if  the  capacity  of  -6  be  very  small,  we  may 
consider  the  flow  of  current  through  ^  to  be  strictly  dependent  on  the 
rise  or  fall  of  potential  of  the  end  of  A. 

To  find  an  expression  for  the  potential  and  the  current  at  any  point 
of  a  cable  insulated  at  one  end,  at  any  time  after  contact  is  made  with 
a  battery  at  the  other  end,  the  only  way,  as  far  as  I  am  aware,  is  to 
follow  the  method  given  by  Sir  William  Thomson  in  1855  {^oc.  Roy. 
Soc,)y  making  the  necessary  alterations  to  suit  the  changed  conditions 
of  the  problem.  It  is  to  express  the  actual  potential  at  any  time  as  the 
difference  of  two  functions,  one  being  the  Known  final  distribution  of 
potential,  and  the  other  the  departure  from  the  final  potential,  the  latter 
being  expressed  by  an  infinite  convergent  series  every  term  of  which  is 
of  the  form 

sin  X .  €~*. 

Let  /  be  the  length  of  the  line, 

/:  the  electrical  resistance  of  the  conductor  per  unit  of  length, 

r.  its  electrostatic  capacity  per  unit  of  length, 

l\  the  resistance  of  the  dielectric  per  unit  of  length  to  conduction 
in  a  radial  direction, 

V  the  electromotive  force  of  the  battery,  the  resistance  of  which 

is  neglected, 

V  the  potential,  and 

C  the  current  at  any  point  z  of  the  conductor,  measured  from 
the  battery-end,  at  the  time  t  from  the  moment  of  making 
contact 

The  differential  equation  of  conduction  in  a  telegraphic  line  is 

jdv     drv     ,o  ,-. 

^^jr^-^^' <^) 

where  h  =>  a/^-  ;  and  we  must  find  a  solution  of  this  to  satisfy  the 

following  conditions,  which  are  given  by  the  circumstances  of  the  case. 

1.  t;  =  F  when  a;  =  0. 

2.  ^  =  Owhena;  =  /. 
dx 

3.  r  =  0  when  <  =  0,  except  when  x  =  0. 

4.  V  =f{x)  when  ^  =  oo . 
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To  find  the  function  f{x)  expressing  the  permanent  distribution  of 
potential  after  an  infinite  time,  make  —  =0  in  (1),  and  integrate  the 
resulting  equation 

subject  to  the  first  and  second  conditions.     We  thus  obtain 

M-^-%,X\..     (2) 

for  the  final  distribution. 

In  expanding  (2)  in  a  series  of  sines  we  must  remember  that 

-^  =  0  when  x  =  ly  and  accordingly  use  the  expansion 

which  gives 

—  1    r'V*  2t-l  .  (2/-l)7raj 

"  ^'"'^  ^^  (2i-l)V^  +  4W  •  ^"^  "2?        ' 
consequently  the  required  solution  is 

c^  +  c-** 

^""^  • '   ^^  (2t-i)v+4w  • """ — 2r~  • '        ^•^^ 

When  the  insulation  is  perfect  and  A  »  0,  this  becomes 

„=r-i^2r^.am(^^-J)^.  r'^^. (4) 


IT 


'i2»-l  2/ 


1     /i« 

As  the  current  eqnids  -  ^  ;?->  ve  have,  by  differentiating  (3)  and  (4), 

ifc     •  €«  +  €-« 

and  when  A=0, 

C=?jr2-  cos^^*'"/^  .  t"'^*^. (6) 

We  can  employ  (5)  and  (6)  to  determine  the  flow  through  the 
receiving  instrument,  by  giving  x  a  value  something  less  than  I ;  but  it 

is  preferable  to  use  the  series  for  -=?  obtained  from  (3)  and  (4)  by 

at 

differentiation. 

H.B.P.— VOL.  L  D 
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-!!'F--2r-T 


.  2"(2i  -  1) .  ain! 


....i?'-^..-*^ 


(') 


(2i-l)V 

*(2i-l)V 
Thin  becomes,  when  A-0, 

A  unit  of  time  of  a  vet?  convenient  magnitude  for  practical  cakula- 
tione  ia 

Kmploying  blita  unit,  wd  have  the  following  series  for  r  and  -^  when 
/-/and  A-0:— 

f-r-ii'(io-«;-'     10-*  +  '     H.-S-etc.) (9) 


^(10-».-3.  10"*  + 5.  10"»'-etc). 


.(10) 


The  "arrival-curve"  for  r,  calculated  from  equation  (9),  is  shown  in 
I'ig.  2. 


By  comparison  with  the  arrival-curve  for  the  cmrent  at  the  remote 
end  when  to  earth,  we  see  that,  broadly  speaking,  it  takes  abotit  four 
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times  aa  long  for  the  potential  to  nearly  attain  its  maximum  when  the 
end  is  inaukted  as  it  takes  for  the  current  to  nearly  attain  its  maximum 
when  the  end  is  to  earth.  Thus,  when  the  end  is  to  earth,  the  current 
reaches  98  per  cent,  of  its  maximum  strength  in  20(t;  and  when  the  end 
is  insulated,  the  potential  reaches  96  per  cent,  of  it«  maximum  in  80a. 
This  relation  does  not  bold  good  throughout  the  whole  extent  of  the 
curves;  bat  there  is  a  general  similarity.  We  may  conclude  that 
signalling  by  means  of  an  electrometer  connected  with  tiie  insulated  end 
of  a  cable  would  be  much  slower  than  the  ordinary  plan  of  a  galvano- 
meter or  recording  instrument  worked  by  the  current 

Fig.  3  represents  J  firom  ( =  0  to  ( =  80n  calculated  from  equation 
(10),  and  is  closely  the  same  as  the  arrival-curve  for  the  current  in  con- 
denser ngnalling.     It  will  be  seen  that  -^  reaches  its  maximum  in  7a. 


The  strength  of  the  current  will  of  course  depend  on  the  capacity  of 
the  condenser,  and  will  be  proportional  thereto  so  long  as  it  is  smalt 
compired  with  the  capacity  of  the  lina  As,  however,  an  increase  in 
the  capacity  is  equivalent  to  lengthening  the  line,  the  maximum  strength 
of  the  emreDt  vrill  not  be  so  soon  reached  with  the  larger  capacity : 
although  the  signals  will  be  stronger,  they  will  be  more  retarded. 
Hence  the  beet  capacity  to  be  used  on  any  line,  which  should  theoreti- 
callr  be  as  small  as  possible,  must  be  determined  by  the  sensitiveness 
of  tAe  iDitmment  and  the  battery-power  employed.  When  the  capacity 
of  die  cottdenser  is  one-seventeenth  part  of  that  of  the  line,  the  maxi- 
mum •treiu;th  of  a  signal  is  about  one-tenth  of  the  permanent  current 
vhich  woora  flow  were  the  end  of  the  line  put  to  earth. 

The  effect  of  a  condenser  on  the  signals  varies  according  to  the 
description  of  instruments  used  for  observing  the  signals,  on  the  system 
of  enrrents  forming  the  signals,  and  on  the  value  of  the  unit  of  time  a 
for  the  particular  Ime  under  consideration.  Thus  on  an  overland  line 
worked  on  the  Morse  system  with  single  currents,  where  the  signalling 
consists  in  alternately  connecting  the  sendiug-end  of  the  line  with  one 
pole  of  a  batterv  and  to  earth,  it  would  be  im^ssible  to  make  dashes, 
ucaiue  on  land  lines  the  length  of  a  contact  is  always  so  great  com- 
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pared  with  the  unit  a,  even  in  rapid  signalling,  that  the  current  at  the 
receiving-end  would  have  come  and  gone  long  before  the  contact  at  the 
sending-end  was  finished.  On  cables  of  any  considerable  length  it 
would  be  different  There  would  then  be  only  a  shortening  of  the 
dashes,  its  extent  depending  on  the  length  of  the  contact;  and  it 
would  consequently  lead  to  an  increase  in  the  speed  of  working.  There 
would  similarly  be  very  little  direct  advantage,  save  immunity  from 
earth  currents,  in  using  on  land  lines  the  condenser  with  polarized  relays 
and  reversing-keys,  although  there  would  be  no  shortening  of  the 
marks,  as  the  armature  of  a  polarized  instrument  will,  if  properly 
adjusted,  remain  in  the  position  in  which  it  is  placed  by  a  transient 
current.  On  cables  worked  with  the  same  instruments,  a  considerable 
increase  in  the  speed  of  working  results. 

But  the  condenser  is  peculiarly  applicable  to  those  systems  of  signal- 
ling where  the  currents  sent  are  of  equal  duration  and  alternately 
positive  and  negative;  for  example.  Sir  C.  Wheatstone's  automatic 
system.  A  succession  of  reversals,  each  contact  of  the  length  4a,  pro- 
duces through  the  receiving  instrument  reversals  alternately  50  per 
cent,  plus  and  50  per  cent,  mintts,  heina  a  whole  range  of  100  per  cent. 
Without  the  condenser  the  whole  amplitude  of  variation  of  the  current 
is  only  24*42  per  cent.  On  a  certain  circuit  worked  by  the  automatic 
system,  on  which  the  value  of  a  was  about  0*0175  second,  the  speed  of 
working  with  condenser  was  75  per  cent,  greater  than  without 

With  Sir  W.  Thomson's  mirror  and  recording  instruments  there  does 
not  at  first  sight  appear  any  reason  why  the  speed  of  workine  should 
be  much  raised,  as  they  indicate  in  the  one  case  and  record  in  uie  other 
every  change  in  the  strength  of  the  current  Yet  the  condenser  is  of 
great  advantage  here,  as  it  keeps  the  spot  of  light  and  siphon  within 
very  narrow  ranges,  never  departing  much  from  the  zero  line,  and 
naturally  the  signals  are  much  more  distinct. 

It  will  be  found  on  examination  that  -=-,  when  the  end  of  the  line  is 

at 

to  earth,  reaches  its  maximum  in  3a,  as  against  7a  when  the  end  of  the 

line  is  insulated.     Thus  it  would  appear  tnat  a  considerable  increase  in 


Fio.  4. 


:tmwr-\ 


the  speed  of  signalling  should  result  from  connecting  the  line  to  earth 
through  a  resistance,  as  shown  in  Fig.  4,  where  /  is  the  battery,  A  the 
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cable,  e  the  receiving  instrument,  C^  the  condenser,  and  R  the  resistance 
introduced  between  the  end  of  the  line  and  e^arth.  This  resistance  is 
necessary  in  order  to  raise  the  potential  of  the  end  of  the  cable,  and 
give  si^ials  of  a  workable  strength.  That  this  plan  does  increase  the 
speed,  I  have  verified  on  the  circuit  before  mentioned,  using  a  polarized 
instrument  and  double  current  key.  The  increase  in  speed  was  about 
20  per  cent,  compared  with  the  speed  obtained  by  making  R  infinite. 
The  signals  were,  of  course,  weaker  in  the  former  than  in  the  latter  case. 
The  effects  of  defective  insulation  may  be  traced  by  giving  h  different 
small  values  in  equation  (7).  In  the  first  place  the  signals  are 
weakened ;  and  next,  the  effect  of  loss  is  to  decrease  the  time  required 

for  the  signal  to  arrive  at  its  maximum  strength.     Thus  when  h  =  -, 

the  maximum  is  reached  in  4a,  as  against  la  when  A  =  0.     This  is  an 

extreme  case,  and  would  nearly  correspond  to  the  French  Atlantic 

cable  if  its  insulation-resistance  were  3  megohms  per  knot,  instead  of 

more  probably  300.     Whether  loss  does  or  does  not  increase  the  speed 

of  working  depends  on  a  great  many  circumstances.    It  is  an  undoubted 

fact  that,  under  some  systems  of  signalling,  a  cable  with  a  very  bad 

fault  in  it  has  worked  quicker  than  when  it  was  perfect ;  and  it  is  also 

a  demonstrable  fact  that  under  other  systems  the  effect  of  loss  is  greatly 

to  diminish  the  speed.    In  a  particular  case  which  I  have  examined 

theoretically  and  practically,  the  fact  that  each  signal  should  be  more 

quickly  made  through  a  faulty  than  a  perfectly  insulated  cable  is  quite 

consistent  with  the  fact  that  the  speed  of  working  is  reduced. 

Another  method  of  receiving  signals  has  been  tried,  though  not 

adopted  anywhere.     The  current  is  passed  through  the  primary  wire  of 

an  induction-coil,  in  the  secondary  circuit  of  which  is  the  receiving 

dC 
instrument.    The  signal  here  depends  on  -^,  the  rate  of  increase  of 

the  current;  and  the  arrival-curve  has  its  maximum  at  about  3 '5a, 
while  with  condenser  pure  and  simple  it  is  7a.  It  does  not,  therefore, 
appear  evident  why,  as  Mr.  Varley  states,  he  found  the  condenser  more 
satisfactory.  Mr.  G.  K.  Winter  reinvented  this  system,  and  reports 
very  favourably  on  its  effect  (British  Association,  Brighton,  1872). 


XIV.— ON  THE  EXTRA  CURRENT. 

[PhU,  Mag.,  Aug.  1876,  S.  5,  vol.  2.] 

Let  a  wire  possessing  uniform  electrical  properties  throughout  be  of 
length  /,  resistance  U^  electric  capacity  cl,  and  let  its  coefficient  of  self- 
mduction  be  d.  Further,  let  P  and  Q  denote  the  two  ends  of  the  wire, 
and  z  the  distance  of  any  point  from  the  end  P.  Let  v  be  the  electric 
potential  at  the  point  x  at  the  time  /,  and  Q  the  quantity  of  electricity 

that  has  passed  that  point  from  the  time  /  =  0,  so  that  Q  is  the  current. 
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The  differential  equation  of  the  potential  of  the  wire  may  be  found  from 
the  following  two  equations : — 

-f- <» 

dv        • 
-^'kd+sQ. (2) 

The  first  expresses  the  fact  that  the  quantity  of  electricity  existing 
on  the  surface  of  the  wire  between  sections  at  z  and  jc  +  ^  at  any 
moment  is  the  product  of  the  potential  and  of  the  capacity  of  the 
portion  of  wire  considered.  The  second  expresses  that  the  E.M.F.  at 
the  point  x  at  any  moment  is  the  sum  of  the  km.f.  producing  the 

current  Q  and  the  rate  of  increase  of  the  momentum  of  that  current 
By  eliminating  Q  we  obtain 

ft  =  rJlT  +  sttF: (3) 

If  s  =  Oy  the  above  equation  becomes 

the  differential  e(iuation  of  the  linear  flow  of  heat,  or  of  electricity  in  a 
submarine  cable,  the  practical  solution  of  which  for  a  wire  of  finite 
length  can  only  be  accomplished  with  the  assistance  of  Fourier's 
theorem.     And  if  I'  =  0,  we  have 

which  is  of  the  same  form  as  the  equation  of  motion  of  a  vibrating  wire, 
the  solution  also  requiring  the  use  of  Fourier's  theorem.  It  is  therefore 
probable  that  the  same  method  must  be  adopted  to  solve  the  differential 
equation  under  consideration,  viz., 

'-j-j  =  dl5  +  Cj>T.  (3) 

Let  the  potential  of  the  wire  at  any  moment  be 

^^ysini^^    (4) 

cos   / 

where  fU)  is  a  function  of  /  only,  and  V  is  constant  From  (4),  by 
differentiation, 

dx'  I''  ^' 

therefore,  by  (3), 

csv  +  cJcv  +     -r  =  0 ; 
the  solution  of  which  is 

if  4tV^g<  1 ;  and 
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if  4tV^>l.  Here  A^  B,  A\  E  are  constants,  and  a  =  l  and  P  =  cklrj 
both  time-constants.    Therefore  if  the  potential  when  /  =  0  is 

cos  / 
the  potential  of  the  wire  at  time  t  is 

v=  V  "°»!LV'A*«{^«<"'-«K»-**^'  +  (l  -  ^)«-<"*'>0-*'^n, ...  (5) 

COS    / 

or    t;=r^^^*^€-'/2«(co8  +/rsin)sY4i2,r2^-lV,  (6) 

cos   /  2a\         p       / 

according  as  4t^ir*^  <  or  >  1.  The  remaining  constants  A  and  B 
must  be  determined  from  the  value  of  the  current  at  some  fixed  time. 
By  solving  (2),  where  -      is  to  be  found  from  (5)  and  (6),  we  shall  find 


(£r 


0  =  C'€-'/»  +  — <=o«»j[f«-'/•i'. 
^  *  iW   sin  i 


'2J«'Ai"('-«'^'^)'     2(1 -^)«--] 

i+(i-4iv"y   ^ -(•••)*  r 


^  *  *i   sin   /  2atV 

X  |(l  -  ir^ii^^  - 1)  cos  +  (ir  +  7::) sinj  .  ^^^4»V-"  - 1, 

where  C  is  a  constant  current    Let  the  initial  current  be  C,  then 


therefore  the  expressions  for  the  potential  and  the  current  become 

^=f'l^,^-*-^{(^+^y^-(^ -»'>-""") (7) 

cos  f        Jifn 

or  t;=r  ^^'^^^c-WcosH-  \8iny^^', (8) 

cos  /  \         m       /2a 

where    m  =  w  1  - 4t V^,        m'  =  v**^^ -  1  ; 


and 


or 


(?=Cc-«/«3:^^?®*^  i_!^(«<m/2«.c-«'H/2'),  (9) 

A:*    sm   /       m 
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In  the  intermediate  case,  when  m  =  m' «  0, 

r=r'^?fc-Wl+^\ (11) 

cos    I  \       2a/  ^     ' 

0  =  C€-'/«+^^?«*^c-^/2«.-' (12) 

kl    sm  I  a 

The  current  Cc-'/a  does  not  influence  the  potential  in  any  way.  The 
above  solutions  suppose  that  the  initial  current  is  C  and  the  initial 

potential  v=  ^^^?^  and  give  the  potential  and  current  at  any  time 
after.     When  sin-j-  is  taken  the  potential  at  the  ends  of  the  wire  is 

always  zero,  and  when  cos—  is  taken  the  current  is  always  zero  at 

the  ends. 

After  this  preliminary  we  can  pass  to  more  practical  cases.  In  the 
first  place,  let  a  constant  current  F/ld  be  flowing  through  the  wire, 
caused  by  a  battery  of  negligible  resistance  and  km.f.  F,  and  let  the 
potential  of  the  wire  be  ^"(1  -  x/l),  so  that  it  is  F  at  the  end  F  and 
0  at  the  end  Q.     By  Fourier  s  theorem 

r(l-a:/0  =  ^rUini^; 

therefore  if  the  end  F  is  put  to  earth  at  the  time  /  =  0  the  potential  at 
time  t  is 

TT     i         I  (  2mi  2mi  J 

+ — 2-r  sin— .-€-«/2«(cos-f    ,sm|-— ^, (13) 

TT     t         I  \         mi      /2a 

by  (7)  and  (8) ;  where  the  first  series  includes  all  integral  values  of  t 
which  make  4t'V^^  - 1  negative,  and  the  second  all  the  rest  up  to 

t  =  00 .      And,  by  (9)  and  (10), 

^  =r  ^C -  </«  -  ? ^2  cos  ??  ^—Ut>nil2a  _  ^ -  tnH/2a\ 

Id  kl  I      mi  ' 

-^2  cos-^ ,—  sm— * (14) 

kl  I        Mi  2a  ^ 

expresses  the  current  at  time  L    If  the  wire  is  originally  everywhere  at 

potential  zero,  and  without  current,  the  potential  t/  and  current  ^  at 
time  t  after  the  end  F  is  raised  to  potential  F,  the  end  Q  being  to 
earth,  are 

.'=r(i-^)-r. 

where  v  and  Q  have  the  values  given  in  (13)  and  (14). 


2F 
v  =  — c 

TT 
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Suppose  ^^^^^  1»  then  the  first  series  in  (13)  and  (14)  disappears, 
P 
and  we  have 

'/^aS-l  sin*7fco8  +  -V  sin")^*, (16) 

M  I  \  nii      /2a 

g=    €-«/a-      c-</2«2  •  ,  COS -^  Sin  — -*. (16) 

The  extra  current  is  exhibited  in  (16)  as  consisting  of  two  parts.    One 
y 
a  current  r.*"'^*   uniform  at  all  parts  of  the  wire,  which  dies  away 

without  oscillations  with  a  rapidity  proportional  to  -.     This  current  is 

a 

due  entirely  to  the  momentum  of  the  original  current  Vjld,  The 
other  part, 

- — €"'/2"y-    COS—     sm     \ 
kl  m,         I  2a' 

is  due  entirely  to  the  original  charge  of  the  wire,  and  consists  at  any 
point  2;  of  an  infinite  series  of  currents  alternately  positive  and  negative, 
which  die  away  with  only  half  the  rapidity.  The  oscillations  are  of 
greatest  intensity  at  the  end  P  and  least  at  the  end  Q.  They  are 
insensible  both  when  ajp  is  very  small  and  when  it  is  very  large.  In 
the  former  case  only  the  higher  terms  in  (13)  and  (14)  are  periodic  with 
respect  to  the  time,  and  in  the  latter  case  they  become  very  rapid  and 
weak  in  the  same  proportion.  But  when  the  time-constants  a  and  P 
are  not  very  different,  the  oscillations  are  of  considerable  strength,  and 
may  become  observable  by  proper  means.      Suppose  a/)8  of  such 

magnitude  that  a/ ^tV^^  -  1  is  appreciably  =  2t7r(  ^  j ,  then  the  time  of 

a  complete  oscillation,  including  a  positive  and  a  negative  current  at 

any  point,  is  nearly  2>/a)8,  so  that  there  are  a/^  complete  oscillations 

in  the  time  2a.     The  strength  of  these  oscillations  is  proportional  to 

^~,  so  that  the  larger  ajp  the  weaker  the  oscillations,  they  being  at 

the  same  time  more  rapid  in  the  same  proportion. 
The  time-integral  of  the  extra  current  is 


U       2  \V'      I  "^  V' 


where  the  first  part  is  the  same  at  all  points,  and  is  due  entirely  to  the 
momentum  of  the  initial  current.  The  second  part  is  the  excess  of  the 
positive  over  the  negative  currents  due  to  the  initial  charge,  and  is 
twice  as  great  at  the  end  P  as  at  Q.  This  is  the  same  when  5  =  0,  or 
there  is  no  self-induction. 
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The  work  done  in  the  wire  by  the  extra  current  is 

kl{QfdU 


[ 


'0 

when  Q  is  the  same  at  all  points,  and 

when  Q  varies  with  x.     Hence  the  amount  of  work  done  by  the  first 
part  of  the  current  in  equation  (16)  is  .^(  .^ )  >  and  by  the  second  part 

_       which  was  the  energy  of  the  initial  charge, 


=  }Xvh{\-xilfdx. 


As  another  example,  suppose  that  before  the  time  /  =  0  a  unifonn 
current  VjU  existed  in  the  wire,  with  potential  «?=  K(l  -xjl)^  and  that 
at  the  time  /  =  0  both  ends  of  the  wire  are  instantaneously  and  simul- 
taneously insulated  without  allowing  a  spark  to  pass.     Then  we  have 

Q  =  0  at  P  and  Q.     Let  us  first  consider  v  and  (^  resulting  from  the 

initial  charge,  supposing  47r*^^>  1-     By  Fourier's  theorem 

P 

v{\  -  ,.ii) = ir+  2j2r^".°ii^  cos  »^, 

where  JT  is  the  final  potential.     Therefore,  by  (8),  that  part  of  the 
potential  due  to  the  initial  charge  is 

+    -€-'/2«S ^ co8-y-(cos  +-^sm)— *; (17) 

and  by  (10)  that  part  of  the  current  due  to  the  initial  charge  is 

2^    ./^„v^»l -cosiTT    .    iwx   2     .    tm'i  ,tQ\ 

c-^/2«2, : sm  -J-     ,  sm  — ' (18) 

To  find  the  potential  and  current  due  to  the  initial  current,  we  have 

V _2V^^\  -costTT   'iirx 
kl'M^^ i        ''     /    ' 

therefore       y  =  2r^-*/2«2: 1:1^3^  «« ^^'(^,cos  +B,sm)^p, 

klir  ^  I  I  2a 

and  v=V  +—-Z,  .. —    cos -=-€-'/*« 


X  (i!'co8  +?'sin  +^'cos  -^f  ■'sin')^'; 
\  2  2  2  2  /  2a 


where  V\  Ai,  and  Bt  are  constants.    The  conditions  to  determine  them 
are  that  v  =  0  when  ^  =  0  and  when  t  —  ao.     Also  Q  =  F/U  when  /  =  0. 
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Therefore  F'  =  0,        ^,  =  1 ,        B,=  -  ^ .. 

Thus  y=y  €-«/«« .-       am -^  I  cos  -    ,  sin  )  — -', (19) 

»=  -4F^£-'/2«2 -, —  cos^-sm— -* (20) 

p  lUf  I  2a 

The  actual  potential  is  the  sum  of  (17)  and  (20),  and  the  actual  current 
the  sum  of  (18)  and  (19).  When  a/p  is  large  the  initial  charge  may  be 
neglected  altogether.  Considering  only  the  potential  and  current  due 
to  the  initial  current  we  find  that  the  current  in  the  wire  consists  of  a 
series  of  decreasing  waves  in  opposite  directions,  causing  corresponding 
changes  in  the  potential  of  the  wire.  At  the  first  moment  after  discon- 
nection the  potential  at  the  end  Q  becomes  positive  =  ^a  /  ^  nearly,  and 

the  end  F  negative  to  an  equal  extent.  Provided  the  k.m.f.  suddenly 
developed  is  not  sufficient  to  cause  a  spark,  this  state  of  things  is  rapidly 
reversed,  the  end  F  becoming  positive  and  the  end  Q  negative,  which 
is  followed  by  another  reversal,  and  so  on,  till  the  energy  of  the  initial 
current  is  all  used  up  against  the  resistance  of  the  wire. 

It  is  obvious  that  the  somewhat  complex  form  of  the  above  formula) 
must  be  considerably  departed  from  in  all  practical  cases  that  occur,  as, 
in  the  above,  c  and  s  are  assumed  to  be  the  same  for  every  unit  of 
length  of  the  wire,  which  cannot  be  true,  except  perhaps  in  an  imcoiled 
submarine  cable.  But  we  may  be  sure  that,  in  virtue  of  the  property 
of  the  electric  current  which  Professor  Maxwell  terms  its  "electro- 
magnetic momentum,''  whenever  any  sudden  change  of  current  or  of 
charge  takes  place  in  a  circuit  possessing  an  appreciable  amount  of  self- 
induction,  the  new  state  of  equilibrium  is  arrived  at  through  a  series 
of  oscillations  in  the  strength  of  the  current,  which  may  be  noticeable 
under  certain  circumstances.  It  is  naturally  difficult  to  observe  such 
oscillations  with  a  galvanometer,  but  some  telegraph  instruments  show 
them  very  distinctly.  For  instance,  there  is  Wheatstone's  ^*  alphabetical 
indicator."  The  pointer  of  this  instrument  is  moved  one  letter  forward 
round  a  dial  by  every  current  passing  through  it,  provided  the  currents 
are  alternately  positive  and  negative.  Now  if  an  insulated  straight 
wire  a  few  nules  in  length  is  suddenly  raised  to  a  high  potential  by 
means  of  a  single  current  of  very  short  duration  from  a  magneto-electric 
machine,  and  then  immediately  discharged  to  earth  through  an  indi- 
cator, the  pointer  does  not  merely  move  one  step  forward,  as  it  would 
if  the  disduurge  consisted  of  a  single  current,  but  several  steps,  indicating 
a  succession  of  reverse  currents.  The  same  thing  occurs  when  a  con- 
denser of  small  capacity  is  first  charged  to  a  high  potential  and  then 
discharged  through  the  instrument.  Expressed  in  popular  language 
what  happens  is  as  follows : — The  first  discharge  is  at  first  retarded  by 
the  self-induction  of  the  coils,  and  then  acquiring  momentum  carries  to 
earth  a  greater  quantity  of  electricity  than  the  line  or  condenser 
originally  contained,  thus  reversing  the  potential  of  the  line.     Hence  a 


J 
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reverse  current  follows  to  restore  the  equilibrium,  which  in  its  turn 
carries  more  than  enough  electricity  to  restore  the  deficiency;  hence 
another  current  from  line  to  earth,  and  so  on,  till  the  currents  are  too 
weak  to  produce  any  observable  effect. 

By  supposing  that  the  current  at  any  moment  is  of  the  same  strength 
in  all  parts  of  the  coils,  the  theory  of  the  alternating  currents  when  a 
charged  condenser  is  discharged  through  the  coil  is  much  simplified. 
Let  Qq  be  the  initial  charge  and  V  the  initial  potential  of  the  condenser, 
whose  capacity  is  c,  and  let  E  be  the  resistance  and  L  the  coefficient  of 
self-induction  of  the  coil.  Thus,  if  Q  is  the  charge  and  v  the  potential 
of  the  condenser  at  time  t,  the  current  in  the  coil  is 

Q=  -cv, 

and  v  =  RQ  +  LQ, 

since  v  is  the  difference  of  potential  between  the  ends  of  the  coil. 
Therefore 

cLi;  +  cRv  +  v  =  0; 

the  solution  of  which  satisfying  the  conditions  v=F  when  t  —  O^  and 
G  =  0  when^  =  0,  is 

•-#%(('W'~i)--<'-'5>'-(>-V>~|)--}. 

or     1;=  riE-'/^^/cos 


sin      \  t  /.a__iV 


according  as  1  -  ^  is  +  or  - .    And  the  current  in  the  coil  is 

Q 


where  a  =  L/R  and  P  =  cE.  In  the  first  case,  when  I  >4a/j3,  the  poten- 
tial and  current  are  never  reversed,  but  in  the  second  case,  when 
4a/^>l,  they  are  reversed  an  infinite  number  of  times,  the  successive 

charges  of  the  condenser  decreasing  in  geometrical  proportion.     The 

ft 

current  changes  sign  when  /  is  any  multiple  of  77—73 — rr,,  and  has  its 

(4a//?- 1)* 

maximum  or  minimum  values  when 


<{*r'y<^'- 
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The  quantity  (J  oli  electricity  conveyed  in  the  first  current  is 

where  Q^  is  the  initial  charge  of  the  condenser.  As  a/^  is  increased, 
Q  approaches  2^^  as  its  limit,  i.e.y  when  the  resistance  of  the  coil  is 
reduced,  or  its  magnetic  capacity  increased,  the  quantity  of  electricity 
conveyed  hy  any  current  increases  until  it  is  nearly  double  the  charge 
of  the  condenser  at  the  commencement  of  that  current,  and  the  oscilla- 
tions are  more  slowly  diminished.  The  amount  of  energy  expended  by 
the  first  current  is 

where  ---  is  the  energy  of  the  original  charge  Qq,  which  becomes 

indefinitely  small  as  a/j3  increases.  The  integral  current,  irrespective 
of  sign,  is 


1  _€   (4a/p-i)» 

which  increases  indefinitely  with  a/)8.  From  the  number  of  oscillations 
in  a  given  time  L  may  be  determined  in  terms  of  R  and  c  For  if  the 
current  is  reversed  n  times  per  second,  then 

Electrical  vibrations  due  to  induction  occur  under  various  circum- 
stances. For  example,  the  false  discharge  from  a  coiled  submarine 
cable ;  the  oscillatory  phenomena  described  by  M.  Blasema  and  others ; 
and  Mr.  Edison's  "  etheric  force  "  experiments.* 


XV.— ON  THE  SPEED  OP  SIGNALLING  THROUGH  HETERO- 
GENEOUS TELEGRAPH  CIRCUITS. 

[PAt/.  Mag.,  March  1877.  S.  5,  vol.  3,  p.  211.] 

When  the  first  trials  of  speed  of  working  were  made  on  the  Anglo- 
Danish  cable,  then  recently  laid  (September  1868),  it  was  found  that  a 
considerably  higher  speed  could  be  reached  in  one  direction  than  in  the 
other.  The  ''  line  "  portion  of  the  circuit  consisted  of  a  land-line  on  the 
English  side  of  240  ohms  resistance,  then  a  cable  of  2500  ohms  resist- 

*  [The  oscillatory  nature  of  a  condenser  discharge  in  association  with  self • 
induction  was  first  discovered  by  Joseph  Henry  (1842),  whose  work  has  been 
somewhat  overshadowed  by  Faraday's ;  and  the  theory  of  the  reaction  between 
a  condenser  and  coil  was  given  by  Sir  W.  Thomson  in  his  paper  **  On  Transient 
Electric  Currents,"  PhU,  Mag,,  June  1853.  The  effect  of  self-induction  in 
association  with  the  electrostatic  capacity  of  a  telegraph  line  was  first  considered 
by  Kirchhoff  (1857),  working  on  the  basis  of  Weber's  efectrodynamic  theory.] 
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ance  and  capacity  120  microfarads,  and  a  land-line  on  the  Danish  side 
of  1250  ohms — all  approximate.  The  circuit  was  completed  through  a 
battery  of  150  ohms  at  one  end  and  a  Wheatstone's  receiver  of  750 
ohms  at  the  other,  the  circuit  being  worked  on  the  earth-to-earth 
principle,  i.e.,  without  condensers.  But  although  the  battery  and 
receiver  at  each  end  were  the  same,  or  nearly  so,  the  maximum  speed 
obtained  with  Wheatstone's  transmitter,  making  mechanically  exact 
signals,  was  40  per  cent,  higher  from  England  to  Denmark  than  from 
Denmark  to  England.  "^  This  imexpected  result  was  abundantly  con- 
firmed by  the  subsequent  experience  of  every-day  practice,  which  proved 
the  existence  of  a  difference  in  working-speed  in  opposite  directions 
varying  from  20  to  40  per  cent  at  different  times,  mainly  according  to 
the  state  of  insulation  of  the  land-lines. 

Later  on  the  same  instruments  were  introduced  between  London  and 
Amsterdam,  on  a  circuit  consisting  of  a  land-line  of  130  miles  on  the 
English  side,  then  a  cable  of  120  miles,  and  on  the  Dutch  side  a  land- 
line  of  20  miles  (Culley,  Jmm.  Soc,  Td.  Eng.,  voL  i.).  In  this  oase  the 
maximum  speed  obtained  was  50  per  cent,  higher  from  Amsterdam  to 
London  than  vice  versa.  Again,  on  the  London-Dublin  circuit,  consisting 
of  cable  66  miles  and  land-lines  266  and  10  miles,  the  longer  line  being 
on  the  English  side,  the  speed  from  Dublin  to  London  was  double  that 
obtained  in  the  reverse  direction,  viz.,  80  and  40  words  per  minute 
respectively.     Similarly  between  London  and  Belfast. 

In  all  these  cases  it  is  to  be  observed  that  the  station  nearest  the 
cable  receives  the  most  slowly,  and  that  the  neater  the  inequality  of 
resistance  of  tlie  land-lines  the  greater  is  the  aiffierence  in  the  working- 
speeds.  This  seems  to  point  directly  to  the  conclusion  that  the 
uncentrical  position  of  the  cable  in  the  circuit  actually  causes  the 
retardation  to  be  greater  in  one  direction  than  in  the  other.  The  fact 
that  the  cable  receives  a  much  larger  charge  of  electricity  when  the 
battery  is  connected  to  the  end  of  the  shorter  than  to  the  end  of  the 
longer  land-line  might,  on  a  cm^ory  examination,  seem  to  corroborate 
this  conclusion.  But  when  the  light  of  theory  is  thrown  upon  this  view 
of  the  matter  it  is  at  once  foimd  to  be  untenable. 

It  is  easily  shown  that  if  condensers  be  distributed  in  any  arbitrary 
manner  along  a  line  which  is  to  earth  at  each  end,  dividing  it  into 
sections  having  any  resistances,  and  the  condensers  be  all  initially  dis- 
charged, the  introduction  of  an  electromotive  force  in  the  first  section 
will  cause  the  current  to  rise  in  the  last  section,  in  the  same  manner  as 
the  same  electromotive  force  in  the  last  section  will  cause  the  current  to 
rise  in  the  first  section.  Furthermore,  it  may  be  shown  that  if  leaks  be 
introduced  on  the  line  in  any  arbitrary  manner,  the  same  property  will 
hold  good.  (The  differential  equation  of  the  current,  which  is  linear 
and  of  the  same  degree  as  the  number  of  condensers,  is  the  same  for  the 

*  It  may  be  interesting  to  state  the  actual  speeds  obtained  on  this  circuit  with 
different  instruments.  Morse,  60  to  75  letters  per  minute;  Wheatstone's 
transmitter  and  receiver,  90  to  140  letters  per  minute  ;  Wheatstone's  tranamitfcer 
and  Thomson's  recorder,  300  to  360  letters  per  minute — in  all  cases  without 
condensers. 
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first  and  last  sections;  and  the  conditions  to  determine  the  arbitrary 
constants  are  the  same.)    Now  every  telegraph-line,  however  irregular 
it  may  be  in  its  resistance,  capacity,  and  insulation  in  different  places, 
may  be  considered  as  such  a  system  of  condensers  and  leaks,  infinite  in 
number  if  necessary;   whence  it  follows  that  on  any  line  there  is 
absolutely  no  difference  in  the  retardation  in  either  direction,  meaning 
by  retardation  the  time  required  for  an  electromotive  force  at  one  end  to 
cause  the  current  at  the  other  end  to  reach  any  stated  fraction  of  its 
maximum.    Therefore,  to  account  for  the  facts,  which  cannot  be  gain- 
said, we  must  look  outside  the  line  and  fix  our  attention  on  the  sending 
and  receiving  apparatus.    The  actual  cause  or  causes  must,  however,  be 
of  such  a  nature  that  they  only  come  into  operation  when  the  capacity, 
or  the  leakage,  is  unsymmetrically  situated  in  the  circuit.     No  percept- 
ible difference  in  working  speed  was  observed  on  the  Anglo-Danish 
circuit  when  the  correspondence  was  maintained  between  the  two  ends 
of  the  cable  itself.     Now,  since  in  all  the  cases  described  Wheatstone's 
transmitter  was  employed,  it  is  natural  to  inquire  whether  the  difference 
is  due  to  any  peculiarity  in  the  method  of  making  the  signals  with  that 
instrument.     If  so,  then  we  need  not  expect  any  difference  to  exist 
when  simple  reversals  are  made.     But,  in  fact,  it  exists  even  then.     An 
instance  bearing  this  out  was  described   by  Mr.  Yarley  before  the 
Submarine-Cable  Committee  (Sub.  Beport,  p.   156).     Experimentiug 
with  his  "wave-bisector"  on  the  underground  lines  between  London 
and  Liverpool,  Mr.  Yarley  found  that  the  introduction  of  resistance  at 
the  battery-end  of  the  line  lowered  the  speed  to  a  greater  extent  than 
its  introduction  at  the  receiving-end,   where  indeed  it  made  little 
difference.    Here  the  speed  was  inversely  as  the  retardation,  since  the 
wave-bisector  made  simple  reversals.    Mr.  Varley  attributed  the  differ- 
ence to  the  leakage ;  but  this  is  in  direct  contradiction  to  the  theoretical 
result,  that  neither  leakage  nor  irregularity  in  distribution  of  capacity 
can,  acting  alone,  cause  any  difference.     Also  the  difference  existed  on 
the  Anglo-Danish  circuit  when  simple  reversals  were  made  with  the 
transmitter,  but  apparently  to  a  smaller  extent.     It  was  quite  percept- 
ible (10  or  20  per  cent)  with  key-sending,  using  a  common  reversing 
key — though  the  exact  amount  of  the  difference  could  then  not  be 
exactly  estimated,  since  operators  differ  nearly  as  much  in  their  hand- 
signalling  as  in  their  hana-writing.     Although,  therefore,  in  the  case  of 
Wheatstone's  transmitter  the  difference  in  working-speed  may  be,  and  I 
believe  is,  mainly  due  to  a  peculiarity  of  that  instrument,  yet  when 
plain  reversals  are  sent,  there  must  actually  be  a  difference  in  the 
retardation    in   opposite   directions;    and  this  I  believe  is  due  to 
the  fact,  which  comes  out  on  closer  inspection,  that  it  is  not  the 
same  circuit  which  is  being  worked  when  the  direction  of  working 
is  reversed. 

Let  the  line  consist  of  a  cable  of  resistance  c,  having  land-lines  of 
resistances  a  and  b  attached  to  its  ends,  and  let  the  battery  and  receiver 
resiBtances  be  /  and  g  respectively.  Then  Fig.  1  shows  the  arrangement 
when  A  sends  to  B,  Further,  suppose  for  simplicity,  and  to  avoid 
analytical  calculations,  that  the  cable's  resistance  is  small  compared 


64  ELECTRICAL  PAPERS. 

with  the  total  resistance  of  the  circuit    Then  we  may  obtain  tolerably 
accurate  results  by  considering  the  cable's  capacity  as  collected  at  its 


Arl 


Fio.  1. 


centre.  Then,  by  the  theory  of  the  condenser,  when  A  applies  his 
battery  to  the  line,  the  current  rises  at  B  according  to  the  formula 

where  C  is  the  current,  E  the  electromotive  force,  R  the  total  resistance 
between  A  and  B,  t  the  time,  and 

where  ^S^  is  the  cable's  capacity.  Thus  the  magnitude  of  T  determines 
the  slowness  of  the  rise  of  the  current,  and  we  may  therefore  call  it  the 
retardation.  (In  the  time  T,  the  current  reaches  about  63  per  cent  of 
its  maximum.)  Now  when  B  sends  Jui  Ay  f  and  g  change  places,  pro- 
ducing the  arrangement  shown  in  Fig.  2.  If  C  is  the  current  B 
produces  at  Aj 


Fio.  2. 


M 


-J'      •'     '     " ' ' ^ 

c"=|(i-«4), 

where  ^  =  |(2-  +  «  +  ^)6+*+4 

Comparing  the  values  of  T  and  T^  we  shall  find  that  if  a  =  ft,  r= f; 
also  if/=^,  T=T'y  but  if  a<6,  as  in  the  figures,  T<T  if  f<g,  and 
T>T  \if>g.  Or,  in  plain  English,  the  retardation  is  the  same  in  both 
directions  if  the  land-lines  have  equal  resistances,  whatever  may  be  the 
resistances  of  the  battery  and  receiver;  it  is  also  the  same  in  both 
directions  if  the  batteiy  and  receiver  have  equal  resistances,  whatever 
may  be  the  resistances  of  the  land-lines ;  but  if  the  resistances  of  the 
land-lines  are  unequal,  the  retardation  is  greatest  when  the  station 
nearest  the  cable  is  receiving,  if  at  the  same  time  the  battery  is  less 
than  the  receiver  resistance,  and  least  in  the  contrary  case.  Now  if  the 
battery  is  always  in  circuit,  as  in  making  signals  with  a  reversing  key, 
the  effect  of  any  arbitrary  signals  may  be  calculated  by  the  same 
formula,  and  the  maximum  working-speed  (always  provided  it  be 
within  the  reach  of  the  apparatus)  will  be  least  when  the  station  nearest 
the  cable  receives,  if  the  battery  is  less  than  the  receiver  resistance,  and 


SIGNALUNG  THROUGH   HETEROGENEGUS  CIRCUITS.  65 

greatest  in  the  contrary  case.      Generally,   the   more  centrally  the 
capacity  is  situated  the  greater  the  retardation. 

The  influence  of  leakage  or  faults  may  be  readily  determined  in  a 
similar  manner,  since  the  retardation  is  proportional  to  the  resistance 
through  which  the  charge  in  the  cable  discharges  to  earth.  In  all  cases 
the  retardation  is  reduced  by  a  fault,  and  the  more  so  the  nearer  the 
fault  is  to  the  centre  of  capacity.  If  a  fault  be  introduced  on 
the  long  land-line  b,  the  difference  of  the  retardation  in  opposite 
directions  is  the  same  as  before  as  regards  direction,  while  its  per- 
centage amount  is  increased.  The  influence  of  the  natural  leakage 
of  the  land-lines  is  the  same,  since  nearly  all  the  loss  will,  under 
ordinary  circumstances,  take  place  on  the  long  land-line.  But  if  a 
fault  be  introduced  on  the  short  land-line,  the  percentage  difference 
is  reduced  instead  of  being  increased,  and  its  direction  may  even  be 
reversed. 

We  have  thus  found  that  on  any  circuit  consisting  of  a  cable  with 
land-lines  of  unequal  resistance  at  its  ends,  a  difference  in  the  retarda- 
tion in  opposite  directions  is  necessarily  introduced  when  the  batter}' 
and  receiver  have  not  the  same  resistance.     Suppose,  in  Figs.  1  and  2, 
/=  1,  a  =  10,  c  =  10,  ft  =  100,  ^  =  10 ;  then  the  retardation  from  A  to  B 
is  to  the  retardation  from  J5  to  ^  as  184  :  265,  i.e.  44  per  cent,  greater 
from  B  to  A  than  from  A  to  B ;  and  the  natural  leakage  of  the  land- 
line  increases  this  difference.     But  with  Wheatstone's  transmitter  the 
observed  difference  is  greater  than  can  be  thus  accounted  for,  and  exists 
even  when  there  is  no  inequality  in  resistance  of  the  battery  and 
receiver.     This  is  due  to  a  peculiarity  in  the  method  of  making  the 
signals  with  that  instrument,  which  is  at  the  same  time  the  cause  of 
two  other  anomalies,  viz. : — reduction  of  working-speed  by  leakage, 
although  the  retardation  is  thereby  reduced ;  and  increase  of  working- 
speed  by  the  addition  of  resistance,  although  the  retardation  is  thereby 
increased.     To  understand  this,  it  is  necessary  to  examine  the  way  the 
sending-end  of  the  line  is  operated  upon.    The  point  k  in  Fig.  1,  or  k'  in 
Fig.  2,  is  always  connected  with  the  positive  or  negative  pole  of  the 
battery,  or  it  is  insulated.     Currents  of  equal  duration  follow  each 
other,  alternately  +  and  - ,  separated  either  by  no  interval,  or  by  inter- 
vals equal  to  twice,  four,  or  six  times  the  time  of  a  cmrent.^     The 
armature  of  the  receiver  is  adjusted  neutral,  so  as  to  remain  on  the  side 
any  current  sends  it  to,  until  an  opposite  current  reverses  its  position. 
Lines  of  two  lengths  are  thus  made  : — a  "  dot "  by  first  a  -H  current 
immediately  followed  by  a  -  current  to  terminate  it,  thus  -h  -  ;  and  a 
**  dash  "  of  three  times  the  length  by  first  a  -i-  current,  then  an  interval 
of  insulation  for  twice  as  long,  and  lastly  a  -  current  to  terminate  it, 
thus  -hOO-.      At  a  speed  much  below  the  limiting  speed  the  sent 
signals  are  reproduced  at  the  receiving-end  without  sensible  alteration  ; 
but  as  the  speed  of  working  is  increased  and  the  currents  have  not  time 
to  reach  their  full  strength,   irregularities  show  themselves,   which 
increase  rapidly  as  the  length  of  each  contact  is  reduced,  until  at  length 

^  Mr.  Culley*8  Handbook  contains  a  full  description  of  tlie  apparatus. 
H.R.P. — VOL.  I.  K 
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a  limiting  speed  is  reached  at  which  some  of  the  signals  miss  fire 
altogether.     Consider  the  succession  of  signals 

a       b       c       d  e  f  9  ^      *  j 

+  -  +  -  +  -  +  -0000+  -  +00-  +  -0000 

(illustrating  a  typical  failure),  consisting  of  a  series  of  dots,  followed, 

after  an  interval  of  insulation,  by  a  dot,  a  dash,  and  a  dot.    If  the 

receiver  is  adjusted  so  as  to  record  the  dots  a,  &,  c,  d  perfectly,  the 

signals  g  and  j  will  fail,    g  will  fail  because  the  -  current  e  has  tmie  to 

die  away  during  the  interval  of  no  sent  current  0000,  thus  making  the 

succeeding  +  current  /  too  strong ;  and  j  will  fail  because  the  +  current 

h  has  time  to  die  away  during  the  interval  of  no  sent  current  00,  thus 

making  the  -  current  i  too  strong.    In  the  first  case  the  dot  is  continued 

on  to  the  dash,  in  the  second  the  dot  is  lost    Thus,  although  generally, 

to  get  the  greatest  possible  working-speed,  the  retardation  should  be  as 

small  as  possible,  yet  in  this  system  of  contacts  of  equal  duration  to 

make  lines  of  imequal  length,  it  is  important  that  some  of  the  currents, 

viz.  those  commencing  dashes  or  spaces,  should  not  die  away  too 

quickly.    They  are  prevented  from  doing  so,  in  a  great  measure,  by  the 

insulation  of  the  line  at  the  sending-end  during  the  intervals  of  no  sent 

current,  which,  by  closing  up  the  path  at  one  end  for  the  charge  to 

escape,  prolongs  the  current  at  the  other.     (The  compensation  currents, 

sent  by  an  improved  form  of  transmitter,  have  for  their  object  to  still 

further  lengthen  out  the  currents.)    Now  it  will  be  seen  from  the 

figures  that  when  A  insulates  the  line  at  k^  Fig.  1,  the  chaise  of  the  cable 

J* 
discharges  through  the  resistance  ^  +  ^  +  ^,  and  that  when  B  insulates  at 

J* 
k\  Fig.  2,  it  discharges  through  the  smaller  resistance  ^  +  a  +  ^.     There 

fore  the  current  dies  away  more  quickly  in  the  latter  case,  and,  by 
reason  of  the  before-mentioned  peculiarities,  the  station  A  nearest  the 
cable  receives  more  slowly  than  B.  The  explanation  of  the  reduction 
of  speed  by  leakage  is  similar.  The  leakage  lessens  the  retardation  and 
consequently  quidcens  the  signals.  If  every  signal  were  quickened  in 
the  same  proportion,  as  would  happen  were  the  circuit  always  complete, 
it  is  evident  that  the  speed  of  working  must  be  increased ;  but  it  is 
easily  seen  that  the  decrease  in  the  retardation  caused  by  the  loss  is 
proportionally  much  less  when  the  circuit  is  complete  than  when  the 
line  is  insulated  at  the  sending-end,  thus  increasing  the  irregularity  in 
the  received  signals  due  to  the  unequal  intervals  between  the  sent 
signals,  and  consequently  lowering  tne  working-speed.  Again,  the 
addition  of  resistance  at  the  receiving-end,  as  at  ^  in  Fig.  2,  when  B 
sends  to  A,  may  increase  the  working-speed.  Now,  since  the  addition 
of  resistance  obviously  increases  the  retardation,  nothing  could  result 
save  a  decrease  of  speed  if  the  retardation  of  every  signal  were  increased 
in  the  same  ratio.  But  this  is  not  the  case;  for  the  retardation  is 
increased  in  a  greater  ratio  when  the  line  is  insulated  at  the  sending- 
end  than  when  the  circuit  is  complete — exactly  the  opposite  to  what 
occurs  with  leakage :  then  the  working-speed  was  lowered ;  now  it  is 
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increased.  (This  reasoning  will  not,  of  course,  apply  to  other  systems 
of  transmission.)  On  the  other  hand,  the  speed  is  lowered  by  inserting 
resistance  at  the  sending-end,  B,  Fig.  2;  for  the  retardation  is  unaltered 
with  line  insulated,  and  increased  with  complete  circuit 


To  ascertain  the  exact  amount  of  retardation  produced  by  resistance 
at  either  or  both  ends  of  a  submarine  cable,  each  case  must  be  calculated 
separately,  because  the  form  of  the  curve  of  arrival  of  the  current  is 
altered,  tiie  law  of  the  squares  only  holding  good  when  exactly  similar 
systems  are  compared. 


B 


Let  BC  be  a  cable  of  length  {,  resistance  k  per  unit  of  length, 
capacity  e  per  unit  of  length ;  and  let  j4B  and  CD  be  resistances  equal 
to  fM  and  nJd  respectively,  connected  to  the  cable  at  B  and  (7,  and  to 
earth  at  A  and  D.  Let  v  be  the  potential  of  the  conductor  of  the  cable 
at  distance  x  fix>m  B  at  the  time  L  Then,  according  to  Sir  W. 
Thomson's  theory,  v  must  satisfy 

between  2  »  0  and  x^l.    The  general  solution  is 

v=2^  sin^^  +  Ac-T, (1) 

where  T^ckP^  if  v  vanishes  for  <==qo  .  Three  sets  of  constants,  A,  a, 
and  6,  have  to  be  determined  from  the  terminal  conditions  for  x  and  /. 
In  AB  and  CD  the  current  follows  Ohm's  law.    Therefore 

-JL  =  -1  *  whenaj  =  0, 
fM        k  ax 

and  -^-=  -r  -n  "^^en  x-ly 

rud        k  ax 

for  all  values  of  /•    Therefore,  by  (I), 

sin&»97iacos&,  or  tan&-97ia  =  0, 
and  sin(a  +  &)»  -nacos(a  +  &), 

or  tan(a  +  6)+na  =  0. 

Hence,  eliminating  6, 

.  (m  +  n)a 

tana  =  ^^ — ^, 

from  which  the  a's  can  be  found  when  m  and  n  are  given.  The  ^'s  are 
already  known  in  terms  of  the  a's,  and  the  A'%  can  be  found  by  integra- 
tion if  the  potential  of  every  part  of  the  conductor  of  the  cable  is  given 
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for  <  =  0.     Let  it  be  that  pnxluced  hy  an  electromotive  force  E  in 

/(I  + //»  +  /') 
then,  by  integration, 

'2E  cos  h 


1+     !'»_  +_"_ 

1  +7;i-((-      I  +  //-"- 


anil  finally,  the  pot<;ntial  at  time  /  is 

1 

'-1  «i  J      m         /I  / 

1  +  //rrt,-     1  +  /rr/; 

from  which  the  arrival-curves  of  the  current  may  l)e  found  by  making 
/  =  /.     In  the  diagram  six  cases  are  shown.     The  abscissas  represent 

Ml 

time,  from  /  =  0  to  /  =  40tt,  the  unit  being  «  =  ,^  .,  log^  10.      The  ordin- 

ates  represent  the  arrived  current,  the  maximum  strength  being  in  all 
cases  =100. 

1.  »j  -  0,  //  =  0.    Let  *V  be  the  |)ercent4ige  amount  of  received  current 
at  time  /,  then 

V  -'> .,  •-•■' 

,  ^;^  =  1  -f-  -w  COS  iTTi.      r  ^ 

100  IT 


2.  tn  =  0,  n  =  ^. 


3.  i»:s0,  n^L 


4.  wi»0,  w  =  2. 


5.  in  =  0,  /f  =  00 . 


tan  ('  +  '^  =  0, 
JV      -     ^  12  co8«    -"-^ 

____  =r  1  -f-  > c    r 

100  "'5  +  cos2<' 


tan  a  +  f(  =  0, 

A'  €~  ^ 

100  (;os  a  +  sec  o 


tan  a  +  2rt  =  0, 

N  ^ ,  _  V  6  cosa   -^ 
100       ""'2+ cos/ 


--—1+  y €    *f*fi  . 

100  TT      -ii-l 


70  ELECTRICAL  PAPERS. 

6.  7w=s  1,  n  =  1. 

.  2a 

tana  = 


100  ^3  +  a^' 

Curve  (1)  is  the  arrival-curve  when  no  resistance  is  inserted  at  either 
end ;  curve  (2)  when  a  resistance  equal  to  one  half  the  cable's  resistance 
is  inserted  at  either  end;  curve  (3)  when  a  resistance  equal  to  the 
cable's  is  inserted  at  either  end ;  ana  curve  (4)  when  twice  the  cable's 
resistance  is  inserted  at  either  end.  (5)  shows  the  curve  of  arrival  of 
the  potential  at  the  insulated  eud  of  a  cable  when  the  other  end  is 
raised  to  a  constant  potential;  (6)  shows  the  arrival-curve  when  a 
resistance  equal  to  the  cable's  is  inserted  at  each  end. 

It  will  be  observed  from  an  inspection  of  the  curves  that,  when 
resistance  is  added  at  one  end  of  a  cable  only,  the  effect  in  increasing 
the  retardation  is  very  great  when  the  added  resistance  is  small,  but  as 
more  and  more  resistance  is  added  there  is  not  much  further  effect. 
The  limit  is  reached  in  curve  (5).  But  the  insertion  of  resistance  at 
both  ends  has  a  much  greater  retarding  influence,  which  increases 
without  limit.  Compare  (4)  with  (6) :  in  (4)  we  have  twice  the  cable's 
resistance  at  one  end  and  none  at  the  other ;  in  (6)  the  same  resistance 
is  equally  divided  at  each  end,  aud  the  retardation  is  very  greatly 
increased. 

With  respect  to  the  change  in  the  form  of  the  arrival- curves,  it  will 
be  seen  that,  when  resistance  is  inserted,  the  first  part  of  the  arrived 
current  is  proportionally  less  retarded  than  the  later  parts.  Thus, 
comparing  (1)  with  (6),  when  there  is  no  resistance  inserted  the  current 
reacnes  5  per  cent,  of  its  maximum  in  2*45a,  whereas  (6)  takes  6a,  or 
2*4  times  as  long;  to  reach  10  per  cent.  (6)  takes  3*3  times  as  long  as 
(I);  to  reach  40  per  cent,  it  takes  37  times  as  long,  and  to  reach  70 
per  cent.  4*5  times  as  long. 

Curves  (1),  (7),  and  (8)  show  the  effect  of  different  distributions  of 
the  same  amount  of  capacity  in  a  line  of  given  resistance.  (8)  shows 
the  arrival-curve  when  the  capacity  is  all  collected  at  the  centre  of  the 
line  as  a  single  condenser,  (7)  when  the  capacity  is  uniformly  distributed 
over  the  middle  third  of  the  line,  and  (1)  when  it  is  uniformly 
distributed  over  the  whole  length.  The  more  the  capacity  is  spread 
the  longer  is  the  time  taken  for  the  current  to  reach  a  sensible  strength, 
whereas  the  current  rises  rapidly  the  moment  contact  is  made  when  the 
capacity  is  collected  at  one  place.  Curve  (7)  is  the  same  as  (6)  with 
the  abscissas  of  the  latter  reduced  in  the  ratio  3:1;  and  curve  (8)  is 
the  limiting  form  of  the  arrival  curve  when  very  great  equal  resistances 
are  inserted  at  both  ends  of  the  cable,  the  abscissas  being  reduced  in 
the  same  proportion  as  the  resistance  of  the  circuit  is  increased.  Its 
equation  is 

100 
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XVL— ON  THE  THEORY  OF  FAULTS  IN  CABLES. 

[PhiL  Mag.,  July  and  Aagnat,  1879,  S.  5,  vol  8.] 

1.  The  only  kind  of  fault  to  be  here  considered  is  either  a  local  defect 
in  the  insulation,  or  an  artificial  connection  between  the  conductor  of  a 
cable  and  the  eartL  When  a  fault  occurs  in  a  submarine  cable,  its 
most  manifest  effect  on  the  working  is  to  increase  the  strength  of 
current  leaving  the  sending-end,  because  the  resistance  is  reduced; 
while  at  the  same  time  the  strength  of  current  arriving  at  the  distant 
end  is  reduced,  the  loss  of  current  through  the  fault  being  greater  than 
the  increase  in  the  current  leaving  the  sending-end.  AnoUier  effect  is 
to  increase  the  speed  at  which  signals  can  be  made  through  the  cable. 
A  cable  mav  be  considered  electncally  as  a  long  cylindrical  condenser, 
or  as  a  conauctor  having  a  great  number  of  condensers  of  small  capacity 
connected  at  equidistant  points  to  it  on  the  one  side  and  to  earth  on 
the  other.  Wnen  an  electromotive  force  is  applied  at  one  end,  to 
establish  a  permanent  current  in  the  circuit  these  condensers  have  to  be 
charged,  an  operation  requiring  time  for  its  fulfilment ;  and  before  the 
current  can  cease  when  tke  electromotive  force  is  removed  the  charge 
must  be  got  rid  of:  in  fact,  the  current  results  from  the  discharge  of  the 
cable's  electricity.  If  therjB  is  a  fault  the  discharge  of  the  cable  is 
facilitated ;  for  there  is  not  only  a  smaller  quantity  of  electricity  to  be 
discharged,  but  more  paths  are  open  to  it  Similarly  the  charging  of 
the  cable  is  facilitated,  as  will  be  seen  by  supposing  the  cable  when  un- 
charged to  contain  two  exactly  equal  and  opposite  charges.  Let  one  of 
these  discharge  itself.  The  cable  will  then  become  charged  with  the 
other ;  and  since  the  discharge  of  the  first  is  facilitated,  the  charging  of 
the  cable  by  the  second  is  also  facilitated.  With  a  fault  a  smaller 
quantity  of  electricity  is  required  in  order  to  produce  the  permanent 
state  of  electrification  when  an  electromotive  force  is  applied  at  one  end 
of  the  line  than  when  there  is  no  fault ;  and  also,  other  things  being 
the  same,  a  given  fraction  of  the  final  permanent  state  is  more  quickly 
reached  in  the  former  than  in  the  latter  case.  Similarly  the  effect  of  a 
given  signal  is  more  rapidly  dissipated  in  the  former  than  in  the  latter 
case ;  and  consequently  from  both  these  causes  signals  can  be  packed 
more  closely  together  when  the  cable  is  faulty ;  or,  in  other  words,  the 
speed  of  working  can  be  increased  with  equal  legibility. 

2.  Before  proceeding  to  the  mathematics  of  the  subject,  I  give  some 
of  the  calculated  arrival-curves  in  simple  cases.  Referring  to  fig.  1, 
suppose  in  the  first  case  the  cable  is  perfectly  insulated  ana  free  from 
charge,  and  that  both  ends  are  to  eaith.  At  a  given  time  t  =  0,  intro- 
duce a  constant  electromotive  force  E  at  one  end  F  of  the  cable.  Then 
the  well-known  curve  of  arrival  of  the  current  at  the  distant  end  Q  is 
represented  by  curve  1.  Time  is  measured  to  the  right,  and  current 
sta^ngtb  upwards.    The  unit  of  time  is 


a 


To;p^^8'^°-iM6' 
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where  I  is  the  cable's  length,  and  c,  k  its  capacity  and  resistaDce  per  unit 
of  length.  For  a  cable  2000  miles  long,  with  c  =  ^  microfand,  and 
i  =  6  ohms,  we  have  rkP  -  8  seconds,  and  a  =■  -1866  sec.  The  current, 
though  calculable  from  the  first  instant,  is  rulatively  insensible  for  some 
little  time.  Thus,  when  /  =  l6a,  it  has  only  reached  0047  of  its  final 
strength,  but,  thereafter  increasing  much  more  rapidly,  reaches  half  its 

final  strength  in  6a,  98  in  20a,  and  its  final  strength  j-j  after  the  lapse 

of  a  theoretically  infinite  timp. 


Nuw  compare  curve  1  with  curve  3.  In  the  latter  all  the  circum- 
stances are  the  same,  with  the  exception  that  there  is  a  fault  of 
infinitely  small  resistance  situated  at  the  middle  of  the  cable.  Of  course 
such  a  fault  could  not  lie  worked  through,  since  no  current  would 
arrive  at  the  receiving-end.  Nevertheless  this  is  not  by  any  means  a 
case  of  an  unpractical  nature ;  for  it  is  quite  possible  to  work,  and  very 
well  too,  a  caole  containing  a  fault  of  fwtrf  to  no  resistance.  It  will  be 
seen  that  with  the  fault  of  no  resistance  the  current  becomes  sensible 
sooner,  and  increases  much  more  rapidly.  It  reaches  0017  of  its  final 
strength  in  la,  -044  in  U,  -1318  in  2a,  -4274  in  3a,  -68  in  4s  '8357  in 
5u,  and  '9820  in  8a.  Half  the  final  strength  is  reached  in  3-3a,  as 
against  6a  with  no  fault. 

When  the  fault  has  a  tinite  resistance  the  arrival  curve  of  the  current 
is  intermediate  between  curve  1  and  curve  3.  The  one  shown  by  curve 
2  corresponds  t«  the  case  of  a  fault  having  a  resistance  equal  to  one- 
fourth  of  the  cable's.    This  makes  the  final  strength  of  current  =  ^ ,  one 

half  its  value  when  there  is  no  fault.     In  2a  the  current  reaches  -0429 
of  iU  final  strt-ngth,  half  its  final  strength  is  47a,  and  ■9845  in  14a. 

3.  Now,  referiing  to  Fig.  2,  suppose  both  ends  of  the  line  to  be 
insiilateil,  and  tlie  cable  free  from  charge.    At  any  time  f  =  0  let  a  small 
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chaise  be  instanUneouBly  communicated  to  one  end  of  the  cable.  I'hk 
corresponda  to  working  with  condensers  at  both  enda  when  the  capacities 
of  the  terminal  condensers  are  very  small,  and  terminal  resistances 
negligible.  The  charge  thus  communicated  then  diffuses  itself  along 
the  cable,  becoming  finally  equally  distributed.  .Sir  W.  Thomson's 
mathematical  theory  indicates  that  the  potential  at  any  point  .r  rises  in 
exactly  the  same  mannt^r  as  tht;  current  rises  at  the  game  point  when 
both  ends  of  the  line  are  to  earth  and  a  constant  electromotive  force 
operates  at  one  end.  Therefore  the  arrival-curve  of  the  potential  at  the 
distant  end  in  W()rking  with  conilenaers  at  both  ends  is  the  same  as  the 
arrivaJ'GBTve  of  the  cnrrent  shown  by  1,  Fig.  1.  It  is  re{>roduced  in  1, 
Fig.  3,  for  comparison  with  the  curves  for  a  fault. 


When  there  is  a  fault,  or  merely  general  loss  through  the  insulator, 
there  is  conductive  connection  between  the  conductor  and  earth ;  con- 
sequently the  chai^  initially  communicated  to  the  beginning;  of  the 
line  must  ultimately  all  escape,  reducing  the  potential  everywhere  to 
zero.  Therefore,  although  the  current  aa  shown  by  curve  1,  Fig.  1, 
never  reaches  its  fall  strength,  yet,  since  insulation  is  never  absolutely 
perfect,  the  potential,  as  shown  by  cni-ve  1,  Fig.  2,  must  sooner  or  later 
reach  a  maximum  and  then  fall  to  zero.  As  the  leakage  increases  the 
time  taken  to  reach  the  maximum  decreases.  The  maximum  is  reached 
in  I0'3a,  as  shown  by  curve  2,  Fig.  2,  when  there  is  a  fault  in  the 
middle  of  the  line  of  one-foiiri.h  the  resistance  of  the  latter ;  and  with  a 
fault  in  the  middle  of  infinitely  small  resistance,  the  maximum  is 
reached  in  6-6<>,  aa  shown  by  curve  3,  Fig.  2.  It  cannot  be  reached 
sooner  with  a  single  fault 

i.  In  condenser  working,  the  working  current  is  the  current  entering 
the  receiving  condenser — that  is,  the  rate  of  increasi'  of  ita  charge,  and 
therefore  proportional  to  the  rate  of  incresBe  of  the  potential  at  the 
insuUted  receiving  end  when  terminal  resistances  and  capacities  are 
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neglected.  The  arriTol-curve  of  the  currant  when  there  ia  no  fault  is 
shown  in  Fig.  3,  curve  1.  This  curve  was  given  by  Sir  W,  ThomsoQ  in 
1864,  not  however  in  connection  with  condenser  working  (for  that 
method  was  not  then  invented),  but  as  showing  the  current  at  the 
distant  end  produced  by  an  infinitely  short  contact  with  an  infinitely 
powerful  battery  at  the  beginning,  both  ends  being  kept  to  earth.  The 
current  reaches  a  sensible  proportion  of  its  mazimum  much  more 
rapidly  than  without  condensers.  It  reaches  its  maximum  in  3'93a, 
and  then  decreases. 

With  a  fault  of  infinitely  small  resistance  in  the  middle  of  the  line, 
other  things  being  the  same,  the  arrival-curve  of  the  currout  is  shown 
by  3,  Fig.  3.  It  reaches  -0061  of  its  maximum  in  '8a,  -0623  in  la,  and 
its  maximum  in  2'6a  nearly.  It  then  falls  to  zero,  which  it  reaches  in 
6'5a,  and  becomes  negative,  as  the  electricity  runs  back  to  escape 
through  the  fault  to  earth. 

Curve  2,  Fig.  3,  is  similar.  It  corresponds  to  the  fault  in  the  middle 
having  one-fourth  the  cable's  resistance.  The  maximum  is  reached  in 
3i6a,  and  zero  in  10-3a. 


fi.  The  influence  of  a  fault  on  the  amplitude  of  reversals  may  be 
readily  calculated.  In  the  first  place,  without  condensers.  Let  con- 
tacts, alternately  +  and  — ,  be  made  with  a  battery  at  the  beginning  of 
the  line,  while  the  distant  end  is  to  earth.  If  the  reversals  are 
sufficiency  rapid,  the  resulting  received  current  is  nearly  a  simple 
harmonic  function  of  the  time.  Let  e  be  the  capacity  and  k  the  resist- 
ance per  unit  of  length  of  cable  of  length  I,  having  a  fault  in  the  middle 
of  resistance  zkL    Also  let  r  be  the  period  of  a  wave,  or  the  time 
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occupied  by  a  pair  of  contacts.    Then  the  maximum  strength  F  of  the 
received-current  waves  is 

r=^.?5^(€-  +  €--2co8n)-»/€-  +  €-"  +  2co8n 
Id      IT  ^ 


•*-2r.<^"-*""-*-'^^^^>-*-8i^<^-^^""-2^^^^ 


-* 


/2B^ 
where  n  =  w ,  and  E  is  the  electromotive  force  of  the  battery.     Or, 

approximately, 

■A+_L+_LV' 


E 
Here  ^  is  the  current  that  would  be  produced  in  the  line  if  perfectly 

msulated,  and  permanent  contact  made  with  the  battery.      — —t,--* 

is  the  reversal-factor,  and  ( 1  +  -_  +  -_ .  , )     the  fault-factor.     Now,  if 

\      'Inz    Sn^Z'J 

Pq  is  the  greatest  current  possible  with  the  fault, 

E 


ro= 


"(■^4)' 


therafinre  ^  '°p*^('0> 

where  1  +  — 

iz 


and  ^ft)  is  the  reversal-factor.    =-  I'opi'esents  the  proportion  of  the 

mizimiim  received  current  which  is  arrived  at  by  the  reversals,  or,  for 
brevity,  tiie  proportional  amplitude.    If  ^  ==  ^, 

2 
P  = 


Let  n  s  10,   which  would  make  the  time  r  of  a  pair  of  contacts 
T= — -_  « l*347a,  where  a  is  the  unit  previously  used ;  then 


n' 


2 
p  =   .        =  1  '82  nearly. 

'^  7r22  ^ 

Thus  the  &ult  increases  the  proportional  amplitude  for  this  speed  82 
per  cent     If  ^"y^  &nd  n^  10,  then  p  is  rather  more  than  6 ;  and  a 
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fault  of  iniinitely  small  resistance  makes 

n 

"  =  72 

6.  Now  for  condenser  working.  Let  everything  be  the  same  as  in 
the  last  paragraph,  with  the  addition  of  a  condenser  of  capacity  r^d  at 
the  sending-end  and  another  of  capacity  r//  at  the  receiving-end,  r^  and 
r.^  being  extremely  small.     We  shall  now  have 

P^A'    I6W2 


t:    16y^V2     .       /.       1  1    \-i 


The  fault-factor  is  the  same  as  before ;  and  if  the  maximum  received 
current  possible  were  also  the  same  as  before,  we  should  arrive  at 
exactly  the  same  conclusions  as  regards  the  influence  of  the  fault  on  the 
proportional  amplitude  of  the  received  current.  But  the  comparison  is 
here  faulty,  since 


•'(•%') 


is  the  maximum  current  possible  with  both  ends  to  earth,  and  the  con- 
densers do  not  allow  the  received  current  to  reach  such  a  strength, 
except  in  the  imaginary  case  of  condensers  of  infinite  capacity ;  for  a 
condenser  of  infinite  capacity  is  mathematically  equivalent  to  a  conductor 
of  no  resistance  if  there  is  no  difference  of  potential  between  the  coatings 
to  start  with,  or  to  a  battery  of  no  resistance  and  electromotive  force  E 
if  there  is  a  difference  of  potentials  E,  But,  as  is  shown  later  on,  the 
maximum  strength  of  the  received  current  with  condensers  becomes 
proportional  to 

E 


<'^i) 


when  z  is  very  small ;  so  that  for  a  fault  of  small  resistance  the  same 
results  follow  as  before  for  its  effect  on  the  proportional  amplitude. 

7.  Since  the  proportional  amplitude  is  increased  by  the  fault  for  the 
same  speed,  a  higher  speed  is  obtained  with  the  same  proportional 
amplitude.  Thus,  with  the  ends  of  the  cable  to  earth,  as  in  paragraph 
5,  if ;?'!  is  the  value  of  n  when  there  is  no  fault,  then,  to  have  the  same 
proportional  amplitude  with  a  fault  of  resistance  zld  in  the  centre,  we 


must  increase  n  to  n^  so  that 


;tjC""i  =  ^^""s 


>^i 


Now  the  speed  is  inversely  proportional  to  t,  and  therefore  directly 
pro))ortional  to  n-  \  therefore  the  percentage  increase  in  the  speed  is 


ioog;-i). 
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Forni  =  8,  9,  and  10  we  shall  find  n2  =  9-7,  10*7,  and  11-7,  and  the 
increase  in  the  speed  47,  41,  and  37  per  cent.,  if  z-^^^y  which  would 

make  the  greatest  possible  received  current  — . 
For  a  fault  of  no  resistance,  z  =  0,  and 

With  ?^j  =  8,  9,  and  10  this  gives  n^=^lO%  11-3,  and  124;  and  the 
increase  in  the  speed  is  62,  57,  and  53  per  cent  These  values  of  7/^ 
namely  8,  9,  and  10,  are  chosen  on  account  of  their  nearness  to  the 
values  in  the  working  of  long  cables.  The  corresponding  values  of  r 
are  2-10,  1-66,  and  l-34a. 

8.  When  a  natural  fault,  or  local  defect  in  the  insulation  is  developed 
in  a  cable,  it  tends  to  get  worse — a  phenomenon,  it  may  be  observed, 
not  confined  to  cable-faults.  Under  the  action  of  the  current  the  fault 
is  increased  in  size  and  reduced  in  resistance,  and,  if  it  be  not  removed 
in  time,  ends  by  stopping  the  communication  entirely.  Hence  the 
directors  and  officials  of  submarine-cable  companies  do  not  look  upon 
faults  with  favour,  and  a  sharp  look-out  is  kept  by  the  fault-finders  for 
their  detection  and  subsequent  removal.  But  an  artificial  fault,  or  con- 
nection by  means  of  a  coil  of  fine  wire  between  the  conductor  and 
sheathing,  would  not  have  the  objectionable  features  of  a  natural  fault. 
If  properly  constructed  it  would  be  of  constant  resistance,  or  only  vary- 
ing with  the  temperature,  would  contain  no  electromotive  force  of 
pcMarization,  would  not  deteriorate,  and  would  considerably  accelerate 
the  speed  of  working.  The  best  position  for  a  single  fault  would  be 
the  centre  of  the  line ;  and  perhaps  ^  of  the  line's  resistance  would 
not  be  too  low  for  the  fault. 

9.  In  the  cable,  the  potential  r  at  any  point  .r  has  to  satisfy  the 
dififerential  equation 

rf^=^V "^ 

and  the  current  at  x  is 

^_l  dv 

^        I  cLr' 

The  particular  solutions  in  paragraphs  5  and  6  regarding  the  strength 
of  the  received  current  when  reversals  are  made  with  a  battery  at  the 
sending-end  are  derived  from  the  simple  harmonic  solution 

r  =  €»(^cos  +  ^sm)f  —  +  -,  )  +  <    '(A  cos-h  B  sm)r —  -—  ] 

of  the  above  equation  (1).  When  there  are  faults,  each  of  the  sections 
into  which  they  divide  the  cable  has  a  solution  of  the  above  form.  In 
the  case  of  a  single  fault,  there  are  four  conditions  (namely,  two  for  the 
fault  and  one  for  each  end  of  the  line)  which  suffice  to  determine  the 
eight  constants.  But  to  determine  the  maximum  strength  of  the 
received  current,  it  is  only  necessary  to  find  the  sum  of  the  squares  of 
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two  of  the  con8taiit&     This  shortens  the  labour,  which  is  again  greatly 
shortened  by  neglecting  c""  in  comparison  with  1. 

10.  The  calcmation  of  arrival-curves  demands  an  entirely  different 
method  of  proceeding.  The  general  problem  may  be  thus  stated. 
Given  a  cable  with  faults  in  it,  dso  the  connections  at  the  ends,  resist- 
ances, condensers,  etc.,  and  given  also  the  electrical  state  of  the  whole 
system  at  a  certain  time :  to  find  its  state  at  any  time  after,  the  system 
being  left  to  itself,  and  the  action  of  the  known  laws  r^ulating  the 
potential,  current,  etc.  In  Fig.  4  let  PQ  be  a  cable,  of  length  /,  resist- 
ance k,  and  electrostatic  capacity  c  per  unit  of  length.  Also,  let  the 
terminal  connections  be  as  shown,  viz.  at  the  beginning  P  a  resistance 
^  and  a  condenser  of  capacity  C^  shunted  by  a  resistance  S^^  with  a 
similar  arrangement  at  the  end  Q.  This  includes  the  cases  of  signalling 
either  with  or  without  condensers,  shunted  or  unshunted,  at  either  or 
both  ends.  Let  the  signalling  be  from  P  to  Q ;  then  J^  is  the  battery 
resistance,  and  R^  the  receiving-instrument's  resistance.  Let  the 
electromagnetic  capacity  of  the  latter  be  L.  Further,  let  there  be  n 
faults  of  resistances  Z^,  Z^  ...  at  distances  a;^  a^  ...  from  the  beginning 
P,  where  aj  =  0. 


5-^x 


Fia.  4. 


At  the  time  ^»0  let  the  potential  of  condenser  G^  be  V-^  and  V^  the 
potential  of  C^  Further,  let  V=f{x)  be  the  potential  of  the  line  when 
/  =  0.  Since  we  have  taken  into  account  the  magnetic  capacity  of  the 
receiving-instrument,  the  specification  of  the  initial  state  of  the  system 
is  not  complete  unless  we  know  the  current  in  R^  when  <  =  0.  Let  this 
be  G,  Then  we  want  to  know  v^  v^,  Vo^  and  g  at  time  <,  where  v,  V|,  v^ 
and  g  are  what  F,  Fj,  V^i  and  G  then  oecome. 

11.  Between  any  two  mults  let  the  initial  potential  be  expanded  in  a 
convergent  series  of  the  form 

2.4sin(^  +  6\ 

This  can  be  effected  in  an  infinite  number  of  ways.     Then 

S^sin^^-HfcVT, (2) 

where  T=^ckl\  satisfies  the  partial  differential  equation  (1),  and  will 
therefore  represent  the  potential  at  time  t  between  the  same  Umits,  pro- 
vided the  sets  of  constants  A,  a,  and  &  are  so  determined  as  to  make  (2) 
satisfy  the  conditions  imposed  by  the  presence  of  the  faults  and  tne 
terminal  connections.    This,  of  course,  can  be  done  only  in  one  way. 

At  each  of  the  faults  two  conditions  are  imposed.  First,  the  potential 
must  be  continuous  at  the  fault;  secondly,  the  current  in  the  line 
going  to  the  fault  on  the  left  side  exceeds  tiie  current  coming  from  the 
fault  on  the  right  side  by  the  current  in  the  fault  itself  from  the 
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conductor  to  earth;  and  the  latter  is,  by  Ohm's  law,  equal  to  the 
potential  of  the  line  at  the  fault  divided  by  the  resistance  oi  the  latter. 
Let  Fofei  ^  ^he  initial  potential  between  x  —  0  and  x  —  x^,  V^^  between 
x=r2%  and  x—o^  and  so  on.  Then  the  first  condition  is  satisfied  at  all 
the  uiults  if 


Vt^,  =2^  sin 


K?-*> 


(3) 


and  so  on.    The  second  condition  is  satisfied  at  all  the  faults  by  making 

Zjat      \  I         J 
C,=^Al  siu(^  +  b)+il  sin^^^-^), 


and  so  on,  where 


^1 


12.  The  terminal  arrangements  have  next  to  be  considered.     By  the 
theory  of  the  condenser,  at  the  beginning  P  we  have,  at  time  /, 

"S^"    ^'di"  R~'     k  dx 


Hence,  if 


we  have 


"^    kV 


fdv 
^1  =  ^-^^ 


dx 


(4) 


as  the  relation  between  the  potentials  of  (7^  and  the  beginning  of  the 
line,  and 


as  the  equation  to  be  satisfied  by  the  potential  at  a;s=0. 
At  the  end  Q  we  have 


(5) 


1  dv 


V, 


dvc 


k  dx    ^    Sj^dt 


vv,^gR,  +  L^J. 


(6) 
(7) 


^- 


r.-r-«/'-XS 

-          ^4.-       d^ 

"^  '''     ...(9) 


0=  'f  -<lfc.,  —  **  »^ 9J'J^,       ^l*^«L.r*^*/V^ 


ail  iL*!-  ^>ik-iid«jti  held  by  ibe  pote&tii]  at  /  ==*'.     In  (5>,  (8X  and  (9),  for 
—  ha»  beeo  snli^thiiteiJ  -    -^- 

1 3.  Nov  tb^  lav  of  formadoii  of  the  «'s  and  6*8  cam  be  found.  From 
^  =  0  to  /  =  y  . 

* 

and  from  the  last  faalt  at  y  =  ^.  to  y-  =  /, 

/  ,;  =  2..-f  sin  ( -    -t)-«--^sin-^^ — = — L'  +  SCsin  -^^ — =— *  +  ... 

W  /  / 

Inserting  the  first  of  these  in  (5)  and  the  second  in  (9),  and  then 
making  y  =  0  in  the  first  case  and  jt  =  /  in  the  second,  we  find 

^f^Jm,^n)a,^mN,r,af^ 

1  -  n^r^af 

«in(//i  +  /^)  +  9;  sinr/Yl  -"^W^J  sina/l  -^j+^7  sinaYl  -^j+... 

'  "  T^w?  • ^  ^ 

where  r/  =  _',        f/^  =  -^,        ^7  =    '  etc. 

Equations  (10)  and  (11)  serve  to  determine  the  a*8  and  6's. 

14.  Now  only  the  A'b  remain  to  be  found.  This  is  to  be  effected  b}' 
an  integration  along  the  line  from  j-  =  0  to  .t  =  /,  with  a  similar  process 
ttuplicd  at  /'  and  Q  to  the  potentials  of  Cj  and  C^  and  the  current  in  H^ 
Collecting  the  expressions  for  the  separate  divisions,  we  have,  from 
,/•  •  0  to  .r  =  ./-p 

r^,-.,i://,Hm(*'':  +  A,)=v^^/;,say; (12) 

fVoin  .»•*./' I  to  .*'  --./'y, 

/',,,,.- i:,-/, I Mn(Y +  ''<)+'/;  sin"f^J--'A^lA.M:,  say; (13) 
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from  x=:Zoto  :r  =  x^, 


+ 


=  2^Jtfr,8ay; (U) 

and  BO  on  to  the  end  of  the  line. 
At  the  beginning  P,  by  (4)  we  have 

r,  =  2^1  (sin  6,  ~  mjA,  cos  ft,)  =  2^jiV],  say (16) 

At  the  end  C»  ^7  (8)  we  have 

r«  =  2^,r i8in(a,  +  6,)  +  ^',  sinn/l  -^  j  +  ^i  sina/l  -^'j  +  ...  I 

(wV'< -«*?)] cos (a<  + 6,)  +  ^;  cosa/l  -^j  +  ^<*  cosa/l  -^j+  ...  I 

=  2^,i\r;,  say (16) 

Also,  let  F^==Gkl',  then  by  (6), 

Fa«2^<  X  -aJcos(at  +  bt)  +  qt  cosa/l  -^\  +  q'i  cosa/l  -^j  +  ...  I 

=  2^,iVr,  say (17) 

To  find  Ai,  the  tth  value  of  A.  Multiply  both  sides  of  each  one  of 
the  last  equations,  (1 2)  to  (1 7),  by  the  coefficient  of  At  in  that  particular 
equation;  e,g,  multiply  (12)  by  Mty  (13)  by  3/J',  and  so  on.  Next  inte- 
grate each  side  belonging  to  the  line  between  the  limits  for  which  it  is 
true.  Thus  (12)  from  a:  =  0  to  a;  =  a;p  etc.  Apply  a  similar  process  to 
^i>  ^2>  *^^  ^3  ^y  multiplying  them  by  r^l,  rj,  and  si  respectively. 
Finally  add  together  all  the  results,  right  and  left  sides  respectively, 
excepting  for  F^  which  must  be  subtracted,  and  then  equate  the  two 
sums.     The  result  is 

=  '^2  (  [^AMMrdx  +  ^A^M:M:idx  +  ^A,M:M;dx  +  . . .  +  Arf^lNlN', 

■¥A,rj,N:N;-A,dN:N;\ (18) 

It  will  be  found,  on  making  the  substitutions  in  (18)  of  the  ex- 
pressions for  the  3f' 8  and  i\Ps,  and  effecting  the  necessary  reductions, 
that  in  the  summation  on  the  right-hand  side  of  (18),  the  complete  co- 
efficient of  every  one  of  the  A'%  vanishes  identically,  by  reason  of 
equations  (10)  and  (11),  eaccept  for  Ai',  whence 

rV^M'Ax-[-  ^V..M:dx-[- ...  +  V^r^lN[-\-  V^t^N: -  V^lNl' 

A,^h —  In.^ : (19) 

yMl^x  +  yMPdx+...+r^lN:^-\-r^N:'^-8lN;;^ 

H.E.P. — ^VOL.  I.  F 
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This  comi^etes  the  solutioii ;  and  the  state  of  the  whole  system  is 
detemuDed  for  an  j  time  /. 

15.  When  the  initial  potmtials  F^,  etc,  of  the  line  in  the  different 

sections  are  given  explicitly  as  fimctions  of  a  the  snm  of  the  intends 
in  the  numerator  of  (19)  may  be  written 

rr^sin('^+^y^+rr,^*/,8in?^<:!^ 

There  is  a  great  simpliBcation  when  the  initial  state  of  the  system  is, 
not  arbitrary,  bnt  such  as  would  be  Bnally  produced  by  a  constant 
electromotive  force  E  acting  at  P  (Fig.  4).  Then  the  complete  numer- 
ator of  n9)  reduces  to 

El  cosbf 

for  any  number  of  faults  and  for  all  the  terminal  arrangements  that  can 
be  made  out  of  those  shown  in  Fig.  4.  The  denominator  of  (19)  is  a 
function  of  (/,  and  hf.    Thus 

^*-^jf^, (20) 

16.  There  is  no  difficulty  in  finding  formulae  from  the  preceding 
results  which  will  correspond  to  any  particular  example  considered. 
Such  formulae,  however,  have,  save  to  the  mathematically  curious,  little 
value  or  interest  unless  they  are  interpreted  numerically.  Even  then 
the  labour  involved  is,  save  in  special  cases,  out  of  proportion  to  the 
derived  benefit  I  shall  confine  myself  to  the  simple  cases  of  direct 
working  without  condensers,  and  with  condensers,  with  a  single  fault  in 
the  centre  of  the  line. 

Suppose  the  signalling  is  made  by  means  of  a  battery  at  F  and  a 
receiving  instrument  at  Q,  both  of  negligible  resistance,  and  to  earth 
direct     Then 

Let  there  be  a  single  fault  of  resistance  zkl  at  the  centre  of  the  line. 
Then 

tan  6  =  0, 

sma  +  —  sin^- =0, 
za        2 

by  (10)  and  (11).     The  latter  splits  up  into 

8m?  =  0andUn?=-2^ (21) 

Therefore,  when  t  is  even,  a,  =  tV ;  and  when  t  is  odd,  a,  lies  between  iir 
and  (t  +  l)ir.     The  denominator  of  (19)  is 
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Therefore,  by  (20),  ^,=      -^i-   . 

•^  ^     '  a,-8ina, 

Hence  the  potential  v  at  time  t  after  the  electromotive  force  E  which 
produced  the  initial  state  is  removed  is,  from  r  =  0  to  .r  =   , 

.  ax 
sin  -.-       ^ 

v  =  2E^ 4-€""7  ; (22) 

a  -  sin  a 

and  from  r  =  -tox  =  l, 

.ax  .  a    ,      /x     l\ 

sin-^      gn  sin  s  sm  a  I  ;  -  Q  j    *^ 

V  =  2E1 A-c"  '  +  2ir2 — f  li—lic""  ^ 

a  -  sm  a  sw        a  -  sm  a 

which  may  be  transformed  into 

OLrv«  — cos  tir     .     ax'  ~  /OQ\ 

r=2Ez s — sin-j-€   »* (23) 

a  -  sm  a         / 

(where  ac'  =  Z  -  ir)  by  making  use  of  (21 ). 
Let  r  be  the  current  at  Q.    Then 

Ti       2i^_--C0StTr   _H^ 

A:/    ,  _sina 
a 

If  r^  is  the  initial  current, 

E 


ro= 


K'^^)' 


^,         -  r       1  +  4^:^^  -  cos  tTT  _^  .^/v 

therefore  fr  =  — o — S . — €   ',  (24) 

Fq        2^?      ,  _^  sin  a  ' 

a 
from  which  the  arrival-curve  of  the  current  may  be  calculated;  for 

r 

1  -  ^  is  the  proportion  of  the  final  current  received  at  Q  at  time  t  after 

0 

contact  has  been  made  with  the  battery  at  P. 

17.  The  most  easily  calculated  cases  are  2;  =  oo  and  ^  =  0.     When 
z  =  00  there  is  no  fault,  a^  =  tV,  (22)  and  (23)  both  become 


and  (24)  becomes 


^    2Ey^l.i7rx.'^ 

IT     1 1  / 


±-  =  2r'-cosi7r€-"r (25) 

^0 


84  ELKCTRICAL  PAPERS. 

This  equation  (25)  corresponds  to  curve  1,  Fig.  1  (p.  62),  and  is  well 
known. 

To  find  the  limiting  form  of  the  arrival-curve  when  z^O,  By  (23), 
when  z  is  finite, 

t7=2iir2»- : 8in-r-€      *•, 

a  -  sm  a         / 
from  a^  =  0  to  ic'  =  .     The  initial  potential  v^  between  the  same  limits  is 

Therefore  -  =-,  —^ — ^ ; —  sin-=-<   ' (26) 

Vq    X      2z      a-Bina        I  ^     ' 

The  (2t  -  l)th  and  2tth  terms  are 

/   l  +  Azr^~T~^     '         I      •  2iiraf  J^\ 

-J   — S V 1 ;r.     MJi — f     €      ^    h 

X      2z    ^a«_i  -  sm  a«_i      2tir  /  / 

where  0^-1  lies  between  {2i-])w  and  2iir,  and  ultimately  becomes  2tir 
when  z  is  indefinitely  reduced,  so  that  the  last  expression  takes  the  form 

-.     Evaluating  in  the  usual  manner,  remembering  that 


tan^ 


z=  - 


the  (2t  -  l)th  and  2ith  terms  become 

0/      2t^     iijrlt   .  2tirar'\ 
-  2 1  cos    . — sm 1 

Consequently  (26)  becomes,  when  «  =  0, 


__  =  22  (  — ~- sm — J— -cos — r— |c    '  . 


«^o 


Now,  when  x  is  indefinitely  reduced,  -  is  the  same  as  «^  ;  therefore, 
when  af^Oj 

r=v.{(i^^,}r^ (27) 

From  (27),  curve  3,  Fig.  1,  is  calculated.  The  intermediate  curve  2, 
Fig.  I,  for  which  «  =  J,  is  calculated  from  equation  (24).  It  is  necessary 
in  this  instance  to  first  find  the  odd  a's  from  the  second  equation  (21) 
and  Tables. 

18.  Now  for  working  with  condensers  at  both  ends.     Let 

71*1  =  0,  f7»2«0,  »h  =  «>,  ^2=00, 
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and  let  n  and  r,  be  both  very  smalL    At  time  i  after  the  introduction 
of  E  at  P^  the  potential  of  the  line  is 

can 

r  =  2£r,2 4— c'^^ (28) 

1  -1-^^^ 
a 


froma;  =  0  to  «=x,  and 


ax 

cos  tir  COS-p     ^ 

t;  =  2^r,2 . — Lr' (29) 


fromar'ssO  toa^  =  ^,  where  a;'  =  /-a;. 
The  a's  are  the  positive  roots  of 


sinrt-I  cos2^  =  0: (30) 

or  cos--  =  0,       tan^=--, 

2      '  2     2«a' 

2^:/  being  the  resistance  of  the  fault  in  the  centre. 

The  current  T  arriving  at  a;  =  /  is  F  =  r,c/^ ;  that  is, 

r    2E^^y.-a^  coBiiT'^  ,oi\ 

«^*    l+gj£f       ^    ^ 

a 

When  there  is  no  fault,  ««qo  ,  a^siir,  and  equations  (28)  and  (29)  both 
become 

v^Er^  +  2Er^T'  co^t'-r (32) 


Here  Er^  is  placed  outside  the  S,  because  a^^O,  and  the  value  of 

, —  is  1  for  On  and  1  for  the  rest    The  current  leaving  a;  =  0  is 

,    sin  rt,  " 

i  +        ■ 

-r,d|;  or 

r^^^r.Vr-iV-F;  (33) 

and  the  current  arriving  at  a;  =  /  is 

r^^^rif^ir^r'-i-^costVr^ (34) 

19.  To  find  the  limiting  forms  of  the  solutions  when  2  =  0.     In  equa- 
tion (29),  when  i  is  odd,  Oi'^iiCy  and  when  i  is  even,  including  0,  and  z 
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finite,  tti  lies  between  iir  and  (t+l)^,  and  ultimately  becomes  (i  +  l)?r 
when  z  =  0.    The  2ith  and  (2i  +  l)th  terms  in  (29)  are 

E-J  '""f  r'^-c<H.(2*VK-^^ (35) 

h+?lp  '  J      . 

This  vanishes  when  «  =  0,  and  (29)  takes  the  form 

t;  =  0  +  0  +  0+..., 

each  0  representing  a  pair  of  terms.     Now,  when  z  is  infinitely  small 

rt«  =  (l-45)(2t+l)7r, 

by  (30).     Expasding  (35)  in  powers  of  «,  neglecting  squares,  etc.,  it 
becomes 

OP         .    fx'    .  cw/     1       ax'  ,  2ai       ajif\  -^ 

where  a  stands  for  (2t+  l)7r.    The  same  result  is  reached  by  finding  the 
limiting  ratio  of  the  expression  (35)  to  z  when  a^  =  (2i-\-\)ir,  making 

1      .a 
«  =      cot  - , 
2a       2' 

and  multiplying  the  result  by  z.     Hence  (29)  finally  becomes 

oET     v«r4aa;'    .  oaf  ,  f%aH     A      ax'\  -?  /o/.\ 

t;  =  2i:ri5f2*|—   sm-^+ (^-^ -4jcos^|<  r, (36) 

where  a,  =  (2t+  l)7r. 
The  potential  v^  of  the  receiving  condenser  is 

.,  =  16^.,.r{(?i±iZl!'-^}r^; (37) 

and  the  current  F  entering  the  receiving  condenser  is 

r=l|^r,vr:{-(?i±^^|(2i+i)V^}c-^. (;^8) 

Curve  3,  Fig.  2,  is  calculated  from  ^37),  and  curve  3,  Fig.  3,  from 
(38);  curve  2,  Fig.  2,  from  (29),  makmg  a;'  =  0;  and  curve  2,  Fie.  3, 
from  (31).     In  the  last  two  z-\^  and  the  even  a's  are  found  by  Tables. 

20.  The  two  important  solutions  .  . 

and  (;  =  i;?!  +  2i;ri2  cos*-^r^, (40) 

where,  in  (39),  v  is  the  potential  at  x  at  time  t  after  the  introduction  of 
^  at  a;  =  0,  both  ends  being  to  earth,  and  in  (40)  v  is  the  same  when  con 
densers  of  very  small  capacities  r^d  and  r^d  are  interposed  at  the  ends, 
there  being  no  fault,  may  be  Doth  deduced  from  the  corresponding 
formula  when  the  condensers  are  of  finite  capacity.  Suppose  initially 
the  condenser  at  a; »  0  to  be  charged  to  potential  E,  and  the  potential  of 
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the  line  and  the  condenser  at  a:  =  /  to  he  zero,  with  no  impressed  electro- 
motive force  in  the  system.     Then  at  time  t  the  solution  is 

t?  =  2^  sinT^  +  ftjc"^, 
where  tan6= ,        tan(a  +  M=— , 

and  therefore  tan  a  =  ^i-^V^ (41) 

r^r^a^  - 1 

Also 

J  >'i«  Jo  '^  *         / *•# 

r{a*      Jo       \i       /  riar 

The  result  is 

.    ax         ax. 
„  r.a  sin  -.-  -  cos-, 

v^Y^^^^^2E^—, L^ L^c   ^ (42) 


1+1(1 +r?a«)(l+_!v,) 
V  \       l+r|aV 


where  the  constant  term  arises  from  the  zero  root  of  (41).  Now,  when 
ri  =  rj  =  0,  the  other  +  roots  of  (41)  are  ir,  2jr,  Sir,  ...  ;  and  (42)  then 
hiecomes  the  same  as  (40).  But  when  r^  =  r,  =  oo  ,  the  roots  are  the 
same  with  the  addition  of  a  second  zero  root.  In  the  general  term  of 
(42)  make 

1  +  cos  a 


*^i  ~  ^2  — mr~r» 


a  sma 
which  follows  from  (41);  and  find  the  limit  when  a  =  0.     The  result  is 

Ei 


Krf> 


This,  added  to  -,  what  the  constant  term  in   (42)  becomes  when 
rj  =  r2  =  oo,  makes 

which  is  the  constant  term  in  (39).     The  remainder  of  (39)  is  immedi- 
ately deducible  from  (42)  by  making  r^  =  rg  =  oo . 

21.  The  solution  (40)  for  the  potential  in  condenser  working  could 
be  deduced  from  that  for  the  current  in  working  without  condensers. 
For,  in  the  latter  case,  the  final  result  of  the  introduction  of  an  electro- 
motive force  at  x  =  0  is  a  current  in  the  line  of  the  same  strength  every- 
where, and  t^^O  at  a;=0  and  x  =  l;  and  in  the  former  the  final  result  is 

that  the  potential  of  the  line  is  the  same  everywhere,  and  ^^  =  0  at  x  =  0 

ax 

and  z  =  L     Both  the  current  and  the  potential  must  satisfy  the  same 

partial  differential  equation.     Hence  the  current  in  the  latter  case  at  x 
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e  in  the  Bune  manner  as  the  potential  in  the  former. 

'  =  h{'+^--7''"} <"' 

ir  the  current  in  working  without  condengers,  where 
form  curreut.     In  the  con  dense  r-pruhlem  the  final  uni- 

i  ■*^=AVp  substituting  which  for  f  in  (43),  and 

!<,  equation  (40)  results  witliout  a  separate  investiga- 
very  remarkable  that  (40)  and  (+3}  arc  capable  of 
entirely  different  form,  leading  to  the  identity 

^.-Scos^Z^  +  e-^cos^-^  +  r^ccs^^...), 

B  current  as  given  by  (43)  is  zero  everywhere,  except 
is  infinite;  and  in  (40)  the  potential  is  zero  every- 
except  at  .r  ^  0,  where  it  is  infinite.    These  impossible 
se  from  the  neglect  of  the  battery-resistance  in  the  one, 
r's  capacity  in  the  other  instance.     All  mathematical 

1  arise  in  extreme  cases.    If  ]}  is  the  battery- resistance. 
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Taking  a  simple  example,  let  the  line  be  to  earth  direct  at  or  =  0,  and 
to  earth  through  a  coil  of  resistance  mkl  and  electromagnetic  capacity  L 
2XZ  —  L     Also  let  there  be  initially  a  potential  distribution 

in  the  line,  and  a  current 

E 


yW(l+m) 

through  the  whole  circuit.     This  state  would  be  produced  finally  by  E 
at  a;  =  0.     At  a;  =  0,  t?  =  0,  and  at  a;  =  Z, 


At  time  /, 


0  =  .  +  »A%spf-?. 
ax        (Lr 


V 


where  the  a's  are  the  +  roots,  including  imaginary  roots  with  +  real 

parts,  of 

tan  a  ., 

=  ^jfi  +  sa-, 

a 
and 

El 

a  'IE 


A^ 


[W^iaj-s/a^cos^a    a(l  -  ^-^^^  ^'^- 2m  cos^a) 
For  simplicity,  put  m  =  0,  then 


sm-^€   r^ (44^ 


^A     3sin2a\         / 


where  =sa? (45) 

a 

When  8  is  large,  there  is  no  trouble  with  imaginary  roots.     There  is 
a  root  of  (45)  a  little  above  zero,  another  a  little  under  ^  ;  and  the  rest 

are  nearly  ~,  -s->  •••     Hence,  when  s  is  large,  (45)  becomes 

l=sa2 
to  determine  the  lowest  root,  or 

o   1    r.iw 

s       L 
Therefore  (44)  is  nearly  the  same  as 

Ex-^^^    2E       ;   (t  -  i)jrx -'-'-^ 
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and  the  current  nearly  the  same  as 

_E  -^ 

This  case  corresponds  to  a  short  land-line,  the  self-induction  of  the 
receiving  instrument  causing  greatly  more  retardation  than  the  electro- 
static capacity  of  the  line.  The  current  at  a;  =  /  is  always  -t- .  At  a;  =  0 
it  is  first  -  for  a  very  short  time,  and  thereafter  -H .  £zcept  at  first, 
the  current  is  of  the  same  strength  throughout  the  circuit.    Of  the  line's 

initial  charge  of  potential  ^(1  -  ?\  a  portion  of  potential  E  constant 

everywhere  discharges  quickly,  nearly  as  if  the  line  were  insulated  at 

Ex 
X  =  /.    The  other  part  of  potential  -  -     disappears  exactly  as  the  current 

decays,  after  the  first  moment.  Or,  more  simply,  the  inertia  of  the 
current  in  the  electromagnet  causes  the  current  at  x  =  /  at  any  time  to 
be  stronger  than  it  would  have  been  without  self-induction,  in  which 
case  the  current  would  be  simply  due  to  the  line's  charge.  This  charge, 
therefore,  cannot  supply  enough  electricity  for  the  current;  and  the  line 
becomes  negatively  charged,  first  at  the  end  x  =  l,  and  s^rwards  all 
along.  When  this  has  happened  the  line-current  is  constant  every- 
where, and  the  -  charge  and  +  current  die  away  uniformly. 

As  s  decreases,  the  two  roots  of  (45)  lying  between  0  and  -  approach 

each  other.  When  s  reaches  1*47,  they  both  become  =  1*1396,  and 
simultaneously 

,  _  3  sin  2a 

so  that  in  the  solution  (44)  the  first  term  becomes  -  oo ,  the  second 
+  cx) ,  their  sum  remaining  finite.  As  8  sinks  below  1  '47,  the  pair  of 
roots  become  imaginary,  and  the  first  two  terms  of  (44)  may  be  put  in 
a  rather  complicated  mixed  real  form,  indicating  oscillations.  When  s 
reaches  zero,  the  cable  discharges  in  the  ordinary  way. 

From  (44)  it  follows  that  the  potential  at  time  t  after  introducing  an 
electromotive  force  JF  at  a;  =  0  is 

v^E(l-'0-:i^^ |£__sin^€"T (46) 

V       //         J^     3sm2tf\       /  ^     ^ 

The  electromagnet  is  here  at  x  =  L  Suppose  now  it  is  transferred  to 
x-0,  other  things  being  the  same ;  then  instead  of  (46)  we  shall  have 

t'  =  j&(  1  -y  I  -f-2— ^    i    ^  ^   smai  1  -7  )€  r (47) 

^  A  2a     ) 

£xcept  when  s  -  0,  the  permanent  state  of  charge  is  arrived  at  in  an 
entirely  different  manner  in  the  two  cases,  v  in  (46)  is  generally 
greater  than  v  in  (47)  at  any  time.    In  the  extreme,  when  s  is  large,  the 
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potential  of  the  line  according  to  (46)  becomes  nearly  E  everywhere, 
and  afterwards  settles  down  to  J^H  -  ^\  thus, 

whereas  according  to  (47)  it  rises,  thus 

t;=^A-?Vi-r^')  +  .... 

In  spite,  however,  of  this  great  difference  in  the  phenomena  of  the 
charge,  the  current  ht  x  =  l  rises  in  precisely  the  same  manner  in  both 
instances,  as  will  be  seen  on  differentiating  (46)  and  (47),  and  making 
X  =  1. 

23.  In  the  following  example  we  have  to  deal  with  a  single  imagin- 

Ex 
ary  root.     Suppose  the  line  is  initially  charged  to  potential  -  -,  that  the 

end  X  =  0  is  to  earth,  and  that  the  current  entering  the  cable  &t  x  =  l 
after  /  =  0  is  simply  proportional  to  the  potential  there  at  any  moment. 

That  is,  t;  =  0  at  ic  =  0,  and  v  =  mJ^  at  «  =  /,  where  m  is  a  +  constant. 

dx 

At  time  t  the  solution  is 

y^2E(in  -  I)  cos  a   .  tix -^  /.o\ 

a{l-m  coQ^a)         I  ^ 

where  tan  a  =■  ma. 

There  is  one  particular  case  where  the  potential  remains  unchanged, 
viz.  when  m  ^  1.  All  terms  in  the  expression  for  v  in  (48)  vanish  except 
the  first,  for  which  a  =  0.     The  limiting  value  of 

fir 

2^(sin  a-a  cos  a)  sinV 
J    .   ax  I 

A  Sm  -Y  =    ; = ; — — 

/  a{a  -  i  sm  2a) 

Ex 
when  a  ==  0  is  -p ;  so  that  (48)  is  simply 

Ex 
.  =  _. 

when  ms  1.     If  m  is  greater  than  1,  r  ultimately  vanishes ;  but  if  m  is 
less  than  1,  an  imaginary  root  a«7^/-  1,  where  n  is  the  +  root  of 

€*  +  € " 

comes  into  operation.     The  first  term  of  (48)  then  increases  with  t 
without  limit,  the  rest  ultimately  vanishing. 

24.  In  general,  the  conditions  imposed  at  the  ends  of  a  cable,  when 
there  are  no  impressed  electromotive  forces,  are  of  the  following 
fomi : — 

Ata;  =  0,  0  =  f;  +  mii^  +  r/i/J^+...;    (49) 
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ata;  =  /,  0  =  i' +  n,  4^  +  n  J2^% (50) 

Here  tti^,  ...»  n,,  ...,  are  constants,  and  v  is  the  potential  at  any  time. 

Supposing  tnere  are  no  intermediate  conditions,  there  is  a  single 
solution  of  the  form 

v^-ZA  sin(^  +  6)€"?    (51) 

provided  that  the  right-hand  side  of  (51)  can  he  made  to  satisfy  (49)  and 
(50),  and  to  equal  f(x),  an  arbitrary  function  ofx  when  /  =  0. 
It  follows  from  (49)  and  (50)  that 

tan6=.-.^^"^f-^^^f-"-,    (52) 

1 -Wja^  +  m^a*- ... 

tan  (a  +  6)  =  -  -^— -A^ ;  (53) 

and  from  these  tan  a  can  be  expressed  similarly,  say 

tana=  ^h^'Kf^Kf'-. (54) 

and  the  a's  required  are  the    +    roots,  real  and  imaginary,  of  this 
equation. 


Let  u  =  I  f  sin  f^^  +  h^  sin  (^  +  b^dx, 


where  a^  6,,  a^,  b^  are  any  two  pairs  of  values  of  a  and  b.     Then,  by 
integration, 

^ ^  pa,    ^^3 (^ _^  j^ J  ^^3  (    _^ ^    rtjmK +  6^) ^ tan  (a, +^,)| 

-  41^^  COS  6,  COS  6J^^- ^5^4  (56) 

Substituting  in  (55)  the  values  of  tan  (a  +  5)  and  tan  b  from  (53)  and 
(52),  the  bracketed  quantities  are  always  divisible  by  of — o^,  and  u  is 
expressible  as 

u  =  r^<f>^(a^,  Wi(«2,  ^2)  +  ^2*2K  ^)<^2K  y +  ••• ; (66) 

i.e.  in  the  form  of  the  sum  of  a  number  of  products,  each  being  a 
function  of  a^  and  b^  multiplied  by  the  same  function  of  a,  and  b^  and 
by  a  constant  r. 
Then  assuming 

E^  =  2^<^i(a,  &),        i^a  =  2^<^2(<^,  h)  .,., 
it  follows  that 

H/(x)  sin  (^  +  b)dx  -  r,E,<f>,(a,  b)  -  r^2<^a(«*  ^) "  ... 

^  =  T7l ^^ ^ •  -  (^^) 

J£sin2(^  +  6)(£x.ri{<^,(a,  b)}^ - r,{<l>,{a,  6)^-  ... 

When  there  are  intermediate  conditions,  producing  discontinuity  in 
V  or  -^,  etc.,  at  certain  points  2^,  a^,  etc.,  each  section  must  have  its  own 

CvX 


1        »'       •'*2» 


^9        >>       ^3* 
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series  of  the  fonn  (51).  The  a's  are  the  same  for  every  section,  being 
determined  by  the  resultant  of  all  the  conditions.  The  A*b  and  6's  are 
different  for  each  section.     Thus 

f(x)  =  2^  sin  (-y  +  b\  from  x=^0  to  x  =  x^, 
=  :i^'  sin  (^  +  b'\      „       X 

=  2A"Bm(^  +  b"\      „ 

The  intermediate  conditions  enable  A\  b\  A",  h'\  ...  to  be  expressed  in 
terms  of  A^  a,  and  h.    If 

«'  =  Jpsin('i£  +  ^)  %m{^^^-h^dx 

+  p^'^  sin {^^  +  6'i)  sin ( Y  +  h'^dx  + . . ., 

then  u'  may,  as  before  in  the  case  of  i/,  be  put  in  the  form  (56),  and  the 
value  of  A  follows : — 

]  (/(a:)sinf ^  +  h\ix  +  \ P^/Wsinf^  +  h^dx  +  . . .  -  "LErit^ia,  b) 

A  =  ih 11 i th£ 11_Z .  (58) 

irsin2(*'  +  6yx+  ^psin^^^  +  ^'V^yrf-r     ...  -  lV{<^(rt,  6)}2 

The  arbitrary  quantities  JF^  E^  ...  in  (57)  and  (58),  or  rather,  as 
manv  of  them  as  turn  out  to  be  independent,  are  easily  found  to  depend 
on  the  initial  electromotive  forces  residing  in  those  parts  of  the  system 
in  connection  with  the  cable,  either  at  the  ends  or  intermediate,  which 
influence  v  at  time  t  independently  of  its  value  f(x)  when  /  =  0. 

It,  for  example,  we  join  two  points  2^  and  x^  through  a  coO,  its  self- 
induction  will  introduce  one  E ;  and  if  this  coil  have  a  closed  circuit 
near  it,  a  second  independent  E  will  be  introduced. 

25.  Considering  the  line  as  of  infinite  length  both  ways,  it  will  be 
found  that  if 

v^f{x)  =  YABm(^  +  b\  (59) 

where  the  a's  are  determined  from 

tana=^Y->fV^f--,  (60) 

then  will  v  satisfy  the  differential  equation 

=  (l-A,/^+V«^,-.A/^^+...)/(.-0  ...  (61) 
everywhere,  thus  expressing  the  relation  between  the  values  of  f{x)  at 
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any  two  points  separated  by  a  distance  21,    Or,  which  is  the  same  thing, 

«=<>*»'£^*»''£^ <«2) 


where  ^j  =  1  +  h^, 

'a  —  .  Q  +  To  ^  '*2  "^  "SJ 


|3     [2 


In  the  particular  case  h^  =  0,  h^  =  0,  ...,  equation  (61)  reduces  to 

f{x  +  l)^/(x-l), (63) 

which  simply  expresses  that  f(x)  is  periodic,  repeating  itself  at  inter- 
vals 2/. 

Starting  from  this  equation,  or  an  equivalent  one,  Mr.  O'Kinealy 
(PhU.  Mag,y  August  1874)  proves  Fourier's  theorem  for  periodic  func- 
tions; that  is,  solving  the  linear  equation  (63),  its  solution  is  found  to  be 

f{x)=^^ABin(i!^  +  b\ (64) 

Hence  it  is  concluded  that  an  arbitrary  function  f(x)  may  be  expanded 
in  such  a  series  as  the  right-hand  side  of  (64),  though  this  proof  of  the 
possibility  does  not  tell  us  how  to  do  it.  Mr.  O'Eanealy,  however,  com- 
pletes the  solution  in  the  usual  way,  leading  to 

irrXy 

COB--T-dX 


•^(^)  "  2/J  '^^^^^^  +  7^  cos  ?^j  f{x)  cos  -^ 


1            virx  I                  iinK 
-»--2  8in-pl  /(ir)  sin -y-^fo;.  (65) 

V  'Jo  ' 

Similarly,  if  we  start  from  equation  (61),  which  is  linear,  with  con- 
stant coefficients,  and  includes  the  above  case,  we  may  easily  prove  that 
its  solution  is  (59),  with  the  condition  that  the  a's  therein  are  the  + 
roots,  real  and  imaginary,  of  (60),  the  A's  and  5's  being  undetermined. 
Or  we  may  get  the  same  result  from  (62),  the  a's  being  now  found  from 

0:=k^a-k^a^  +  k^a^'' (66) 

It  will  be  observed  that  (60)  or  (66)  have  numerically  equal  +  and  - 
roots,  each  pair  of  which  go  to  a  single  term  of  (59). 

Here  again  the  proof,  if  it  may  be  now  called  a  proof,  gives  us  no 
information  as  to  how  to  find  the  coefficients  settling  the  amplitudes ; 
and  even  the  phases  are  undefined  without  further  knowledge.  But  in 
working  out  practical  problems  requiring  arbitrary  functions  to  satisfy 
certain  conditions  when  expanded  in  a  harmonic  series,  the  physical 
nature  of  a  particular  problem  will  usually  suggest,  step  by  step,  the 
necessary  procedure  to  render  the  solution  complete,  as  in  the  last  para- 
graph 24 ;  and  the  completion  of  a  solution  is  of  far  greater  importance 
than  any  proof  that  the  solution  is  possible. 
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With  respect  to  the  periodic  series  (65),  it  is  only  applicable  to  a  cable 
when  the  ends  are  joined  so  as  to  make  a  closed  circuit,  changing  21 
into  / ;  and  there  must  be  no  external  electrical  connections  with  the 
cabla  If  there  are  connections  at  a  point,  or  at  several  points,  even 
without  interrupting  the  continuity  of  the  cable,  although  the  potential 
of  the  cable  will  now  repeat  itself  every  time  x  is  increased  by  /  or  2/, 
etc.,  yet  the  periodic  form  (65)  will  obviously  not  be  suitable.  The 
proper  series  are  of  course  more  general,  and  pass  into  the  form  (65)  in 
limiting  cases. 


XVIL— ON  ELECTROMAGNETS,  etc. 

[J<nir,  Soc.  Tel.  AVw/.,  1878,  vol.  vii.,  p.  303.] 

1.  The  following  investigations  have  reference  to  the  magnetic 
induction  of  electromagnets  and  suspended  iron  wires,  especially  as 
regards  its  influence  on  the  speed  of  working.  The  resistance  of 
electromagnets  to  obtain  the  greatest  magnetic  force  from  reversals  is 
also  considered,  as  well  as  other  matters  which  may  be  useful  to  the 
members  of  the  Society. 

2.  Suppose  we  have  a  circuit  containing  a  battery  and  an  electro- 
magnet, and  that  a  constant  current  is  flowing  through  the  circuit, 
which  is  so  far  removed  from  other  circuits,  etc.,  that  there  is  no 
appreciable  induction  between  them.  If  the  electromotive  force  is 
removed  without  breaking  the  circuit,  say  by  shunting  the  battery,  or  if 
a  new  circuit  is  made  containing  the  electromagnet,  the  current,  which 
has  now  no  impressed  electromotive  force  to  support  it,  nevertheless 
does  not  cease  immediately,  but  continues  to  flow  in  the  same  direction 
with  continuously  decreasing  strength,  until  it  is  stopped  by  the  resist- 
ance of  the  circuit.  We  may  compare  the  electric  current  under  these 
circumstances  to  a  material  current,  as  of  water  flowing  through  a  pipe. 
If  it  be  set  in  motion  by  external  force,  and  the  latter  be  then  removed, 
the  water  will  continue  to  flow  until  it  is  stopped  by  frictional  resist- 
ance. There  is  an  exact  analogy  if  we  suppose  that  the  water  meets 
with  a  resistance  exactly  proportional  to  its  velocity.  Suppose  the 
pipe  to  be  of  unit  section,  M  the  whole  mass  of  water  in  the  pipe,  and  v 
its  velocity,  at  any  time  t.  Its  momentum  is  Mv.  Let  the  whole 
fictional  resistance,  which  is  a  force  acting  against  the  stream,  be  Bv, 
proportional  to  the  velocity.  Then  the  equation  of  motion,  when 
external  force  is  removed,  is 

(it 

whence  v=V€  ^ ; 

which  gives  the  velocity  v,  at  time  /,  compared  with  F,  the  starting 
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velocity.     The  total  quantity  that  flows  past  every  section  of  the  pipe 
isMF/Il. 

3.  In  the  electric  circuit  the  electromotive  force  arising  from  magnetic 
induction  is  proportional  to  the  rate  of  decrease  of  the  current,  and  to  a 
constant  depending  on  the  form  and  position  of  the  coils,  cores,  etc  If 
y  is  the  current  at  time  t,  and  L  the  coefficient  of  self-induction  or 
electromagnetic  capacity  of  the  circuit,  and  B  its  resistance,  the  equa- 
tion of  electromotive  force  is 


dy 
Therefore  the  current  at  time  t  is 


i--"^- 


'  L  _ 


where  F  is  the  initial  current ;  and  the  integral  extra-current  Qy  or  the 
amount  of  electricity  that  flows  in  the  circuit  after  the  electromotive 
force  that  produced  the  current  in  the  first  place  is  removed,  is 

These  equations  are  exactly  similar  to  those  used  in  the  waterpipe 
analogy.  LV  is  the  electromagnetic  momentum  of  the  circuit  contain- 
ing the  current  F,  corresponding  to  MV^  the  momentum  of  the  water. 
Also  ^MF^  is  the  kinetic  energy  of  the  fluid,  and  ^LT^  the  electro- 
kinetic  energy  of  the  current,  which,  however,  does  not  reside  merely 
in  the  wire,  as  the  kinetic  energy  of  the  water  is  confined  in  the  pipe, 
hut  in  the  surrounding  space  as  well.  The  fluid  hy  friction  produces 
an  amount  of  heat  =  ^MV^  before  it  is  brought  to  rest,  and  the  electric 
current  produces  an  amount  of  heat==^ZF^  in  the  wire  before  it  ceases. 
For,  by  Joule's  law,  the  rate  of  generation  of  heat  is  Ry^,  therefore  the 
whole  amount  is 

F2r^~f//  =  iZF2. 


rByW=^B[ 
Jo  Jo 


The  analogy  between  the  electric  current  and  the  flow  of  a  material 
fluid,  which  is  a  very  useful  one,  may  be  carried  much  further  if 
required.  As  an  example,  if  a  pipe  containing  water  connect  two 
reservoirs  of  limited  capacity,  and  a  difierence  of  pressure  be  established 
between  them,  a  state  of  equilibrium  will  be  arrived  at  through  a  series 
of  oscillations  of  the  water  through  the  pipe.  The  first  current  from 
the  higher  level  to  the  lower  will  not  cease  when  the  levels  are  equal- 
ized, for  the  water  in  the  pipe  must  keep  moving  on  till  its  momentum 
is  destroyed,  partly  by  frictional  resistance  and  partly  by  the  excess  of 
pressure  produced  in  the  reservoir  to  which  the  water  flows.  This  excess 
of  pressure  causes  a  reverse  current  to  set  in,  and  the  process  is  repeated 
forwards  and  backwards  until  all  the  potential  energy  due  to  the 
original  difierence  of  level  is  used  up,  a  portion  being  converted  into 
the  kinetic  energy  of  heat  during  each  oscillation,  the  kinetic  energy  of 
the  moving  water  being  its  intermediate  form.  An  exactly  parallel 
case  is  produced  by  charging  a  condenser,  1.0.,  causing  a  difference  of 
potential  between  the  two  coatings,  and  then  dischargmg  it  through  a 
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coU.  The  first  current,  from  the  higher  potential  to  the  lower,  as  it 
acquires  momentum,  carries  more  than  enough  electricity  to  restore 
equilibrium,  thus  causing  a  reverse  current^  and  so  on.  Thus  there  may 
be  a  series  of  currents,  each  in  the  opposite  direction  to  and  carrying 
less  electricity  than  the  preceding.  '  The  electrostatic  energy  of  the 
original  difference  of  potential  is  finally  wholly  converted  into  heat  in 
the  wire  (if  no  external  work  has  been  done),  a  portion  during  each 
oscillation,  the  electrokinetic  energy  of  the  current  being  its  intermediate 
form.  The  analogy  must  not,  however,  be  carried  too  far,  for  the  start- 
ing or  stopping  of  a  material  current  in  one  pipe  does  not  cause  any 
current  in  a  neighbouring  pipe,  as  the  starting  or  stopping  of  an  electric 
current  in  one  wire  does  in  a  neighbouring  wire. 

4.  Maxwell  (vol.  ii)  gives  the  necessary  information  for  the  calcula- 
tion of  L  from  the  form  of  the  circuit,  etc. ;  also  how  to  measure  it 
experimentally  by  comparison  with  the  capacity  of  a  condenser,  using 
the  Bridge  arrangement.  Or,  it  may  be  roughly  determined  by  obser- 
ving the  integral  extra-current  Q.  Send  a  known  current  F  through 
the  electromagnet  whose  electromagnetic  capacity  is  required,  and 
calculate  Q  from  the  throw  of  the  needle  of  a  galvanometer  through 
which  the  extra  current  is  then  made  to  flow. 

Then  L^RQ/r, 

where  B  is  the  resistance  of  the  circuit  through  which  the  extra  current 
passes,  starting  from  the  electromagnet.  The  electromagnetic  capacity 
of  the  galvanometer  does  not  affect  the  result,  though  the  motion  of  the 
galvanometer  magnet  introduces  an  error.  Neither  will  it  be  affected 
by  shunting  the  galvanometer,  whatever  may  be  the  self-induction  of 
the  shunt)  or  the  induction,  if  there  be  any,  between  the  galvanometer 
coil  and  the  shunt,  for  the  integral  extra-current  will  divide  between 
the  galvanometer  and  shunt  in  the  inverse  proportion  of  their  resist- 
ances. Of  course  Q  is  increased  by  the  shunt,  B  being  at  the  same  time 
equally  reduced ;  hence  it  is  necessary  to  know  B,  Mr.  Preece,  in  his 
lecture  on  *'  Shunts,"  has  described  numerous  observations  of  the  extra 
currents  from  electromagnets  under  various  circumstances,  but  we 
cannot  calculate  L  from  them,  even  proportionately,  since  B  is  not  given. 

5.  When  an  electromotive  force  is  introduced  into  a  circuit,  the 
current  rises  from  zero  to  its  final  strength,  in  the  same  manner  as  it 
falls  from  it  when  the  electromotive  force  is  removed  and  the  circuit 
unbroken.  If  ^  is  the  impressed  electromotive  force,  as  of  a  battery 
inserted  in  the  circuit,  then 

^-^y^4j (^) 

Thus,  when  the  current  is  rising,  at  time  /,  a  portion  of  ^,  viz.,  By^ 
is  employed  in  maintaining,  according  to  Ohm's  law,  the  current  y 

already  established ;  the  other  portion  of  E,  viz.,  L-^  is  employed  in 
increasing  the  electromagnetic  momentum  Ly,    The  solution  of  (1)  is 


1 
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■K'--') <^> 
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The  current  rises  in  the  same  manner  as  it  does  in  a  wire  connecting 
the  two  terminals  of  a  condenser,  which  allows  the  determination  of  L 
by  comparison  with  the  capacity  of  a  condenser,  as  before  mentioned. 

If  the  circuit  be  broken  at  any  point  when  a  current  flows  through  it, 
the  current  does  not  cease  quite  instantaneously,  but,  as  there  is  no 
conductive  circuit,  +  electricity  accumulates  at  one  of  the  broken  ends, 
and  -  at  the  other.  The  electrostatic  capacity  of  the  ends  being 
extremely  small,  a  high  difference  of  potential  is  produced  between  the 
ends,  and  the  dielectric  breaks  down,  with  the  well-known  spark  as  a 
result.  This  is  analogous  to  the  bursting  of  a  pipe  by  the  great 
pressiu'e  produced  by  the  sudden  stoppage  of  the  flow  of  a  fluid 
through  it. 

If  a  suspended  wire,  especially  an  iron  wire,  as  is  usual,  form  a  part 
of  the  circuit,  there  may  be  oscillations  in  the  current  during  its  estab- 
lishment and  decay.  They  are  due  to  the  combined  action  of  electro- 
static and  electromagnetic  induction,  for  the  wire  is  not  only  a 
conductor  but  a  condenser  as  well,  or  rather  one  coating  of  a  condenser. 
The  establishment  of  the  permanent  state  of  the  potential  of  the  wire 
may  take  place  with  oscillations,  and  is  quite  a  different  sort  of  pheno- 
menon to  what  occurs  in  a  long  submarine  cable  similarly  acted  upon  by 
an  electromotive  force  at  one  end.  The  presence  of  an  electromagnet 
in  the  circuit,  however,  has  a  material  influence. 

6.  Let  there  now  be  a  simple  harmonic  variation  of  electromotive 
force 

E  sin  mt 

in  the  circuit  of  resistance  R  and  electromagnetic  capacity  L ;  then 

j&sinm/  =  i2y  +  Z-^, 

where  y  is  the  current  at  time  /.     The  solution  is 

neglecting  a  vanishing  term.    Thus  the  amplitude  of  the  current  waves 
is  reduced  from  EjR^  what  it  would  be  were  there  no  retardation,  to 

^  =  7^TZ%^' W 

where  F  signifies  the  maximum  strength  of  current. 

If  Lm  is  large  compared  with  i2,  F  is  a  small  fraction  of  EjR.  Also, 
variations  in  the  value  of  R  cause  much  smaller  variations  in  F. 

7.  This  has  application  to  the  Bell  telephone.  This  most  sensational 
application  of  electricity  appears  to  be  very  indifferent  to  resistance 
(sometimes),  it  being  said  to  be  sufficient  merely  to  make  earth  through 
the  boot  and  a  blade  of  grass.    Let 

m  =  2ir/r, 
then  T  is  the  period  of  a  complete  wave.     LjR  is  also  a  time-interval. 
Suppose  ^^'-nnnr  ^^ond,  and  L/R=j^  second,  then  a  simple  calcola- 
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tion  applied  to  equation  (3)  will  show  that  li  must  be  increased  about 
1 10  times  to  reduce  the  current  to  a  half,  and  about  625  times  to  reduce 
the  current  to  a  tenth  part 

Since  m  is  proportional  to  the  pitch,  for  sufficiently  high  pitches  F  is 
inversely  proportional  to  the  pitch.  Hence  it  is  impossible  for  a  receiv- 
ing telephone  to  give  forth  the  same  sounds  as  produced  at  the  sending 
end,  irrespective  of  mechanical  and  acoustical  difficulties,  except  in  the 
case  of  a  single  pure  tona  For  in  any  tone  the  second  partial  will  be 
weakened  twice  as  much  as  the  first,  or  fundamental,  the  third  three 
times  as  much,  and  so  on ;  thus  producing  a  want  of  brilliancy. 

We  do  not  deal  in  such  rapid  reversals  when  using  ordinary  record- 
ing telegraphs.  The  above  value  of  T,  viz.,  j^urs  second,  would,  with 
the  Morse  code,  produce  at  least  2500  words  per  minute,  or  42^  per 
second,  which  is  considerably  faster  than  the  most  rapid  speaker  can 
talk.  As,  however,  the  telephone  is  sensible  to  very  much  more  rapid 
reversals  that  1000  per  second,  the  enormous  speeds  possible  on  short 
lines  is  easily  conceivable,  could  the  action  be  sufficiently  magnified  and 
recorded,  so  as  to  appeal  to  the  eye  instead  of  the  ear. 

8.  Let  now  E  and  L  belong  to  the  electromagnet  alone,  and  R^  and 
Li  be  the  resistance  and  electromagnetic  capacity  of  the  remainder  of 
the  circuit.     Then 

r  ^  U) 

Suppose  the  diameter  of  the  wire  of  the  electromagnet  to  be  variable. 
Let  n  be  the  number  of  turns  in  unit  of  length,  or  number  of  layers  in 
unit  of  thickness.  Then  the  magnetic  force  will  vary  as  n\  while 
both  R  and  L  vary  as  nK  This  makes  the  strength  of  the  signals 
capable  of  a  maximum,  dependent  on  the  variation  of  n ;  which  by  (4) 
will  be  when 

R^  +  Lhn^^m  +  Ltm^. (5) 

The  left  side  refers  to  the  electromagnet,  the  right  to  the  remainder  of 
the  circuit     We  may  write  (5)  thus : — 

Um^/R^' 

Now  L^/Ri  is  constant  for  the  same  line  wire,  whatever  its  length, 
since  botn  L,  and  R^  vary  as  the  length  of  the  line.  Also  L/R  is 
constant  for  tne  same  solenoidal  coil,  if  only  the  diameter  of  the  wire  is 
variable,  since  L  and  R  both  vary  as  nK  But  the  time-interval  L/R  for 
the  electromagnet  is  in  general  much  greater  than  the  time-interval 
LJBi  for  the  line  wire,  whence  it  follows  that  R  must  be  much  less  than 
R^  to  produce  the  maximum  magnetic  force  when  the  speed  is  consider- 
ably high ;  and  the  higher  the  speed,  which  is  proportional  to  m,  the 
smaller  should  the  resistance  of  the  electromagnet  be. 

The  calculation  of  LJRi  is  easy,  as  the  line  wire  is  long,  straight,  and 
parallel  to  the  earth ;  out  the  calculation  of  L/R  is  not  so  easy,  owing 
to  the  variety  of  shapes  assumed  by  electromagnets  used  for  telegraphic 
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purposes,  with  their  cores,  pole-pieces,  armatures,  etc,  which  all 
influence  the  electromagnetic  capacity,  though  they  do  not  influence  the 
resistance.  It  is  therefore  impossible  to  enunciate  a  general  law,  that 
the  resistance  of  an  electromagnet  should  be  such  or  such  a  fraction  of 
the  external  resistance  to  obtain  the  maximum  effect,  for  the  result  will 
be  difierent  not  only  for  different  speeds,  but  also  for  different  construc- 
tions of  the  electromagnet. 

9.  Taking  the  case  of  a  solenoidal  electromagnet,  approximate  results 
are  easily  obtainable.  Let  its  length  be  /,  external  radius  x,  internal 
radius  y,  with  an  iron  core  of  radius  z,     Ite  electromagnetic  capacity  is 

L  =  r47rnWr|  ^nHr'{in'^  +  ^ttkitz^)  +  ^nHr^m'^  +  47ricir««)| 

or  Z  =  f7r2/n*(x-y)V  +  2iry  +  3y2  +  24ir#c«2), (6) 

(Maxwell,  voL  ii.,  p.  283),  where  k  is  the  coefKcient  of  magnetisation. 
The  resistance  is 

R  =  jrpln\x^  -  y2), 

where  p  is  the  resistance  of  unit  of  length  of  wire,  of  unit  diameter. 
Therefore 

:^=16ir2-  ?-iy«2   (7) 

R  p x+y  ^ 

omitting  x^  +  2xy  +  Zy^  in  the  expression  for  Z,  as  small  compared  with 
24'n'Kz\  which  is  a  large  number,  unless  the  core  is  very  small.  Let 
K  =  32 ;  also,  if  the  specific  resistance  of  copper  is  taken  at  1  '7  microhms 
=  1700  c.g.8.,  then  p=  1700  x  4/ir,  and 

-^  =  2-33^:i?^«2  seconds (8) 

R  x+y  ^  ' 

10.  Maxwell  (vol.  iL,  p.  289)  gives  the  coefi&cient  of  self-induction  of 
a  straight  wire,  when  the  circuit  is  completed  by  a  parallel  straight 
wira  The  same  method  of  calculation  is  applicable  to  any  number  of 
straight  parallel  wires  by  finding  the  integral 

T^^jjJHwdxdydz, 

where  T  is  the  kinetic  energy  of  the  system,  and  H,  w,  are  the  vector- 
potential  and  the  current  at  the  point  x,  y,  z.  Thus,  for  parallel  straight 
wires  of  length  /,  conveying  currents  C,,  Cg,  C^,  ...,  of  radii  0^,0^  ..., 
specific  magnetic  capacities  /x^,  f^,  ... ;  then,  representing  the  distance 
between  the  centres  of  two  wires  m  and  n  by  ft^^,  we  shall  have 

-  ^f^(OiC^log\i  +  CjCj^logbi^  +  C^C^]ogb^+ ...) (9) 

with  the  sole  condition 

0  =  Cj  +  C,+  C8-h  .... 

From  the  last  two  equations  the  coefficients  of  self  and  mutual  indue- 
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tion  may  be  found.  Let  there  be  only  four  wires,  forming  two  circuits, 
1  and  3  for  one  circuit,  2  and  4  for  the  other ;  then  6^3  =  -  C^  and 
C^=  -Cf    Substituting  in  (9), 

+  2CiC',x2fiolog5i4^ (10) 

The  coefficient  of  Cf  in  (10)  is  the  coefficient  of  self  induction  per  unit 
of  length  of  the  circuit  conveying  the  current  Cy  Similarly  for  C^  \  and 
the  coefficient  of  ^C^C^  is  the  coefficient  of  mutual  induction  of  the  two 
circuits  per  unit  of  length. 

From  (10)  we  may  find  the  coefficients  of  self  and  mutual  induction 
of  two  suspended  wires,  the  circuits  being  completed  through  the  earth. 
Let  M  be  the  coefficient  of  mutual,  and  2^,  L^  the  coefficients  of  self- 
induction  of  two  wires  of  length  I,  radii  a^  a^  heights  above  ground 
4^,  h^  horizontal  distance  apart  d^  and  specific  magnetic  capacities 
/*!,  ^;  then* 

^  =  ^4.2  1og|,      \ (11) 

^,  loc'^  +  <^+*«>' 

where  /Iq  has  been  put  =  1. 
As  a  special  case,  let 

h^=zh^=^Z  metres,  d='b  metre, 

o^  ss  aj  =  '002  metre, 

^  =  ^j=:l+4ir#c  =  315,  if  K  =  25, 

then  Zr|  =  Lj  =  173,  and  M=^  5,  approximately. 

Also,  if  the  resistance  per  mile  is  13  ohms,  the  resistance  per  centimetre 
is  80778  c.g.8.,  therefore 

^  =  ^^  =  •00214  seconds (12) 

i?i     80778  ^     ^ 

11.  This  time-interval  being  in  general  very  small  compared  with 
LIR  for  the  electromagnet,  we  may  neglect  it,  and  then 

-W"^  j^^VV^^^^^^y (^3) 

The  resistance  of  the  electromagnet  is  thus  inversely  as  the  speed  to 

*  [These  are  derived  by  the  method  of  images.  The  return  currents  are  assumeil 
to  spread  over  a  thin  conducting  sheet  on  the  earth's  surface.  The  calculated 
indnctances  in  (11)  are  therefore  minimum  values,  by  reason  of  the  ignoration  of 
the  magnetic  force  in  the  earth.  But  as  regards  the  first  terms,  depending  upon 
the  indactivity^  of  the  wires,  they  are  maximum  values,  implying  full  penetration 
ol  the  current  into  the  wires,  a  matter  considered  in  later  papers.] 
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obtain  the  maximum  strength  of  signals,  except  for  low  speeds.  Insert- 
ing in  (13)  the  value  of  LjR  given  in  (8), 

R  T 

x  +  y 
where  T  -  27r/m. 

At  100  words  per  minute,  Morse  code,  r  =  about  ^  second,  there- 
fore at  this  speed 

r^i  =  585-6  —Vz^. 
R  z  +  y 

Suppose  x^2^y  =  z=l  centimetre,  then 

R^/R  =  1^5% 

or  the  resistance  of  the  electromagnet  is  y^jth  of  the  external  resist- 
ance to  obtain  the  maximum  magnetizing  force.  This  is  increased  to 
yl^th  when  the  self-induction  of  the  suspended  wire  is  taken  into 
account.* 

12.  Having  made  the  magnetizing  force  a  maximum  for  a  given 
speed  and  dimensions  of  electromagnet,  we  may  next  find  the  ratio 
between  the  outer  and  inner  radius  of  the  coil  to  make  the  attractive 
force  on  a  soft  iron  armature  a  maximum.     We  have 

7(R+Ry+I^ 
neglecting  L^ ;  where 

L  =  ^7rHn*{x  -  yY(x^  +  2ay  +  Sy^  +  2^ickz% 
and  R  =  irpln*{z^  -  y^) ; 

also  F^TG, 

where  F  is  the  magnetizing  force,  and 

G  =  iim^z  -  y). 

To  make  F  a  maximum  we  found 

R^  +  Lhn^  =  RJ, 

therefore  F  = y.^_: -= . 

R^j2(l+R/^) 

Substituting  4^M^r.y)^ 

M  pl(x  +  y) 

Sir(x  -y)E^ 
for  ^.  we  have  ^^^^^ 

*  [These  very  low  estimates  arise  from  the  largeness  of  the  time-constant  of  the 
type  of  electromagnet  considered.  Short  telegraphic  electromagnets  have  far 
smaller  time.constants.  It  may  also  be  mentioned  that  the  assumed  constancy  of 
the  inductance  of  an  electromagnet  with  core  under  reversals  implies  that  its  core 
is  non-conducting  or  is  properly  divided.  The  nature  and  effects  of  the  currents 
induced  in  conducting  cores  is  considered  later  on.] 


ON  ELECTROMAGNETS,  Etc.  103 

Now  RJR  =  Lm/B  approximately, 

3^  x  +  y 

therefore         /^  = IJE^ 

lm(x^  +2xy  +  Sy^  +  2Atkz^)  +  ^  ^±^ 

27r  X  —  y 

Now  the  magnetization  of  the  core  is  proportional  to  the  magnetizing 
force,  and  the  attractive  force  between  the  core  and  a  soft  iron  arma- 
ture placed  close  to  it  is  proportional  to  the  square  of  the  magnetization 
and  to  the  cross  section  of  tne  core.  Therefore,  if  A  is  the  attractive 
force, 

z^ 

Mx^  +  2a»  +  3y2  +  2iirKZ^)  +  ^  ^^ 

2ir  x-y 

This  increases  with  Zj  so  let  «=y,  the  inner  radius  of  the  coiL  Let  x 
be  constant  and  y  variable,  then  ^  is  a  maximum  when 

x^    2x       3/3     x-^y 
f     'y      2iryhn  x-y 

is  a  minimum ;  i.e.,  when 

2irm  «^    y/x-jl-f/x') 
>         (l^y/xjil-f-li^r 

The  least  value  of  y/x  is 

l(  =  4^1  =  .618. 
X         2 

Using  the  former  value  of  /o,  viz.,  1700x4/ir;  also  m  =  807r,  and 
x=2  centimetres, 

yjx  =  '7  nearly. 

y/x  increases  very  slowly  as  x  and  m  increase. 

If  y  be  constant  and  x  variable,  smaller  values  of  y/x  are  obtained. 

The  attractive  force  also  varies  inversely  as  the  length  of  the  coil ; 
that  is  to  say,  if  the  length  of  the  coil  is  halved,  preserving  its  other 
dimensions,  as  well  as  its  resistance  constant,  the  attractive  force  is 
doubled.  Although  this  result  is  only  true  for  long  coils,  it  points  in 
the  direction  of  short  coils  being  the  best,  especially  as  the  attractive 
force  is  increased  by  increasing  the  transverse  dimensions  for  any  fixed 
ratio  of  y/x.  We  have,  however,  neglected  the  increase  in  the  self- 
induction  due  to  the  armature. 

13.  In  the  determination  of  the  resistance  of  an  electromagnet  in 
paragraph  1 1  and  before,  only  one  electromagnet  is  considered  to  be  in 
the  circuit.  The  results  are  inapplicable  when  there  is  another  in 
cireuit,  used  for  sending  the  signals  for  example.  Let  two  similar 
electromagnets,  each  of  resistance  B  and  electromagnetic  capacity  L,  be 
used  telephonically,  on  Bell's  principle.     Let  J^  sin  tti^  be  the  electro- 
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motive  force  induced  in  the  sending  electromagnet,  then  the  maximum 
strength  of  the  currents  in  the  circuit  is,  by  equation  (3), 

r=-_J_ 

where  li^  is  the  line-resistance.  Let  F  be  the  magnetizing  force  in  the 
receiving  coil,  then 

EG 

where  G  is  the  magnetizing  force  of  the  unit  current  Now,  suppose 
the  thickness  of  the  wire  in  both  coils  variable  together,  then  E  and  G 
both  vary  as  the  number  of  turns,  i.«.,  as  n^,  while  R  and  L  both  vary 
as  n^.     Let  G  =  n*-^,  E  =  n\  R  =  nV,  L  =  nH,  then 


V<-IT' 


Uhri^ 


whence  it  may  be  seen  that  F  increases  with  n^  solely  by  the  reduction 
of  the  term  RJn^ ;  but  the  increase  is  very  slow  after  passing  certain 
limits,  as  will  be  seen  from  the  following  example.  Let  ^=1000 
ohms,  L/R  =  ^,  m  =  1200.  Then  for  the  following  values  of  -R,  viz., 
fj,  10,  160,  00 ,  ohms,  we  have  the  following  proportional  value  of  jP, 

TTToir»  Tnnn7»  imn:>  ^nnr-  Thus  under  10  ohms  the  increase  is  rapid ; 
after  that,  next  to  nothing. 

14.  Two  suspended  circuits,  A  and  B,  have  resistances  R^  and  iL, 
electromagnetic  capacities  L^  and  i/2«  ^^^^^  capacity  M,  If  reversals 
are  made  by  an  electromotive  force  E  sin  nU  in  the  primary  circuit  A, 
and  there  is  no  electromotive  force  in  B  except  that  induced  by  changes 
of  the  current  in  A^  then 

where  7,  and  70  are  the  currents  in  A  and  B,  From  these  we  shall 
find,  if  Fi  and  I^  are  the  amplitudes  of  the  currents  in  A  and  B, 

EjRfTUm^ 


^    JiR.R.-  m\L^U  -  M^))'^  m\R^L^  +  R^f 
and  1^='      ^- 


This  ratio  cannot  be  greater  than  M/L^*  If  the  wires  are  as  in  the 
special  case  of  paragraph  10,  M=  5,  and  Zg^  173 ;  therefore  MfL^—-^^ 
expresses  the  greatest  value  of  the  ratio  of  the  induced  to  the  inducing 
currents. 

Let  each  of  the  lines  A  and  ^  be  10  miles  in  length,  of  resistance  130 
ohms,  and  let  the  secondary  circuit  have  an  electromagnet  at  each  end 
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of  resistance   65  ohms.     If  L^  =  L^-\-L"^  where  L\  belongs  to  the 
electromagnets,  and  L'\  to  the  line,  then 

L"2=173  X  160,934  x  10  =  278,415,820, 

since  there  are  1 60,934  centimetres  in  a  mile.    And 

^^^=5  X  160,934  X  10  =  8,046,700. 

Therefore  r,^      M      ^_8j)46^700_ 

Tj     L\  +  L\    L'2  + 278,415,820 

If,  further,  the  time-constant  for  each  coil  =  ^  second 

r2  =  ^  X  65  X  10»  X  2  =  130  X  108, 

and  E^=     «  ' 


Tj     13278     1659 
If  the  time-constant  is  as  small  as  y^  second,*  then 

Z'2=  130x107, 

and  E^=    «  ^ 


r^     1578     197 

Increasing  the  length  of  the  lines,  or  of  the  portions  in  proximity, 
increases  the  ratio  of  the  induced  to  the  inducing  currents;  and 
decreasing  the  electromaCTCtic  capacity  of  the  instruments  in  the 
secondary  circuits  does  the  same.  Sudden  changes  in  the  primary 
current  of  course  cause  greater  induced  currents. 

15.  If  a  condenser  be  discharged  through  more  than  one  circuit 
simultaneously,  in  what  manner  does  magnetic  induction  affect  the 
division  of  the  charge )  Suppose  we  have  a  condenser  of  capacity  c, 
charged  to  potential  E  with  a  charge  Q  =  Ec^  and  that  the  condenser  is 
discharged  throi^h  any  number  of  circuits  in  parallel  arc,  of  resistances 
^,  R^  ...,  coefficients  of  self-induction  Z^,  Zo,  ...,  and  of  mutual 
induction  M^p  M^  M^^  ....  If  t?  is  the  potential  of  the  condenser  at 
time  /  after  the  commencement  of  the  discharge,  we  have  a  system  of 
equations  equal  to  the  number  of  the  circuits,  viz. : — 

V  =  R^y^  +  j/ Ari  +  ^1272  +  ^Aars  +  ^1474  +  -  )» 

i'  =  ^472  *  j/^272  +  ^127l  +  -A^2878  +  ^^474  +  •  • '  )^ 
V  =  ^37S  "*•  j/^873  +  ^As7l  +  ^^2372  +  ^^3474  +'••)» 

etc,  where  y^,  y^,  yg,  ...  are  the  currents  at  time  t  in  li^,  B^*  ^^3»  •  •  •  • 
Integrating  both  sides  of  all  the  equations  with  respect  to  t  between 

*  [The  time-constant  of  most  inatruments  is  a  ffood  deal  smaller,  so  that  the 
ratio  of  indnced  to  inducing  current  is  greater.  Abo,  the  inductance  of  the  iron 
wire  in  the  example  will  be  less  than  stated  (on  account  of  imperfect  penetration), 
still  farther  increasing  the  ratio.] 
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the  limits  <  =  0  and  /  =  oo ,  we  have 

where  Qi^Tyidt,        62  = /"ra^^.  •••» 

0  0 

since  the  currents  are  zero  hoth  for  /  =  0  and  ^  =  00.  It  follows  that 
Qv  Q2*  •••>  which  are  the  integral  currents  through  i^,  R^,  ...,  are 
inversely  proportional  to  the  resistance,  or  that  Uie  total  charge  Q 
divides  hetween  the  circuits  in  the  inverse  proportion  of  their  resist- 
ance. This  only  applies  to  the  whole  current,  f6r  at  any  particular 
moment  the  currents  in  the  different  circuits  do  not  bear  the  same  pro- 
portion. In  fact,  the  current  in  one  circuit  may  be  from,  ana  in 
another  to,  the  condenser  at  a  certain  time.  The  current  in  any 
circuit  at  any  time  may  be  calculated  by  finding  the  roots  (all  negative, 
or  imaginary  with  real  parts  negative),  of  an  algebraical  equation  of  the 
(n  +  l)th  degree,  n  being  the  number  of  circuits.  The  equation  needed 
to  be  added  to  the  above  system  of  n  equations  is 

dv 

or  the  current  leaving  the  condenser  =  sum  of  currents  in  the  wires. 

In  a  similar  manner  it  may  be  shown  that  if,  instead  of  the  charge  of 
a  condenser,  the  extra  current  of  a  coil  be  discharged  through  any 
number  of  parallel  circuits,  the  total  quantity  passing  through  any 
circuit  will  be  inversely  proportional  to  its  resistance. 

1 6.  As  a  special  case,*  suppose  the  charge  Q  of  a  condenser  of  capacity 
c  is  discharged  through  a  single  coil  of  resistance  R  and  electromagnetic 
capacity  L.  Then,  v  being  the  potential  of  the  condenser  and  y  the 
current  in  R  at  time  ^, 

.-iJy  +  4 
dv 

whence  0  =  i;  +  Rc-=-  +Lc.^, 

dt         df 

therefore  y = A^  +  B^^ 

where  A  and  B  are  constants,  and  a  and  h  are  the  roots  of 

Lcx^-^Rcz^l^O, 

therefore  y  =  c's^  {A  sin  +  B  cos)r  /  L  _    _. 

*  [See  footnote  on  p.  61.] 


R         FR        I 
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Now  when  /  =  0,  y  =  0,  therefore  ^  =  0;  and  when  <  =  0,  ^  =  ^,  E 

being  the  initial  potential  of  the  condenser ;  therefore 

E 


A  = 


finp- 

Vc"T 


and  y  =  ^     -'^  sin  tjl-  -  ^ . 

Vc"T 

Let  LIR=  a,  and  Rc=p,  both  time-intervals,  then 

_E      «-'/»«      .     t      lia      .. 

Vj8-4 

which  may  be  put  in  the  exponential  form  if  4a/)8<  1.  In  the  latter 
case  the  discharge  is  continuously  in  one  direction,  but  if  4a/)3>l,  the 
discharge  is  oscillatory. 

Let  the  condenser  have  a  capacity  of  1  microfarad  =  10~^^  cg.s.  and 
2^/^=10-2,  then 

4a_4L     4x10-2    4  X  10^ 

^■"if^c'rxlO-*""      r     ' 

if  r  is  the  number  of  ohms  in  R^  since  the  ohm=  10^  c.g.s.  Thus  the 
discharge  is  oscillatory  if  B  is  less  than  40,000  ohms,  and  continuous  if 
it  is  greater  than  that  amount 

Suppose  J?  =  100  ohms,  then  ia/0  =  400,  and 

E      2c-'*  

E 
=  Y^€-**  sin  1000/,  approximately. 

The  period  of  an  oscillation  is  2ir/1000  second  =  006  sec.  The  quantity 
in  the  first  current  is  Q  (1  +€-»/20),  a  little  less  than  twice  the  original 
charge.  In  the  next  current  (in  the  reverse  direction)  it  is  a  little  less 
again.     The  total  current,  irrespective  of  its  direction,  is 

^ — - —  =  —  V  __  nearly. 

The  discharge  is  practically  over  in  ^  second. 

If  the  coil  is  shunted  by  a  coil  of  resistance  5,  and  no  self-induction, 
other  things  being  the  same  as  before,  the  current  y  at  time  t  in  the 
first  coil  will  be  found  to  be 

2Ea' 

r= 


— .    ,       €  ««'  Sin  -  .  r°-  -  1 


fi 
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Although  the  total  currents  through  the  coil  and  its  shunt  are  in  the 
inverse  proportion  of  their  resistances,  yet  the  same  is  not  true  of  the 
heat  produced  in  the  wires.  The  energy  converted  into  heat  in  the 
coil  ^is 

Here  ^cE^  is  the  electrostatic  energy  of  the  original  charge,  and 
S/{B  +  S)  the  shunt  factor.  Since  the  remaining  factor  is  less  than 
unity,  it  follows  that  the  amount  of  heat  produced  in  the  wire  R  is 
always  less  than  in  the  inverse  proportion  of  the  resistances. 

17.  Let  us  next  examine  the  influence  of  a  fault  on  rapid  reversals  on 
a  land-line.  Let  R  be  the  resistance  from  one  end  of  the  circuit  up  to 
the  fault,  L  its  electromaCTetic  capacity;  let  R  and  L  be  similar 
quantities  for  the  other  section  of  the  circuit,  and  S  the  resistance  of 
the  fault  itself.  Let  y,  y\  and  /'  be  the  currents  in  R,  R^  and  S\  and 
let  ^  sin  m/  be  the  electromotive  force  in  R^  and  v  the  potential  of  the 
wire  at  the  fault.     Then 

^  sin m^-t;=  Ti^  +  L    jy, 
v  =  Sy", 

r'+y"=r, 

by  the  conditions  of  the  problem ;  from  which,  for  the  current  in  K^ 
we  have 

whence  the  amplitude  F'  of  the  waves  in  R  is 

E 


r'= 


^(B+K^?^^^)\m^(L^L'  +  ^^^y 


To  find  the  e£fect  of  the  fault,  we  may  compare  this  expression  with 
its  value  when  5=  oo ,  or  no  fault. 

1  St  Case. — Electromagnet  at  one  end  only.  R  =  R,  or  the  fault  in 
the  middle  of  the  circuit,  L=sO.     Then 

E 


"7(2i?  +  f)V.«i'«(,4.f) 


2 


Let  S=^^R.  This  would  reduce  the  strength  of  the  current  received 
in  R  from  a  constant  electromotive  force  in  jR  to  one-half.  In  the 
above  expression,  however,  the  change  of  S  from  oo  to  ^jR  doubles 
(2i?  +  iP/flf)  and  trebles  mL'  {l+R/S);  so  that  the  fault  weakens  the 
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strength  of  rapid  reversak  much  more  than  it  weakens  a  permanent 
current. 

2nd    Case. — Electromagnet    at    each    end.       R  =  R,    L^  L\    and 
LmjR  =  n. 

When  there  is  no  fault,  or  iS^= oo , 

TV  _  E 

^2RjYTn^' 
and  when  <Si  =  |/*, 

TV  __  h 


Thus  the  fault  reduces  the  current  received  in  /^  to  less  than  an 
1/tith  part,  and  for  high  speeds  n  may  be  a  large  number,  whereas  a 
permanent  current  is  only  reduced  to  one-half.  This  applies  to  a  tele- 
phonic circuit  with  a  fault  in  the  middle,  and  the  result  shows  that 
leakage  has  a  most  prejudicial  effect.  We  may  also  conclude  that 
circuits  worked  by  magneto-electric  transmitters  are  more  affected  by 
leakage  than  when  woreed  in  a  similar  manner  from  a  battery.* 

18.  Suppose  the  receiving  instrument  has  resistance  B  and  electro- 
magnetic capacity  X,  shunted  by  a  coil  of  resistance  S  and  capacity  L\ 
Let  the  line  resistance  be  A,  First  let  there  be  a  constant  km.f.  in 
A.     The  shunt  reduces  the  strength  of  the  final  current  in  R 

from  /      to  _^x^  =  (7,8ay. 

At  the  same  time  the  shunt  alters  the  manner  in  which  the  current 
rises  in  the  electromagnet.  If  the  shunt  has  no  self-induction,  or  L'  =  0, 
the  current  y  in  R  rises  according  to  the  equation 


where 


y  =  C,(l-c-a), 
L 

A^-S 


a  = 


The  time  the  current  takes  to  reach  any  stated  fraction  of  its  final 
strength  is  proportional  to  a.  This  time-interval  is  increased  by  the 
shunt  of  no  capacity 

*  [We  are  not  here  ooncemed  with  a  line  where  electrostatic  charge  is  important. 
See  Art.  xiiL,  p.  53 ;  Art.  xv.,  p.  61 ;  and  Art.  xvi.,  p.  71.] 
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While  the  current  is  rising  in  R,  it  is  falling  in  S  from  the  strength 

E 

A+a' 

which  is  almost  instantaneously  reached,  to 


E  R 

"RS-^R^i^ 


^^R+8 

its  final  strength.  When  the  electromotive  force  is  removed,  the  end 
of  the  line  being  put  to  earth,  the  currents  in  B  and  S  fall  to  zero  in  a 
similar  manner,  ie.,  in  R  the  current  is  continuously  in  the  same 
direction  as  at  first ;  whereas  in  the  shunt  it  is  immediately  reversed. 
The  integral  extra  current  in  R  is 


.,  ESL{A+S) 

^"^    (AR  +  RS+ASY' 


(AR  +  RS+ASy 
This  is  greatest,  as  depending  on  the  resistance  of  the  shunt,  when 

A-k-i^" 

or  when  the  resistance  of  the  electromagnet  ~  resistance  external  to  it. 
Since,  when  the  current  is  falling  in  the  electromagnet  it  draws 
electricity  through  the  line  and  the  shunt,  the  potential  of  the  line  is 
negative, 

=  -x/ly.  current  in  line, 

at  any  point  distant  x  from  the  beginning  of  the  line  of  length  /. 
Similarly  for  the  shunt 

Now  let  the  shunt  have  electromagnetic  capacity  L\    The  differential 
equation  for  the  current  y  in  i?  is 

ES=y{RA-{-SA  +  RS)  +  ^^^L(A+S)  +  L\A+R)j  +^JiLL\ 

For  simplicity  let  A=R  =  S,    Then,  when  the  shunt  is  not  on,  the 
extra  current  in  R  is 

y  =  _ca„   where   a,  =  _. 
With  the  shunt  on,  of  no  self-induction, 

y=_c  «,    where    a,  =  _. 

Thus  a  is  increased  in  the  ratio  ^  to  f ,  or  3 : 4.     Now  let  L'  -  ^L, 
then 

and,  since  the  bracketted  expression  is  >  1,  a  >  L/SA. 
WhenL'  =  Z, 
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and  the  current  rises  in  the  line  in  the  same  manner  as  it  would  if  for 
the  electromagnet  and  shunt  were  suhstituted  a  single  coil  of  resistance 
^A  and  magnetic  capacity  ^L.  At  the  same  time  the  shunt  reduces  the 
retardation  from  a^=:2L/3A  to  ao  =  L/3A,  or  as  2 : 1,  as  L'  increases 
from  0  to  L.  But  since  a  =  L/2a  when  there  is  no  shunt  at  all,  the 
shunt  of  equal  capacity  to  the  receiver's  only  reduces  the  retardation  in 
the  ratio  3 :  2. 
L'  =  2L.     Here  the  extra  current  in  the  receiver  is 

^    3A       \      2  2  )' 

This  becomes  zero  when 

^  =  ^log(2W3). 

and  a  minimum  negative  when 

.  =  ^A,og(7  +  V3). 

Thus  when  the  shunt  has  a  greater  capacity  than  the  receiver,  when 
the  current  is  put  on  the  current  in  the  receiver  first  rises  above,  and 
then  falls  to  its  final  strength.  When  the  battery  is  removed  and  earth 
put  on  at  the  sending  end,  the  current  in  the  receiver  falls  through 
zero,  becomes  reversed,  and  then  rises  to  zero  again.  But  we  cannot 
exalt  the  current  from  an  electromagnetic  shunt  so  as  to  send  back  a 
current  to  (he  line  immediately  after  each  signal,  as  has  been  stated. 
When,  as  above,  the  extra  current  in  the  receiver  becomes  reversed  in 
direction,  this  reverse  current  does  not  go  to  line,  but  goes  round  by 
the  shunt. 

Joining  the  two  coils  of  a  relay  in  parallel  arc  has  the  effect  of 
quartering  the  resistance  and  quartering  the  capacity  of  the  relay  con- 
sidered as  a  whole;  or  rather,  it  would  be  so  if  the  coils  were  at  a 
distance  apart  instead  of  being  close  together  with  the  cores  connected 
by  an  armature,  which  lessens  the  reduction  in  the  retardation.  But 
if,  instead  of  joining  the  coils  in  parallel  to  reduce  the  retardation,  we 
wind  the  coils  with  thicker  wire,  we  get  much  more  advantageous 
results. 

19.  With  the  same  notation,  let  us  examine  the  influence  of  the  shunt 
on  rapid  reversals.  Suppose  the  E.M.F.  in  ^  is  j^  siuTn/,  then  the 
amplitude  of  the  currents  in  the  electromagnet  R  is 

Ej{L'mf^-S:' 

"■  J{{AR  +  RS  +  AS)-m'LL'y''\-m^{A(L-¥L')  +  RL'  +  SL}^ ' 
Let -B  =  iS^=y/,  then 

__       Es/A'^  +  r^m^ 

"■  V(3'^2 1  rri^Liy  +  \m^A\L  +  L'f ' 
First,  with  no  shunt  at  all,  or  iS^=ao ,  and  R  =  A, 

Ajn^  +  4 
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where  n  —  LmjA,     Now  put  on  shunt  without  capacity,  S=A,  Z  =  0, 
and 

2Ajn^  +  9/4 

The  current  is  thus  reduced  about  a  half.     Next  let  the  shunt  be  a 
similar  coil  to  the  receiver,  then  R  =  S=Ay  U  —  Ly  and 

E 


r= 


^V«2  +  9' 


nearly  the  same  as  without  any  shunt.  Thus  the  strength  of  the 
currents  in  the  receiver  is  scarcely  affected  by  putting  on  a  similar 
electromagnet  as  a  shunt,  while  the  initial  retardation  is  reduced  in  the 
ratio  3  :  2,  as  we  found  in  the  last  paragraph.  Further  increase  of  L 
has  little  influence  on  the  magnitude  of  the  signals.* 


XVIIL— MAGNETO-ELECTRIC  CURRENT  GJENERATORS. 

[/cmr.  Sqc,  Td,  Eng.,  June  1881,  voL  10,  p.  271.] 

Perhaps  the  simplest  specimen  of  a  magneto-electric  current  generator 
is  a  coil  rotating  with  uniform  velocity  in  a  uniform  field  of  magnetic 
force.  To  get  the  greatest  effect,  the  axis  of  rotation  must  be  at  right 
angles  to  the  lines  of  force.  The  variation  of  the  amount  of  induction 
through  the  coil  induces  a  simple  harmonic  KM.F.  in  it,  and  the  result, 
when  the  initial  effect  has  subsided,  is  a  simple  harmonic  current  But 
the  phase  of  the  current  is  behind  that  of  the  E.M.F.,  owing  to  the  self- 
induction  of  the  circuit,  which  also  diminishes  the  amplitude  of  the 
current  wavea 

Otherwise,  we  may  consider  the  current  at  any  moment  to  be  that 
due  to  the  actual  B.M.F.  round  the  circuit  at  that  moment,  according  to 
Ohm's  law,  remembering  that  the  actual  E.M.F.  is  the  algebraical  sum  of 
the  E.M.F.  due  to  the  motion,  and  that  due  to  the  variation  of  the 
current  itself. 

Symbolically,  let  M  be  the  induction  through  the  coil  when  its  plane 
is  at  right  angles  to  the  lines  of  force  t)f  the  external  field,  ad  the  angle 
turned  through  from  this  plane  at  time  t,  the  angular  velocity  of  rotation 
being  cu ;  then  Mta  sin  tat  is  the  impressed  KM.F.  in  the  coil.  And  if  B 
is  its  resistance,  R^  the  external  resistance,  L  the  coefficient  of  self- 
induction  of  the  coil,  2/j  the  external  ditto,  the  equation  of  the 
current  is 

Moi  8in  (at  =  {B -{- R^)y -{■  (L -{■  L^)y ; 

*  [The  above  paper  incorporates  one  **  On  the  Resistance  of  Eleotromagneta  in 
Telegraphy,"  PhU,  Mag.^  Sept  1878,  S.  5,  v.  66,  which  is  therefore  not  reprinted 
here.] 
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conseqaently  [if  D  stand  for  d/dt], 

Mo}8in(at  R  +  }L-(L  +  L,)I)    ,--     .      , 

y  =  m Tr\ 7-9 i^^  ,  =  Tr^ „  ?.    ^   , /     .    ,Mo)  sill  lot 

_  Mia  8in(a>/  -  6)  i 


J(R-\-R^f'^{L-\-L,y'J 
where         ^  =  tan-»^tf>. 

The  amplitude  of  the  current  is  therefore 

and  the  angular  displacement  of  the  zero  is  6, 

The  above  is  applicable,  or  nearly  so,  to  any  magnetic  machine  with 
a  single  coil :  for  example,  a  Siemens'  armature  revolving  between  the 
poles  of  powerful  magnets,  the  effect  of  the  iron  armature  being  in  the 
main  simply  to  increase  M  and  L. 

By  reversing  the  connections  of  the  coil  with  the  external  circuit  at 
the  moments  of  zero  current — that  is,  something  between  0  and  i 
revolution  after  zero  E.M.F.,  according  to  the  speed,  etc. — the  external 
current  is  put  into  one  direction ;  but  since  the  current  varies  greatly 
in  strength,  the  effective  k.m.f.  of  the  machine  must  be  taken  as  the 
product  of  the  mean  external  current  into  the  resistance  of  the  circuit, 
supposing,  of  course,  that  there  are  no  other  e.m.f/s  acting  in  the 
circuit  than  already  considered. 

If  r  is  the  mean  external  current, 

p  ^  2  J/w 


IT  {{R  +  R{)''  +  {L  +  L,ria^}^' 
and  the  effective  E.M.F.  of  the  machine  is 

r(i2+7i\). 

The  mean  current  increases  directly  as  the  speed  at  first,  but  after- 
wards more  slowly,  and  its  limiting  strength  is 

2    _M__  . 

that  is,  the  ratio  of  the  mean  amount  of  external  induction  through  the 
coil  to  the  self-induction  of  the  circuit  per  unit  current. 

The  theory  of  multiple  coils  is  quite  similar,  and  resembles  that  of 
galvanic  cells  joined  up  in  series  or  in  multiple  arc.  If  any  number  n 
of  similar  coils  rotate  simultaneously  in  the  same  magnetic  field,  and 
are  equally  acted  upon  by  varying  induced  e.m.f.'s,  all  in  the  same 
phase,  the  coils  may  obviously  be  joined  up  all  for  "quantity"  or 
"  intensity  "  without  any  interference,  a  simple  harmonic  current  result- 
ing equivalent  to  that  from  a  single  coil  with  constants  tiM,  nR,  and 
nL  in  the  intensity  case,  and  M,  R/n,  and  L/n  in  the  other.  And 
reversing  the  coils  all  at  the  same  moment,  the  external  cuiTent  is  put 
in  one  direction,  as  before,  though  of  very  varying  strength. 

H.K.P. — VOL.  I.  n 
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With  only  one  coil,  we  cannot  get  rid  of  this  great  variation,  but 
using  many  coils  we  may  reduce  the  variations  as  much  as  we  please, 
multiplying  their  frequency  at  the  same  time,  by  making  the  phases  of 
the  induced  E.M.F.'s  differ  by  equal  amounts  and  reversing  every  coil  at 
the  moment  of  zero  current  for  that  coil,  supposing  the  others  not  to 
act.  And,  curiously  enough,  the  resultant  mean  external  current  is  not 
affected  by  the  changes. 

Thus,  to  fix  ideas,  suppose  we  have  any  number  of  coils  arranged  at 
equiangular  intervals  round  a  circle,  and  revolving  together  in  a  uniform 
field  of  force.  It  is  unnecessary  to  specify  any  particular  form  of 
machine.  The  two  coils  at  opposite  ends  of  any  diameter  have  exactly 
equal  e.m.f.'s  acting  on  them  at  any  moment,  so  they  may  be  joined 
together  permanently,  and  treated  as  a  unit  in  the  arrangement  Thus 
we  have,  say,  n  pairs  of  coils,  which  have  all  equal  simple  harmonic 
E.M.F.  acting  on  them,  but  at  different  times.* 

Joining  them  up  in  series  by  means  of  an  «-fold  commutator,  which 
reverses  the  coils  one  after  another  in  proper  order,  let  M,  B,  and  L  be 
the  constants  used  before,  but  now  referring  to  a  pair  of  coils,  and 
suppose  No.  1  pair  to  act  alone.     We  have 

3/(0  sin  (at  =  {nE  +  E{)y  +  (nL  +  L^)y ; 
therefore  y  = 3/a)sin(W-^) 

where  ^  =  tan-i^4^<-- 

fiB  +  E^ 

Here  y  is  the  current  in  No.  1  pair,  due  to  its  own  motion,  but  as  it  is 
reversed  at  the  moments  of  zero  current  for  itself  the  mean  external 
current  due  to  pair  No.  1  is 

2  Mi^ 

Now,  letting  all  the  coils  work,  and  superimposing  the  currents,  we 
have  a  mean  external  current  F,  where 

p  _  2  nMo) 

the  same  as  from  a  single  coil  with  constants  nM,  nR^  and  nL,  but  with 
the  difference  of  having  many  small  variations  from  its  mean  strength 
in  place  of  few  large  ones. 

It  is  to  be  remarked  here  that  although  every  pair  is  successively 
reversed  at  the  moments  when  its  own  current  is  zero,  yet,  since  it  has 
to  carry  the  currents  from  the  remaining  n  - 1  pairs,  this  current  is 
necessarily  reversed  suddenly :  so  that  whilst  externally  we  have  a 
nearly  steady  current,  and  also  in  the  coils  in  series,  considered  as  a 
whole,  yet  a  regular  succession  of  abrupt  reversals  of  current  is  going 
on  all  through  the  series. 

*  [The  coils  must  be  well  separated,  as  their  mutual  induction  is  assumetl  to 
be  nU.] 
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So  to  minimise  the  unavoidable  sparking  we  should  theoreticallj 
subdivide  the  coils  as  much  as  possible,  thus  making  the  inertia  of  the 
currents  to  be  reversed  as  small  as  possible;  or  make  the  reversal  a 
continuous  operation,  instead  of  intermittent. 

Joining  the  circle  of  coils  in  one  continuous  series,  and  putting  the 
external  circuit  on  between  opposite  ends  of  the  neutral  diameter,  gives 
an  external  current  equivalent  to  that  from  a  single  coil,  with  constants 
inM,  ^nB,  \nL. 

Now,  arranging  the  commutator  to  connect  the  n  pairs  of  coils  for 
quantity,  we  have,  considering  the  first  pair  alone  to  act, 

Mia  sin  o4=liy  +  Ly  +  B^y^  +  L^y^ ; 

and  also  M(o  sm  tat  =  By  +  Ly T^C-^Ta  + -^Tj)  > 

where  Af,  X,  ^  X^,  ^  are  as  before,  but  now  y  is  the  current  in  No.  1 
pair,  y^  the  external  current  due  to  it,  and  yg  ^h®  ^**1  current  in  the 
remainmg  n  -  1  pairs  due  to  No.  1. 
Also,  by  continuity,  y  +  y,  =  y^     Therefore 

M<i>  sin  (lit 
'^'''  (B  +  nB,)  +  (L'hnL,)I)'' 

/       1  \^  +  Ij\D 

For  the  external  current  we  have 

Mia  sin(o)/-  6) 


yi  = 


{(B  +  nB.y-^iL-^-nL.YioY 


where  0  =  tan"^^ — —n^* 

This  is  due  to  pair  No.  1,  supposing  it  not  reversed.  But  reversing  it 
at  the  proper  times,  we  have  a  mean  external  current  =  2/7r  x  ampli- 
tude of  yi ;  and  consequently  n  times  as  much  when  all  the  coils  act,  or 

p_^2  Mia 


'{(F^THF^H 


the  same  as  from  a  single  coil  with  constants  M,  B/Uy  and  L/n,  with  of 
course  the  difference  of  being  nearly  steady. 

For  simplicity  of  expression  we  may  replace  a  multiple  coil  machine 
by  its  equivalent  single  coil  machine,  say,  with  constants  M,  L,  B,  and 
with  external  current : — 

p^2     Mia 

w  {{B+B,y+(L+L,yia'y' 

Varying  the  size  of  the  wire,  since  M  varies  as  the  number  of  turns, 
whilst  B  and  L  vary  as  its  square,  the  following  expression  follows  as 
the  condition  for  maximum  current  with  a  given  speed  of  rotation  : — 
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Neglecting  the  self-induction  of  the  external  wire,  the  resistance  oi 
the  machine  should  be  less  than  the  external  resistance,  and  more  so 
with  higher  speeds. 

Professors  Ayrton  and  Perry  advocate  extremely  high  speeds.  Only 
make  the  speed  high  enough,  and  E  becomes  relatively  small.  At  the 
same  time  a  counterbalancing  factor  will  come  into  play,  namely  Zr,. 
Also  at  excessively  high  speeds  the  electrostatic  capacity  of  the  line  and 
other  things  would  need  consideration,  so  that  on  the  whole  it  is  perhaps 
premature  to  say  what  the  resistance  of  excessively  high  speed  machines 
should  be.  But  as  the  experiments  mentioned  in  Mr.  A.  Siemens'  paper 
show  that  the  current  is  nearly  proportional  to  the  speed,  it  is  possible 
that  there  is  still  left  a  wide  margin  for  further  increase. 

Note.— Since  the  above  was  in  print  there  has  appeared  in  the 
Electncian  (June  18,  1881,  p.  70)  an  article  on  "The  Theory  of  Alter- 
nating Current  Machines,"  relating  to  M.  Joubert's  experiments  and 
theoretical  conclusions.  Finding  experimentally  that  the  current  from 
an  alternating  current  machine  could  be  represented  exactly  by  the 
formula 

/  = 


where  I  is  the  mean  current,  E  the  total  resistance,  a  a  constant  pro- 
portional to  the  speed,  and  e  a  constant  =  quotient  by  v2  of  the 
maximum  E.M.F.  of  the  machine  with  open  circuit,  measured  by  a 
Thomson  portable  electrometer,  M.  Joubert  sought  to  justify  it  by 
theory,  and  gives  the  theory  of  a  revolving  coil,  similar  to  that  in  the 
early  part  of  the  above  paper.  There  is,  however,  this  peculiarity,  that 
although  M.  Joubert  assumes  the  existence  of  a  simple  harmonic  induced 
E.M.F.,  which  implies  a  uniform  external  field  of  force,  he  only  brings  in 
the  speed  as  a  factor  afterwards  as  an  experimental  result,  whereas  it  is 
a  necessary  consequence  of  uniform  speed  in  a  uniform  field ;  thus, 

E.M.F.  =  -  j-M  COS  fat  =  Mta  sin  0)L 

at 

Also  M.  Joubert  employs  the  numerical  factor  1/n/2  instead  of  the  2/«-, 
which  I  have  used. 


XIX.— ON  INDUCTION  BETWEEN   PARALLEL  WIRES. 

[Jour,  Soc,  Tel,  Eng,,  1881,  vol.  9,  p.  427.] 

1.  Electrical  induction  is  of  two  kinds,  electrostatic  and  electro- 
magnetic. The  electrification  of  one  conductor  is  always  accompanied 
with  electrification  of  others  that  may  be  in  its  neighbourhood,  and  one 
way  of  expressing  this  is  to  say  that  the  charge  on  the  first  conductor 
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induces  an  opposite  charge  on  a  neighbouring  conductor.  Also,  any 
change  in  the  amount  of  magnetic  induction  passing  through  a  circuit 
is  accompanied  by  an  E.M.F.  in  the  circuit  proportional  to  the  rapidity 
of  the  change,  which  E.M.F.  produces  a  current  in  the  circuit.  The 
change  in  the  amount  of  induction  may  be  due  to  a  change  in  the 
current  flowing  through  another  circuit  in  the  neighbourhood,  or  to 
relative  motion  of  the  circuits,  or  to  changes  in  the  magnetic  field  due 
to  other  causes,  as  the  motion  of  a  magnet  for  instance.  In  any  case, 
the  transient  current  accompanying  the  change  is  said  to  be  induced. 
Both  inductions  are  in  action  together,  which  considerably  complicates 
the  matter,  but  either  one  or  the  other  may  be  frequently  ignored  for 
the  time,  without  serious  loss  of  accuracy. 

To  illustrate  the  general  nature  of  induction  between  parallel  wires 
it  is  sufficient  to  consider  two  wires.  Suppose  that  both  wires  were 
originally  free  from  charge  and  at  potential  zero,  and  that  we  then  put 
a  battery  on  at  the  beginning  of  the  first  wire,  whose  remote  end  is  to 
earth,  as  are  both  ends  of  the  second  wire.  After  a  little  time  a  steady 
current  is  found  to  be  flowing  through  the  first  wire  and  no  current 
through  the  other.  The  value  of  the  steady  current  is  EjRy  where  E  is 
the  potential  at  the  beginning  of  the  first  wire  and  R  its  resistance. 
But  before  this  steady  current  is  reached  a  somewhat  complex  state  of 
things  exists,  due  to  the  action  of  electrostatic  and  electromagnetic 
induction.  Considering  the  electrostatic  alone  in  the  first  place,  the 
surface  of  the  first  wire  forms  one  coating  of  a  condenser,  of  which  the 
other  coating  is  the  surface  of  the  earth  and  of  the  second  wire,  which 
is  in  connection  with  the  earth.  Now  one  pole  of  the  battery  is 
connected  to  the  first  line  and  the  other  pole  to  earth,  and  therefore 
with  the  second  line.  The  first  line  receives  a  charge,  say,  positive, 
while  the  earth  and  second  wire  receive  an  equal  negative  charge,  the 
amount  of  these  charges  depending  on  the  size  and  position  of  the  two 
wires.  As  the  first  wire  is  being  charged,  a  positive  current  flows  in 
firom  the  battery  to  do  it.  The  negative  charge  on  the  earth  and  second 
wire  may  be  considered  as  resulting  from  a  negative  current  from  the 
battery  to  earth  and  the  second  wire.  Or  we  may  say,  using  old- 
fashioned  language,  that  the  +  electricity  on  the  first  wire  attracts  - 
from  the  earth  to  the  second  wire.  Or  that  the  4-  charge  on  the  first 
wire  induces  a  -  charge  on  the  earth  and  second  wire.  Or  that  the 
potential  of  the  second  wire  due  to  the  +  charge  on  the  first  is  +, 
therefore  a  +  current  must  flow  from  the  second  wire  to  earth  until  its 
potential  is  brought  to  zero,  leaving  it  negatively  charged.  Or,  more 
accurately,  because  more  comprehensively,  we  may  consider  all  the 
elementary  circuits,  partly  conductive  and  partly  inductive,  from  one 
pole  of  the  battery  to  the  first  wire,  and  from  the  latter  to  earth  direct, 
and  also  vi&  the  second  wire  to  the  other  pole  of  the  battery,  in  every 
one  of  which  circuits  a  +  current  flows,  producing  electrical  polariza- 
tion of  the  dielectric,  whose  residual  polarization  appears  as  a  +  charge 
on  the  first  wire,  and  a  -  charge  on  the  second  wire  and  the  earth. 
Bat  whatever  mode  of  expression  be  used  the  result  is  the  same.  The 
final  distribution  of  potential  and  charge  when  equilibrium  is  reached 
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may  be  easily  stated.  By  Ohm's  law,  the  final  potential  v^  of  the  first 
wire  is  E{\  -x/l),  x  being  the  distance  from  the  battery  to  any  point, 
and  /  the  whole  length.  And  the  density  pi  per  unit  of  length  of  the 
first  wire  is 

CiVi  -  CiE{l  -  x/l), 

where  Ci  is  its  electrostatic  capacity  per  unit  of  length,  The  final 
potential  of  the  second  wire  is  of  course  zero.  Thci  linear  density  p^  of 
its  charge  is 

CaVi^CnE{l-xll); 

Ci2  being  the  coefficient  of  mutual  electrostatic  capacity  of  the  two  wires 
per  unit  of  length,  c^,  it  should  be  remembered,  is  - ,  so  that  /i,  is  - . 
(The  ratio  -  c^ :  c^  may  be  taken  roughly  at  about  J  when  the  wires  are 
suspended  at  the  shortest  usual  distance  apart :  the  exact  value  may  be 
readily  calculated.)*  Thus  the  potential  and  density  of  the  charge  on 
the  first  wire  fall  uniformly  from  their  greatest  at  the  beginning  to  zero 
at  the  distant  end,  while  the  density  of  the  charge  on  the  second  wire 
rises  from  its  greatest  -  value  at  the  beginning  to  zero  at  the  far  end, 
the  densities  at  corresponding  points  being  roughly  as  4 : 1  at  the  most. 
Thus  the  second  wire  has  i  the  opposite  charge  of  the  first,  and  the 
earth  the  remaining  |. 

2.  Now  removing  the  battery  and  putting  earth  on  instead,  the  wires 
are  discharged.  The  charge  of  the  first  wire  flows  out  at  both  ends, 
reducing  its  potential  to  zero,  twice  as  much  going  out  at  the  battery 
end  as  at  the  other.  As  its  potential  falls,  that  of  the  second  wire  abo 
falls :    from  zero  it  becomes   - .      For  its  potential  due  to  its  own 

-  charge  is  -,  and  this  was  only  neutralized  by  the  equal  +  potential 
due  to  the  original  charge  of  the  first  wire ;  so  as  the  latter  is  reduced 
the  former  comes  into  play.  During  the  whole  time  the  first  wire  is 
discharging  the  potential  of  the  second  wire  is  therefore  - ,  causing  a 
+  current  from  earth  at  both  ends,  which  lasts  until  enough  electricity 
has  entered  to  cancel  its  original  -  charge  and  bring  it  to  potential 
zero  again.  Or  we  may  say  equivalently  that  its  ~  charge  flows  out 
at  both  ends  simultaneously  with  the  discharge  of  the  first  wire,  and  in 
the  same  proportion,  }  at  the  battery  end  and  ^  at  the  other. 

3.  Now  insulate  the  second  wire  at  both  ends,  and  again  apply  the 
battery  to  the  first.  It  becomes  charged,  and  after  a  little  time  a  steady 
current  E/B  flows  through  it,  and  its  potential  is  ^(1  -x/l)  as  before. 
But  as  the  second  wire  is  now  cut  ofiT  from  earth  it  cannot  receive  any 
charge,  that  is,  its  total  charge  must  be  zero.  Likewise  its  potential 
must  be  + ,  and  of  the  same  value  all  along. 

If  V-.,  Vn  are  the  potentials,  /o^,  /o^  the  linear  densities  at  distance  x ; 
c^,  c^  the  linear  electrostatic  capacities,  and  c^j  ^^^  linear  mutual  electro- 
static capacity,  the  potentials  and  densities  are  connected  by  the 
equations 

*  rSee  Art.  xii.,  p.  42  ante.] 


ON  INDUCTION  BETWEEN  PARALLEL  WIRES.  119 

Now,  since  r,  is  constant,  and  the  second  line  has  no  charge  on  the 
whole, 

c^v^ •{■  c^Ah'^ ^ ^ >     where    Vj  =  ^fl-?j. 
From  these  data  it  follows  that 


.,^-^E;    ^  =  cE{l-f)-^B;    P.^Bc,,{l-^) -^^E. 


Thus  the  potential  of  the  second  wire  becomes  uniformly  about  one- 
eighth  of  the  potential  at  the  battery  end  of  the  first,  on  the  former 
assumption  that  -  ^<h%r  ^2-  '^^®  density  of  the  charge  of  the  first  wire 
falls  uniformly  from  ^(ci-4a/2^)  ^^  ^'^^  beginning  to  -(c\J2c^)E  at 
the  end,  thus  dividing  the  line  into  a  positively  and  a  negatively 
charged  portion,  the  length  of  the  latter  being  (on  the  same  assumption) 
^  of  the  whole  length.  And  the  density  of  the  charge  on  the  second 
wire  rises  uniformly  from  ^c^^^  ***  ^^®  beginning  to  -  ^(^2^  at  the  far 
end ;  thus  the  second  half  is  positively,  the  first  negatively  charged  to 
the  same  amount.  The  total  charge  of  the  first  is  ^El{ci  -  c^c^) ;  of 
the  second,  zero. 

Thus  during  the  establishment  of  the  steady  current  in  the  first  wire 
there  is  a  current  in  the  second  in  the  same  direction,  a  transfer  of 
electricity  from  the  first  half  of  the  line  to  the  second,  leaving  the 
former  negatively  charged  and  the  latter  positively.  Removing  the 
battery  and  earthing  the  first  wire,  the  discharge  of  the  first  wire  will 
make  the  potential  of  the  second  wire  less  in  the  first  half  than  in  the 
second,  so  that  the  disappearance  of  the  first  wire's  charge  is  accom- 
panied by  a  -  current  in  the  second,  restoring  it  to  zero  potential 
again. 

4.  These  examples  are  perhaps  sufficiently  elucidative  of  the  part 
that  electrostatic  induction  plays  during  the  establishment  of  a  current 
in  a  wire,  and  of  its  influence  on  the  final  potentials  and  densities.  All 
disturbing  influences  have  been  of  course  ignored ;  perfect  earth  con- 
nections have  been  supposed,  also  perfect  conductivity  of  the  earth, 
perfect  insulation,  and  absence  of  earth  currents  and  atmospheric 
electricity. 

When  the  number  of  parallel  wires  is  not  limited  to  two,  the 
phenomena,  though  more  complex,  are  essentially  of  the  same  nature. 
The  final  states  of  potential  and  charge  assumed  by  any  number  of 
wires  with  batteries  applied  to  one  or  more  of  them  may  be  found  from 
the  general  equations — 

^1  =  Ci  «^i  +  ^2^2  +  ^IS^'S  +  ^4^'4  +  •  •  •» 

^2  ~  ^12^1  "^  ^2  ^'2  "^  ^23^3  "^  ^24^4  "^  •  •  • »    \ n\ 

Ps  =  ^13^1  +  %^2  +  ^3  ^'3  +  ^34^4  +  •  •  •> 

Here  c^,  Cg,  C3,  ...  are  the  electrostatic  capacities  of  wires  1,  2,  3,  ..., 
(^2  the  mutuid  capacity  of  1  and  2,  c^^  that  of  1  and  3,  and  so  on,  all 
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per  unit  of  length;  r^  t?o,  t'3,  ...  the  potentials,  and  pj,  p^  ...  the 
densities  per  unit  of  length.  (See  Maxwell's  Electricity,  vol.  1,  ch.  3.) 
These  equations  will  be  referred  to  later  on. 

5.  Now  there  is  electromagnetic  induction  to  be  considered.  For 
simplicity  suppose  it  to  act  alone ;  and  as  before,  take  the  case  of  two 
parallel  wires,  both  earthed,  and  apply  a  battery  to  the  first.  During 
the  establishment  of  the  current  in  the  first  wire  (supposed  to  take 
place  uniformly  all  along  its  length),  a  current  in  the  apposite  direction 
is  induced  in  the  second  (also  uniform  all  along),  which  ceases  when  the 
current  in  the  first  reaches  its  steady  strength.  And  on  the  cessation 
of  the  current  in  the  first  wire  a  current  is  indtu:-ed  in  the  second  in  the 
same  direction.  But  this,  though  sufficient  for  many,  is  but  a  very 
rudimentary  statement  of  the  case. 

According  to  Thomson  and  Maxwell's  theory,  the  electric  current  is 
a  kinetic  phenomenon,  involving  matter  in  motion,  and  the  motion  is 
not  confined  to  the  wire  alone,  but  is  to  be  found  wherever  the  magnetic 
force  of  the  current  extends.  As  matter  has  to  be  set  in  motion  when 
a  current  is  in  course  of  establishment,  inertia  has  to  be  overcome,  the 
real  inertia  of  moving  matter,  having  the  negative  property  of  remaining 
in  the  state  of  motion  it  may  have.  So  that  the  current  cannot  be 
established  instantaneously,  but  rises  gradually.  And  if  the  current  be 
left  to  itself  without  any  impressed  E.M.F.  to  support  it,  it  does  not 
cease  instantaneously,  but  gradually  decays  in  the  same  manner  as  it 
was  set  up,  in  virtue  of  the  real  momentum  of  the  moving  matter. 
That  it  decays  at  all  is  due  to  the  production  of  heat  by  the  current, 
which  is  inseparable  from  its  existence,  i.e.,  the  kinetic  energy  of  the 
current  is  degraded  into  the  kinetic  energy  of  heat  Thus  when  the 
source  of  energy  is  cut  off"  by  removing  the  battery  the  momentum  of 
the  current  begins  immediately  to  fall  off^  drawing  all  the  while  upon 
its  reserve  store  of  energy  to  maintain  it  Now  respecting  the  currents 
induced  in  neighbouring  conductors.  The  momentum  exists  in  all 
parts  of  the  field,  and  on  the  removal  of  the  E.M.F.  becomes  visible  in  all 
of  them,  the  energy  becoming  degraded  into  heat  in  all.  Granting  this, 
the  currents  induced  must  be  all  in  the  same  direction,  viz.,  as  that  in 
the  primary  wire;  and  it  follows  immediately  that  on  setting  up  a 
current  the  opposite  occurs,  currents  in  the  opposite  direction  to  that 
set  up  being  caused  in  all  the  wires.  In  the  secondary  wires  it  is 
evident  as  such ;  in  the  primary  it  is  evident  as  retarding  the  rise  of 
the  current. 

Not  knowing  the  actual  mechanism  of  the  current  and  of  the  magnetic 
force,  we  cannot  know  what  the  actual  amount  of  real  momentum  is, 
although  the  amount  of  energy,  the  connecting  link  between  all  forces, 
may  be  calculated.  But,  in  a  dynamical  system,  it  is  not  at  all  necessary 
that  the  mechanism  should  be  known  completely.  If  the  state  of  the 
system  is  completely  defined  by  the  values  of  a  certain  number  of 
variables  the  relations  between  forces,  momenta,  etc.,  corresponding  to 
these  variables  may  be  calculated  on  strictly  dynamical  principles. 
Thus  Maxwell's  electromagnetic  momentum  of  a  circuit  bears  the  same 
relation  to  the  impressed  e.m.f.  in  the  circuit  that  momentum  does  to 
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force  in  ordinary  dynamics.  Ohm's  law,  however,  remains  an  experi- 
mental fact,  and  is  taken  as  such  alone. 

In  the  case  of  two  circuits,  the  equations  of  motion  are 

Here  y^  and  y^  are  the  currents  at  any  moment  in  tlie  circuits  1  and  2 
of  resistances  ^  and  R^,  and  E  the  impressed  E.M.F.  in  circuit  1. 
L^y^  +  My2  is  the  electromagnetic  momentum  of  the  first  circuit,  and 
L^yg  +  Afyj  that  of  the  second ;  Z^,  Zg,  and  M  being  constants  depending 
on  the  form  and  position  of  the  circuits.  In  the  first  circuit  the  e.m.f. 
E  is  employed  partly  in  maintaining  the  current  y^  against  the  resist- 
ance i^,  and  partly  in  increasing  the  momentum  of  the  first  circuit. 
In  the  second  circuit,  where  there  is  no  impressed  force,  the  induced 

E.BLF.  is  -^-.(Zjyj  +  Afyi),  that  is,  the  rate  of  decrease  of  its  electro- 

magnetic  momentum.  Further  than  this  it  is  only  necessary  to  mention 
here  that  the  setting  up  of  the  current  E/B^  in  circuit  1  is  accompanied 
by  an  integral  current  MEIIt^R^  in  the  opposite  direction  in  circuit  2, 
and  the  decay  of  the  current  in  1  by  an  equal  integral  flow  in  2  in  the 
+  direction. 

6.  We  may  now  compare  together  the  integral  currents  of  electrostatic 
and  electromagnetic  induction  in  circuit  2,  circuits  1  and  2  being  two 
parallel  suspended  wires  for  definiteness,  earthed  at  their  ends. 

If  Q|  is  the  integral  current  due  to  changing  magnetic  induction, 

where  M  is  the  mutual  electromagnetic  capacity  of  the  two  wires. 
If  Q^  is  the  electrostatic  charge  received  by  the  second  wire, 

therefore  |  =  f  ^^< 

supposing  the  wires  have  the  same  resistance.  .Thus  Q.JQ^  increases  as 
the  square  of  the  length.  One-third  of  this  must  be  taken  for  the  ratio 
at  the  distant  end,  where  Q^  and  Q^  are  in  opposite  directions. 

If  Cij  =  -003  microf  per  mile,  M  =  ml,  and  m  =  3  per  centimetre,*  or 
482,802  per  mile;  E  =  kl,  and  k  =  15  ohms  per  mile, 

^Gi     4291' 

Thus  when  /  «=  about  65  miles  the  integral  currents  at  the  receiving  end 
are  equal.     For  a  shorter  length  the  electrostatic  is  overpowered  by  the 

*  [This  is  rather  a  low  estimate  for  wires  at  usual  distance.     See  (10)  and  (11), 
p.  lOL] 
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electromagnetic  and  the  reverse  for  a  greater  length.  This  calculation 
is  quite  a  rough  one,  but  will  do  approximately  for  two  suspended 
wires  at  the  shortest  usual  distance  apart 

7.  Having  considered  the  general  nature  of  electrostatic  and  electro- 
magnetic induction  in  the  simple  case  of  two  wires,  and  the  final  distri- 
bution of  electricity  on  the  wires  in  equilibrium,  the  next  step  is  to 
more  accurately  determine  the  manner  in  which  the  potential  and  the 
current  behave  in  the  variable  state  that  intervenes  between  one  state 
of  equilibrium  or  steady  flow  and  another.  In  the  first  place,  electro- 
magnetic induction  will  be  ignored,  as  it  greatly  complicates  the  theory, 
while  it  is  of  quite  secondary  importance  on  lines  not  less  than  a  certain 
short  length. 

The  fundamental  equations,  whether  we  consider  one  line  or  many, 
with  or  without  electromagnetic  induction,  are 

/i+/^i  =  0;     r'2  +  P2  =  0;     r'34.^3  =  0;etc (2) 

where  y  stands  for  current,  />  for  linear  density,  and  the  suffix  denotes 
the  wire  referred  to.  In  the  following  '  will  be  generally  used  to 
indicate  differentiation  with  respect  to  x  and  •  diflferentiation  with 
respect  to  /  the  time.     Thus  any  one  of  (2)  written  fully  is 

dx     dt 

This  is  nothing  more  than  the  equation  of  continuity,  and  it  may  be 
proved  thus: — If  y  is  the  current  at  x  at  time  t  then  y  +  y'dx  is  the 
current  at  x  +  dx  at  time  /,  and  the  excess  of  the  current  at  z  over  that 
at  a:  4-  dx  is  -  ydx.  Therefore  in  the  time  dt  the  excess  of  the  quantity 
of  electricity  tnat  has  passed  x  over  what  has  passed  x-\'dx  is  -  ydxdt, 
and  this  quantity  must  have  been  added  to  the  charge  of  dx.  At  time  t 
the  latter  is  pdx  and  at  time  t  +  dt  it  becomes  pdx  +  pdxdt;  whence 
another  expression  for  the  increase  in  time  dt  of  the  elementary  charge 
of  dx  is  pdxdt,  and  the  above  equation  follows. 

If  the  wire  exists  alone  we  have  p  =  cv.  Also  by  Ohm's  law, 
y=  -k~W^  where  k  is  the  resistance  per  unit  of  length.     Whence 

t/'  =  cifci), (3) 

with  the  same  equation  for  p  or  y.  (It  is  practically  best  to  work  with 
V,)  This  is  Sir  Wm.  Thomson's  well-known  equation  of  the  potential 
in  a  submarine  cable,  or  of  course  in  any  uniform  wire  unaffected  by 
the  induction  of  others.  The  same  equation  was  given  by  Ohm  for  the 
"tension"  of  a  uniform  wire,  but  singularly  enough  it  was  arrived  at 
by  an  entirely  erroneous  assumption,  viz.,  that  a  wire  had  a  capacity  or 
power  of  absorbing  electricity  into  its  substance,  just  as  a  conductor  of 
heat  has  a  "capacity"  for  heat.  In  fact,  he  applied  to  electricity 
Fourier's  equations  for  the  diffusion  of  heat  by  conduction.  Mathe- 
matically considered,  it  amounts  to  exactly  the  same  thing  for  the 
purpose  of  calculating  the  propagation  of  signals,  whether  the  electricity 
is  detained  in  the  substance  of  a  wire,  or  forms  a  superficial  charge, 
connected  by  tubes  of  induction  with  an  equal  opposite  charge  on  other 
conductors  separated  from  it  by  a  dielectric,  the  so-called  suiface  charge 
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being  merely  the  residual  polarization  of  the  dielectric,  within  which  the 
potential  energy  of  electrification  is  stored ;  yet  the  difference  between 
Ohm's  capacity  and  the  real  thing  is  very  striking. 

The  general  solution  of  (3)  adapted  for  suiting  limiting  conditions  is 

f;  =  X^  Binfj  +  by-^'^;  (4) 

that  is,  the  sum  of  any  number  of  terms  of  this  general  form,  where 
A,  a,  and  b  are  arbitrary. 

Suppose  that  the  ends  of  the  wire  are  connected  to  apparatus,  resist- 
ances, condensers,  etc.,  in  a  given  manner,  and  that  the  conditions  thus 
imposed  are  expressed  in  an  analytical  form.  Substitution  in  the 
general  term  of  (4)  will  give  rise  to  two  equations, 

tan(a  +  6)  =  <^(a),       tan6  =  <^2(a); 

and  between  them  we  can  eliminate  6,  obtaining 

tan  a  =  <^(a). 

These  determine  the  admissible  values  of  a  and  b  consistent  with  the 
nature  of  the  terminal  connections ;  and  if  the  electrical  state  of  the 
system  is  known  at  any  moment  the  coefficients  A  can  be  determined 
80  that  the  right  hand  side  of  (4)  expresses  the  potential  of  the  line  at 
that  moment  and  subsequently. 

If  »=  y  when  /  =  0,  where  27  is  an  arbitrary  function  of  x,  then  will 
the  general  value  of  ^  be 


fJVsin(--.6).. 


^=^ d  ^^> 

1  -  coQ^a^-<f>(a) 
da 

This  is  on  the  supposition  that  at  /  =  0  none  of  the  energy  of  the 
system  resided  in  the  terminal  apparatus.  For  example,  if  there  is  a 
condenser,  it  must  be  uncharged;  otherwise,  additional  terms,  which 
are  easily  found,  must  be  added  to  the  numerator  of  (5),  the  denominator 
remaining  the  same.* 

In  fact 


^  .  JVsin(^  +  6)rfa: 


£^=f2  8m(^  +  6)il_^: <— (5«) 

l-^tan-^(a) 

is  an  identity.     If  the  line  be  infinitely  long,  it  becomes  * 

f(x)  =  A  du\  dy  mi{yx  +  b)  %m{uy-\-b)f(y\ (56) 

^Jo      Jo 

*[For  detailed  information  regarding  the  construction  of  these  formulae  see 
preTioiu  articles,  especiaUy  Art.  xvi.  for  special  examples,  and  §§  24,  25  (p.  91  aiite) 
of  the  same  for  tiie  general  theory,  and  regarding  the  terminal  arbitrary  functions 
omitted  in  the  above.  Equation  (57)  there  (p.  93  antf)  is  the  same  as  (5)  above, 
by  omiaaion  of  the  terminal  arbitraries  and  an  important  simplification  of  the 
denominator.  See  also  the  next,  Art.  xx.,  for  another  establishment  of  (5)  and 
(5a)  above,  and  (§§  8  to  13)  for  the  supplementary  integral  required  in  (56)  above 
when  the  terminal  arrangement  at  the  beginning  of  the  line  is  such  as  to  cause  the 
determinantol  equation  to  have  imaginary  roots.] 
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where  f{z)  is  any  function  of  x  and  sin  h  =  cos  h  x  <j>j^u)  where  <^2(^)  ^® 
of  the  form 

<j>j^u)  =  h^u  +  h^u^'\-h^u^'\- 

The  above  is  an  extended  form  of  Foorier^s  Theorem  as  given  in 
Treatises  on  the  Integral  Calculus. 
8.  With  any  number  of  wires  we  have 

7i=-7r''i'       ^2=  -  .-t;'2,  etc., (6) 

where  k^y  k^,  ...  are  their  resistances  per  unit  of  length.     Therefore  by 
eliminating  y^,  y^,  ...  between  (2)  and  (6), 

from  which  p^,  /^g,  ...  may  be  eliminated  by  means  of  (1),  leading  to 

«^"2  =  yCl2*l+<^2^2  + ^28^3 +•••)»[ (Q) 

•  •  •  •  •  •         I 

the  exact  solutions  of  which  for  any  given  terminal  conditions  and  given 
initial  distributions  may  be  readily  obtained.* 

Beginning  with  the  simple  case  of  two  wires  of  the  same  length, 
exactly  similar,  and  at  the  same  height  from  the  ground,  so  that 

C-t   ^^  Cn  ^2  C,  A'l    ^  /fc«  ^^  K» 

Here  v'\  =  ckv^  +  c^Jcv^,        v'\,  =  c^g  +  ^2^1- 

Now  choose  two  other  dependent  variables  w^  and  w^,  so  that 

and  substitute ;  then 

w'\  =  (c  +  c^2)^v  ^  "2  =  (<J  -  Ci2)^T 
By  this  substitution  we  have  got  two  equations  of  the  same  form  as  (3), 
that  for  a  wire  uninfluenced  by  the  induction  of  others.  Thus,  imagine 
two  fresh  lines  of  capacities  c  +  c^o  ^^^  ^  "  ^2  P®^  ^^^^  ^^  length,  which 
have  no  induction  on  one  another,  and  let  their  potentials  at  any 
moment  be  half  the  sum  and  half  the  difference  of  those  of  the  real 
lines  at  the  same  moment  at  corresponding  points ;  let  these  imaginary 
lines  discharge  independently,  then  the  potentials  of  the  real  lines  at 
any  subsequent  moment  will  be  the  sum  and  the  difference  of  what  the 
potentials  of  the  imaginary  lines  have  then  become. 

For  instance,  if  the  first  line  had  at  /  =  0  a  steady  current  E/kl  in  it 
and  potential  r  =  -&(l -x//),  while  in  the  second  line  ^2  =  0;  and  the 
battery  is  then  removed  and  both  lines  earthed  at  both  ends,  the 
subsequent  potentials  are 

r,  =  ^-2lsin'^(e''"  +  «n 

*  [See  Sir  W.  Thomson's  article  "  On  Peristaltic  Induction  of  EUectric  Currents," 
Proc,  R.  S,,  May  1856,  or  Reprint,  vol.  2,  Art  Ixxv.,  p.  79,  for  the  earliest  treat- 
ment of  this  subject ;  that  is,  with  magnetic  induction  ignored.] 
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ro  = — 2-  sin  -,  (e^''  -  e'^) ; 

where  D--      "''^'  7)--      ''^'' 

and  the  summations  include  all  integral  values  of  n  from  1  to  oo  . 
At  the  end  remote  from  the  battery  the  currents  are 

y^  =  ^  v(  _  cQg  n7r)(6^''  +  e^), 

y^  =  ^2:(  -  COS  n7r)(e^>'  -  6^). 

The  arrival  curve  of  the  current  at  the  remote  end  of  a  line  earthed 
at  both  ends  and  not  exposed  to  induction  from  other  wires  is  given  in 
a  readily  accessible  form  in  Professor  Jenkin's  Electricity  and  Mag^netism, 
with  a  table  of  the  value  of  the  current  at  different  times  after  contact 
was  made.*  K  the  curve  there  given  be  drawn  on  two  different  scales 
as  regards  time,  viz.,  proportional  to  c  +  c^2  ^^^  ^-^w  ^^^  ^^^^  these 
two  curves  are  constructed  two  new  ones  by  making  the  ordinates  of 
the  latter  equal  to  half  the  sum  and  half  the  difference  of  the  former, 
the  latter  will  be  the  arrival  curves  for  the  case  just  considered ;  the 
big  curve  being  the  current  on  line  1,  and  the  smaller  one,  above  the 
zero  line,  the  induced  arrival  curve  on  line  2. 

9.  Again  two  wires,  dissimilar,  but  with  the  same  terminal  conditions. 
Here,  by  (8) 

^'i~  Vi^i  +  ^i2^*i^'2' 1 /gx 

v"2  =  <^A«'2  +  ^1  A^r  J 

To  find  elementary  simultaneous  solutions,  eliminate  either  r^  or  Vg; 
thus 

(V^  -  cAmV^  -  cjc^)v  =  c^^k^koDh\ 

where  y  stands  for  d/dx  and  D  for  d/dt.  Let  y^  \yQ  any  numerical 
quantity;  the  above  is  then  an  algebraical  quadratic  equation  in  D^ 
whose  roots  are 

therefore 

f?2  =  sin(tya;  +  6)(ri^e^''  +  r2^e^);  J  ^     ^ 

where  i  stands  for  V  -  1.  A,  B,  y,  and  b  are  arbitrary,  while  r^,  rg  are 
constants  which  may  be  found  by  inserting  these  solutions  (10)  in  (9), 
giving 

^12*1-^1  ^V2rl^2 

The  sum  of  an  infinite  number  of  elementary  solutions  such  as  those 
in  (10)  may  be  made  to  represent  initially  any  given  distribution  of 

*  [See  curve  1,  Fig.  1,  p.  72  ante.] 
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potential  in  the  wires,  and  also  to  satisfy  the  terminal  conditions.  The 
latter,  when  given,  settle  the  admissible  values  of  y  and  b,  Z>,  and  D^  are 
known  multiples  of  y ;  and,  finally,  the  values  of  A+B  and  r^A  -\-r^y 
and  therefore  of  A  and  B,  can  be  found  by  integration,  so  as  to  make 
the  complete  solutions  represent  any  initial  arbitrary  potentials. 

In  the  simple  case  of  direct  earth  connection  at  both  ends  of  both 
lines,  and  v^  =  E(l  -x/l),  t?2  =  0,  initially,  we  have  6  =  0  and  i^^^nvjl, 

A^^B^^^,      r,A^-^r,B^=.0; 
nir 

therefore  A,  =    "".i-  ^1,      B„=  -  -Il_  '^1 ; 


therefore 


2-A  ^1        •      fiirXi  n,t  _IW\    -    /  \ 

v^  =  — 2-.  sm -p-(r2e^''  -  r^e^)  ^  (r^  -  r^), 
IT     n         It 

2^vl     :    WrSC/  />,*        D^K         7*,7*« 

IT     n         /  ^2~^i 

represent  the  potentials  at  time  /. 

10.  It  will  be  observed  that  the  differential  equations  (8)  each  contain 
the  differential  coefficients  with  respect  to  /  of  the  potentials  of  all  the 
lines.    But  by  a  linear  transformation,  thus : — 

^1=^1  +  ^2  +  ^8+ •••» 

«^8  =  ^^l  +  M2  +  ^3^8+---> 

•  •  •  •  • 

and  by  properly  determining  the  constants  o^,  ...,  6^,  ...,  equations  (8) 
may  be  brought  to  the  form 

^'i  =/A  >  ^'2  =/2^2  5  ®*^-> 
each  of  which  contains  only  one  dependent  variable,  so  that  we  may 
represent  the  actual  potentials  of  the  lines  as  linear  functions  of  the 
potentials  of  an  equal  number  of  imaginary  lines  having  no  mutual 
influence,  with  the  same  terminal  conditions,  and  charged  initially  in  a 
known  manner.  But  there  is  no  advantage  in  commencing  thus,  the 
following  process  being  simpler : — 
Equations  (8)  may  be  written 

0=-Pll«^l+Pl2^2+-Pl8^3+---» 

^  =-P21^1  +i^22^2  +JP28^3  +  ' ' '» 

^  =J^31^1  +-^82^2  -^Vz&H  +  •  •  •» 
.  «  •  «  • 

where  Py^  =  -  y^  +  c^k^D ;        p^^  =  <i2^ A  ®*^ 

By  eliminating  all  the  variables  except  one,  we  get  for  the  equation 
of  the  potential  of  any  line  Pv  =  0,  where  P  is  the  determinant 

-Pii    2^12    i^i8     ••• 

-*  ~  P2\    P22    Pn     '" 

Psi    Psi    Ps9     ••• 
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The  tenninal  conditions  being  the  same  for  all  the  lines,  the  elemen- 
tary solutions  will  all  contain  the  same  function  of  x ;  then,  assuming 
\^  to  be  a  numerical  quantity,  the  equation  P  =  0  is  an  algebraical 
equation  in  Dj^^  of  the  same  degree  as  the  niunber  of  lines.  Let  the 
roots  for  D  be  D^  D^,  ....  These  are  all  known  multiples  of  y'^,  and 
the  elementary  solutions  are 

Pi  =  sin(tv«  +  ^){^«''»'  +  ^«'^  +  C'«^+...}, 
tTg  =  sin  (tyic  +  h){r^Ae^*  +  rJS^  +...}, 
Vg  =  sin  (tya;  +  h)  {s^Ae^'^^  +  s^Be'^  +...}, 

etc.  The  quantities  r,,  ...,  Sy,  ...  may  be  found  by  inserting  these 
solutions  in  equations  (8).  As  before,  the  terminal  conditions  settle  the 
different  values  of  y  and  h ;  and  integrations  serve  to  determine  A^  B, 
Cf  ...,  so  that  the  sum  of  infinite  series  of  the  above  elementary  solutions 
may  represent  the  initial  potentials. 

11.  But  if  the  terminal  conditions  are  not  limited  to  be  the  same  for 
all  the  lines  at  2;  =  0,  and  also  all  the  same  at  X'^l,  the  elementary 
solutions  must  be  more  general.     First,  for  two  lines. 

Here  (y^  -  <i^^)(V^  -  cjc^)v  =  6ijc^k^\ 

as  before,  for  either  line.  Treating  /)  as  a  constant,  this  is  a  quadratic 
equation  in  y^,  whose  roots  are 

y2  =  ii>{(Ci*i  +  cjc^  ±'J(Cik^  +  cJc^Y  -  ^k^ic^c^  -  <i)}» 

therefore  an  elementary  solution  is 

t?j  =  {{Aj^  sin  +  -Bi  coe)i^jX  +  (A^  sin  +  B2  cos)i^^}e^,      |        ., ,  v 
V2  =  {^1(^1  sin  +  A cos)*yia;  +  r^iA^ sin  +  B^ co&)i^^}e^,)'  ' 

where  r^-Vi'^h^^       r^-V'-^A-^^ 

by  inserting  (11)  in  (9). 

The  four  terminal  conditions,  viz.,  two  for  each  line,  give  the  ratios 
A^:  B^iA^iB^  and  also  furnish  an  equation  for  the  admissible  values 
of  Z>. 

We  have  thus  the  complete  solutions 

v^=^^Av^i^^        v^^^Au^e'^f 

where  the  functions  t^  and  1^2  ^^^  completely  known ;  also  the  values  of 
Z>.  If  when  /  =  0,  v^=  U^,  and  v^  =  tJ^^  these  being  arbitrary  functions 
of  X,  we  must  find  the  values  of  the  constants  A  so  that 

U^-^A^A .^2) 

This  may  be  done  by  availing  ourselves  of  the  conjugate  property 
possessed  by  two  different  possible  distributions  of  potential  and  density. 
Let  Um  u^  represent  one,  and  i^^,  u^j  represent  another  elementary  dis- 
tribution of  potential,  corresponding  to  A  and  Dj  respectively.  The 
first  decays  at  one  rate,  the  second  at  another;    they  may  co-exist 
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without  interference,  and  their  mutual  potential  energy  is  zero.  If  Eij 
is  their  mutual  potential  energy, 

where  /On,  /Oj,  are  the  densities  corresponding  to  Uu,  u^,  and  p^,  p^  those 
corresponding  to  Uij,  u^j.  This  reciprocal  property  is  an  identity  and 
does  not  depend  on  the  distributions  being  independent  That  Etj  =■  0 
for  independent  distributions  may  be  thus  proved.     We  have 

n"u=DAhis (13)i         u\^D,k^, (13), 

u'\j  =  Djk^^ (13)2        y'\j-^Djk^j, (13), 

by  (7).     Therefore 

^ij=  j  (?*iiPu  +  ^^P^y^  =  j)jM''^'''^^^'^-i)]A^ 
by  (13)2  and  (13),; 

by  double  integration  by  parts ; 

1  1  D  C  D  C 

by  (13)j  and  (13)3.     Therefore,  by  the  reciprocal  property, 

{Dj-Di)Eij^j-[uitu\j-u\t'ii^]  +  j-[u^u'^-u'^u^] (14) 

The  right-hand  side  is  to  be  taken  between  limits,  and  vanishes  when 
i  BXidj  are  different  if  u/u'=  constant;  that  is,  if  the  lines  are  put  to 
earth  at  the  ends,  or  insulated,  or  put  to  earth  through  mere  resistances. 
When  i  =j,  we  find,  by  taking  the  limit  and  discarding  %  and  j, 

where  n^—  -  D,  By  applying  (14)  and  (15)  to  (12)  the  value  of  any 
coefficient  A  is  found  to  be 


A^ 
2nk 


the  limits  for  the  integrations  being  0  and  /,  and  the  quantities  in  square 
brackets  being  taken  between  the  same.  The  form  of  ^  requires  modi- 
fication when  uju'  not  =  constant. 

12.  The  extension  to  any  number  of  wires  m  is  obvious.  In  §  10,  in 
the  equation  Pv  =  0,  let  D  be  any  numerical  quantity ;  then  P  =:  0  is  an 
algebraical  equation  in  y-/-^  ^^  ^^®  ^^"^  degree.     Let  its  roots  for  y^  be 
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where    tij  =  (j4^  sin  +  B^  co8)i^yX  +  (A  2  sin  +  B^  co8)iy^r 

+  (-rt/3  sin  +  i^3  C08)i\:.jr  +  . . . , 
u^  =  rj(-*4,  sin  +  B^  coa)i^yC  +  ?*2(^2  ^^^  +  -^2  C08)iy2:r 

4-  r^{A^  sin  +  /^.^  cos)i^.fr  +  . . ., 

is  a  system  of  elementary  solutions ;  the  ratios  r^,  ...  being  found  by 
insertion  in  (8).  The  constants  A^^  B.y  ...  are  2m  in  number.  The 
terminal  conditions  are  also  2m  in  number,  and  serve  to  determine  the 
2m-  1  ratios  Aj^iB^iA^'-B^'-.^^t  and  give  besides  an  equation  for  JK 
Thus  the  complete  solutions  are 

rj  =  2^ttj«*,       t»2  =  ^^t/ge'*,  etc (16) 

where  tt^,  %,  ...  and  the  values  of  D  are  completely  known.  The  con- 
stants A  may  be  found  by  the  conjugate  property,  which  is  now  more 
complex,  though  essentially  the  same,  tin,  u^j  t(,|, ...  and  u^^  u^j^u^j, ,.. 
being  two  different  independent  potential  distributions,  and  p^t,  ..., 
piy,  ...,  the  corresponding  densities,  the  reciprocal  property  is 

and  the  conjugate  property  may  be  shown  in  a  similar  manner  as  before 
to  be 

(Dj - Dt)Etj  =  ^ [u^iV'yj -  u'„i^ J  +  j-[thiu'^ - M>^]  + (17) 

Thus  Eij  —  0  when  uju'  =  constant     And 

=  I (<a*^*  +  <^«»  +  ^«3*  +  . . .  +  2Ci2t*i?t2  +  2<i3l*2**8  ■{-  ...yix. 

=  JLHtt'  (^  -  M,^n  +  similar  terms  with  other  suffixes, ...  (18) 
2nX-iL     rf**       ^dnj  »     v     / 

where  n*  =  -  Z>. 

The  left-hand  member  is  twice  the  potential  energy  of  1/^,  t/g,  1I3,  .... 
By  these  properties  ^17)  and  (18),  applied  to  (15),  the  constant  A  may 
be  found  so  as  to  miuce 

when  ^  =  0,  where  l/^,  ...  are  arbitrary  functions  of  a;. 

13.  In  paragraphs  7  to  12  inclusive  only  electrostatic  induction  has 
been  taken  into  account.  A  considerably  greater  complication  arises 
when  we  attempt  to  fully  exhibit  the  joint  action  of  both  inductions. 
We  have  still  the  fundamental  equations  of  continuity, 

71+^1  =  0,        7'2  +  f>2  =  0,  etc. 

and  also  the  same  relations  between  potential  and  density, 

H.B.P. — ^VOL.  I.  I 


\ 
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etc.,  but  the  equations  connecting  the  potential  and  current  are  now  no 
longer 

ri=  -,7^'i'        72=  -rv'sietc., 
but  are  of  the  much  more  complex  forms 

-  ^i  =  ^iTi  +  «i  ri  +  ^2%  +  ^isTs  +-A 

-  t'  2  =  ^272  '^"  ^1271  '^"  ^2  72  "^  *2373  +    •  •»  I  M  gx 

—  Vr^  =  k^y^  +  5j3yj  4-  52372  +  ^3  Ts  +  •  •  •»  I 

•  •  •  •  •  •  •  J 

Here*  5^,  Sg*  ^?»  •••  ^r®  t^®  coefficients  of  self-induction  (or  electro- 
magnetic capacity)  of  the  wires  per  unit  of  length,  while  s-y^  is  the  co- 
efficient of  mutual  capacity  of  1  and  2  per  unit  of  length,  ^23  the  same 
for  2  and  3,  etc.,  and  y^,  y^^  ...  are  the  currents  in  the  wires.  (See  vol 
iL,  Maxwell's  Electricity,)  The  impressed  S.M.F.  -v'  in  wire  1  is  not 
only  employed  in  maintaining  the  current  in  that  wire,  but  also  in 
varying  the  currents  in  all  the  rest 
Eliminating  the  currents,  we  have 

^'"1  =  hPi  +  ^1  Pi  +  ^^'12^2  +•••>' 
v'\  =  A-jPj  +  Sy^^  +  5j  ^2  +  •  •  •> 

V'\  =  k^^  +  5i3^i  +  523^2  +  •  •  • » 


(20) 


and  since  the  densities  are  linear  functions  of  the  potentials,  the  former 
may  be  eliminated,  giving  rise  to  a  set  of  simultaneous  partial  differen- 
tial equations,  each  containing  all  the  dependent  variables  v^  ...  and 
d^jdT?^  d/dt,  and  (P/di^,  By  eliminating  the  potentials,  the  resulting 
equations  in  the  densities  are  somewhat  simpler  as  regards  the  co- 
efficients. 

Beginning,  for  more  completeness,  with  the  case  of  a  single  wire,  we 
have 

v"=^ckv  +  csv, (21) 

or  V^r  =  (ckD  +  csl)^)v, 

whose  general  solution  is 

t;  =  2  sin(»va;  +  b){Ae^^'  +  Be*^), 

where  D^  and  D^  are  the  roots  of 

csD2  +  ckD-y;^'^=^0, 

and  y'-^  is  any  numerical  quantity.     That  is, 


^l^^j[^-'Ck±Jc^k^  +  4cs^^y 


For  simplicity,  let  the  wire  be  earthed  at  both  ends,  then  ty  =  nir//, 
where  n  is  any  integer,  and  &  =  0,  so  that  the  elementary  solution  is 

t;  =  8in^(^«^>'  +  j&e^); 
•  [For  developed  formulae,  see  p.  101.] 
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or,  if  D^  and  D^  are  imaginary, 

V  =  sixi^e'^A  sin  +  B  t(^)qt, 

V 


where  |,=  *         q  =  ^J^.±^l 

The  latter  form  will  be  used  preferably.  If  g  be  imaginary,  D^  and  Do 
are  real  and  negative,  and  the  simple  harmonic  distribution  of  potential 
sin  ntrx/l  decreases  asymptotically  towards  zero.  But  if  ^  be  real  it 
oscillates  at  a  rate  proportional  to  ^,  the  amplitude  of  the  oscillations 
decreasing  asymptotically  towards  zero  at  a  rate  proportional  to  p. 
Whether  v  is  oscillatory  or  not  depends  on  the  values  of  /,  n,  s,  c,  and  k 
Let  c  =  -02  microf  per  mile,  A;=  15  ohms  per  mile.  The  value  of  s  for 
iron  wire  depends  mainly  on  the  quality  of  the  iron,  and  is  therefore 
rather  indefinite  in  the  absence  of  actual  measurement.  Let «  -  15  x  10^ 
per  mile  (electromagnetic  units).*    Then 

ifc     15  X  10»  ' 

and  cife=  02  x  IQ-^*  x  15  x  10»  =  3  x  lO'^  sec. ; 

therefore  g=  10*. /^  _ - 1  approximately. 

Now  the  first  value  of  n  is  1,  so  for  the  first  term  to  be  oscillatory 
1^  <  J  10*,  or  /  <  365  milea     Therefore  if  the  length  of  the  line  is  less 
than  365  miles,  all  the  terms  are  oscillatory. 
For  100  miles  

The  period  of  an  oscillation  is  2ir/q ;  for  the  first  term  this  amounts  to 
2v/1755  second,  or  about  v^rr  second.  But  since  s/k  =  y^nr  second,  the 
amplitude  falls  very  quickly,  the  second  oscillation  being  small  com- 
pared with  the  first.  It  is  only  on  short  lines  that  there  can  be  many 
oscillations  without  much  diminution  of  amplitude. 

The  physical  reason  of  the  oscillation  will  be  readily  understood  from 
§  5.  Suppose  that  at  / »  0,  i;  =  sin  vx/l,  so  that  the  density  isp  —  c  sin  rrx/l, 
that  the  charge  is  at  rest  at  that  time,  and  is  then  left  to  itself.  Tne 
KH.F.  of  the  charge  is  at  first  -v/l  cos  irx/l;  this  sets  the  charge  in 
motion  symmetriciuly  from  the  centre.  Self-induction  retards  the  out- 
ward flow  at  first,  but  once  in  motion  the  current  requires  force  to  stop 
it.  Therefore  the  current  does  not  cease  when  the  line  is  discharged, 
but  continues,  thus  producing  a  negative  electrification  similar  to  the 
first  positive,  though  smaller,  and  the  E.M.F.  of  this  -  charge  brings 
the  current  to  rest.     Then  the  current  sets  in  the  other  way,  producing 

*  [Iron  wires  were  exclasively  used  for  overland  telegraphs  when  this  was 
written.  This  valae  of  «  is,  of  course,  far  too  high  for  copper  wires.  Even  for 
iron  it  is  too  high  when  rapid  reversals  are  in  questioo,  since  no  allowance  has 
been  made  for  the  redaction  due  to  imperfect  penetration.  ] 
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similarly  a  +  charge,  and  this  goes  on  until  the  resistance  of  the  line 
uses  up  all  the  original  energy. 

Suppose  that  the  line  is  originally  free  from  charge  and  connected  to 
earth  at  both  ends,  and  that  at  the  time  /  =  0  an  electromotive  force  E 
is  put  on  at  ^  =  0.     The.  course  of  the  potential  is  then 

r  =  i;(l-?)-M2lsin^«-'<(?sin  +  cos)^/, (22) 

and  of  the  current 


E 


2E. 


r  =  ^(i-^"'"')+^Sco8 


I'l 


kl 


virx     2p  _rt 
I         Q 


sin  qi. 


(23) 


These  formulae  are  not  very  intelligible  without  some  study.  A  rough 
idea  of  their  meaning  may,  however,  be  obtained  without  calculating  them 
exactly.  When  the  line  is  quite  short  the  ^  under  the  radical  sign  in 
the  value  of  q  is  small  compared  with  the  preceding  term,  and  p/q  is  also 
small  compared  with  1 ;  therefore,  by  neglecting  p/q  sin  qt  in  (22),  and 


IITT 


taking  q  =  —p=  by  neglecting  the  J,  that  equation  becomes 

K'cs 

t=  A    1  --  )  -  — 2-  sm-^«  **  cos— 7=.  (24) 

Now  it  may  be  shown  that  if  we  cancel  the  factor  t"^  common  to  all 
the  terms  in  the  summation  in  (24),  then 

t;  =  0,   from  <  =  0  to  ^  =  a\/5C, 

and  t;  =  Ey  from  i  =  x>Jsc  to  /  =  lijsc. 

Or.  "  ' 


v^E  when  0<x< 


sfsc 


r  =  0  when  -=  <x<l. 

This  is  best  interpreted  graphically.  Divide  the  period  2Uj8C  into 
say  eight  parts  equal  to  r ;  let  abscissae  represent  distance  along  the 
line,  and  ordinates  the  potential,  then  the  following  show  the  progress 
of  the  potential  during  one  period. 

A       B 


7 
Fio.  1. 


8 
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The  potential  E  here  travels  to  and  fro  along  the  line  with  uniform 
velocity  IjJ^,  At  x  =  \l^  r  =  0  from  /  =  0  to  t  =  2T;  is  then  E  from 
/  =  2t  to  /-6t;  then  0  from  /  =  6t  to  /  =  10t;  and  so  on,  thus 
being  alternately  E  and  0  for  equal  periods,  its  mean  value  being 
^E,  At  X  =  ^l,  v  =  0  from  /  =  Oto/  =  T;  is  then  E  from  ^  =  t  to 
^  =  7t  ;  then  0  from  i-Tr  to  <  =  9t  ;  and  so  on,  being  three  times 
as  long  at  J^  as  at  0,  so  that  its  mean  value  is  ^E,  At  x^^l,  v 
is  also  alternately  0  and  E,  but  is  three  times  as  long  at  0  as  at 
E,  its  mean  value  being  ^E.  Similarly  for  any  other  point,  so 
that  the  mean  value  of  v  is  E{\-xll\  what  it  ultimately  becomes 
in  the  real  case. 

Now  the  abrupt  discontinuities  are  due  to  the  assumptions  made, 
so  that  to  pass  to  the  real  case  we  must  first  of  all  round  off 
the  sharp  comers  B  and  (7,  and  slightly  curve  the  straight  lines, 
as  shown  in  the  figure  marked  2.  And  next,  we  must  introduce 
the  factor  e~^.  The  effect  of  this  is  to  make  the  summation  in 
(24),  i.e.y  the  amount  by  which  v  depart  from  ^(1  -  .r//),  the  final 
potential,  decrease  rapidly  with  the  time.  As  the  wave  progresses 
the  upper  portion  continuously  falls,  while  the  lower  portion  con- 
tinuously rises,  and  the  double  turn  in  the  curve  becomes  less  pro- 
minent, and  is  finally  wiped  out  altogether,  ABCD  thus  becoming 
ultimately  a  straight  line  joining  A  and  Z>,  representing  t?  =  ^(l  -  a://), 
the  final  state.* 

*  [The  above  description  of  the  oecillatory  mode  of  establishment  of  the  steady 
state  doe  to  an  impressed  force  at  the  beginning  of  the  line  (which  is  a  develop- 
ment of  p.  57  anU)  is  obtained  by  first  i^oring  the  resistance  of  the  line,  and 
afterwaros  introducing  it  as  an  attenuating  factor.  The  results  are  therefore 
speciaUy  applicable  when  the  resistance  reaUy  enters  as  a  small  factor,  and  are 
readily  understandable  in  terms  of  the  distortionless  circuit  whose  theory  is  worked 
out  later  in  '*  ESlectromagnetio  Induction  and  its  Propagation,"  sections  40  to  47. 
I  have  also,  in  my  paper  *'0n  Electromagnetic  Waves,"  given  the  complete 
solution  of  the  above  problem  in  terms  of  the  successive  waves,  so  that  their  true 
shapes,  and  their  attenuation  to  nothing,  for  any  value  of  the  resistance  can  be 
obtained,  thus  allowing  one  to  examine  the  transition  to  the  diffusion  formulae 
which  hold  when  resistance  is  paramount.  It  is  interesting  to  observe  how  far 
the  above  tentative  process  is  correct.  The  course  of  events  shown  in  Fig.  1 
would  repeat  itself  over  and  over  again  if  there  were  no  resistance.  It  is  the 
nature  of  the  modification  due  to  resistance  which  does  not  appear,  except  very 
roughly,  in  the  above.  When  the  first  wave  reaches  the  end  of  the  line  (as  in 
4,  Fig.  1),  it  is  somewhat  attenuated  all  along,  mostly  of  course  at  its  front,  say 
to  "9  for  example.  Now  to  obtain  the  state  of  things  in  the  next  semi-period  we 
must  imagine  the  first  wave  to  keep  goin^  on,  and  superimpose  a  wave  of  negative 
potential  travelling  the  other  way  of  initial  strength  -  *9,  so  that  it  is  attenuated 
to  -  '81  when  it  gets  to  the  beginning  of  the  line.  In  the  third  seroi-^riod  we 
must  superimpose  a  wave  in  the  original  direction,  starting  from  the  beginning  of 
the  line  at  strength  +  *81 ;  and  so  on>  ad  inf.  In  the  first  wave  the  attenuation 
makes  the  curve  of  potential  concave  upward.  This  is,  of  course,  not  shown  in 
the  figure.  Now  the  full  theory  indicates  that  when  the  resistance  of  the  wire  is 
constant  the  wave  front  is  quite  abrupt,  without  the  rounding  off  shown.  But,  as 
a  matter  of  fact,  surface  conduction  causes  the  resistance  to  be  far  greater  at  and 
near  the  wave  front  than  where  penetration  has  taken  place,  so  there  must  be 
greater  attenuation  at  and  near  the  wave  front,  with  a  rounding  off  of  the  abrupt- 
ness somewhat  as  shown,  though  the  wave  front  must  be  reckoned  at  the  extreme 
limit  of  the  disturbance.] 
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The  rapidity  with  which  the  wave  decreases  being  proportional  to  p 
is  the  same  for  any  length ;  the  velocity  of  the  wave  is  also  constant 
But  as  the  time  the  wave  takes  to  reach  the  distant  end  is  ijsc,  the 
longer  the  line  is,  the  less  does  the  wave  become  before  it  has  made  a 
single  journey  from  0  to  ^.     For  100  miles,  p  =  2s/k  ==1/500  second  (see 

above)  and  ijsc^  J 3/ 1000,  so  that  even  on  its  first  journey  the  wave  is 

greatly  diminished.  For  10  miles,  l^/sc  =  ^3/10000,  so  that  the  wave 
may  make  10  jonrneys  before  it  decays  as  much  as  in  one  journey  on  a 
line  of  100  miles. 

On  removing  Ey  there  is  a  similar  wave  travelling  to  and  fro  whilst  v 
falls  from  E{l-x/l)  to  0.  Corresponding  to  the  former  figures,  we 
have  the  following : — 


7 
Fio.  2. 


8 


showing  the  changes  during  the  period  2/n/5c,  divided  into  eight  equal 
intervak.  Here  v  at  any  point  z  is  alternately  E{1  -x/l)  and  -Exjl, 
the  times  during  which  it  has  these  values  being  such  that  the  mean 
value  of  V  is  0.  Thus  at  a;  =  \ly  v  is  three  times  as  long  at  -iE  as  at 
+  iEf  and  at  x  =  |/,  v  is  three  times  as  long  at  \E  [as  at  -  fj^.  As 
beK)re,  the  lines  aBCD  must  be  rounded,  and  the  wave  supposed  to 
diminish  rapidly  as  it  progresses. 

The  current-wave  may  be  similarly  treated.     Neglecting  the  \v^q 
the  summational  part  of  (23)  becomes 


IT  y  8    n 


rnrx  _--  .    nirt 
cos— =-c  ''sm 


and,  cancelling  the  factor  e"^,  this  represents 


and 


Vs  iJic 


from  aj  =  0  to  x  = 


V^ 


from  X  =  -==  to  x^l, 
\/sc 
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The  changes  during  the  semi-period  />/sc  are  shown  in  the  following, 
where  the  ordinates  now  represent  current. 


D 


3 


Fio.  8. 


In  the  second  semi-period,  5  is  the  same  as  3,  6  the  same  as  2,  7  the 
same  as  1,  and  8  the  same  as  0.  As  before,  the  lines  ABCD  must  be 
rounded  at  B  and  (7,  and  the  wave  as  it  progresses  supposed  to  diminish 
rapidly.     This  wave  is  superimposed  on  the  steadily  rising  current 

p(l  -  e"^).    As  the  latter  is  increasing  in  strength  the  oscillations  are 

decreasing,  and  the  final  current  is  Ejld.* 

The  ratio  of  the  maximum  strength  of  the  current-wave  to  the  final 

current  is  klj^^^.     For  100  miles  this  is  173,  for  10  miles  173, 

var}dng  as  the  length  of  the  line.  The  wave  is  strongest  at  the  moment 
of  starting  from  a;  =  0,  where  it  may  be  taken  to  represent  the  well- 
known  charge  at  the  moment  contact  is  made,  which  varies  as  the  length 
of  the  line. 

It  should  be  remembered  that  this  mode  of  representation  applies  to 
short  lines  only.  [On  very  long  lines  the  effect  of  magnetic  momentum 
tends  to  be  confined  to  the  battery  end.] 

14.  The  simplest  case  for  two  wires  is  when  they  are  alike,  that  is 

and  their  terminal  conditions  are  the  same.     By  (20)  our  equations  are 

Pj"  =  cAWj  +  (CS  -h  C^^j2)^i  +  C^JCV^  +  (CS^2  +  ^12^)«'2» 

Here  we  may  separate  the  dependent  variables  by  the  transformation 

*  [For  '*  same  as,"  here  occurring  four  times,  read  ''negative  of."  The  accuracy 
of  this  correction  may  be  checked  by  saperimpoaing  the  current  {Elkl){l  -  e-^), 
the  value  of  which  is  Et/sl  when  k  is  negliffible.  The  result  is  to  turn  the  curves 
in  Fig.  3  to  the  corresponding  first  five  in  Fig.  1,  so  that  the  resultant  current  and 
potential  are  in  the  same  phase  and  constant  ratio.  But  after  that,  in  the  second 
semi-period,  although  the  potential  is  annulled  by  the  reflected  wave  the  current 
is  doubled  ;  hence  in  5,  6,  7,  8  (Fig.  1),  the  current  and  potential  (not  allowing  for 
attenuation)  are  in  the  same  phase  only  where  the  potential  is  not  canceSed; 
elsewhere  there  is  current  without  potential.] 
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so  that  the  resulting  equations 

W\  =  (C  +  Ci2){^l  +  («  +  «12)*^l}» 
^"2  =  (<^  -  <i2){^2  +  («  -  •*^12)^2} 

each  contain  only  one  dependent  variable.  These  are  what  we  should 
find  for  two  wires  of  electrostatic  capacity  c  +  c^^  ^°^  ^  ~  ^2  ^°^  electro- 
magnetic capacity  s  +  s^^  ^^^  ^  "  ^12"  ^^^^  ^^^  same  resistance  as  the  real 
wires,  having  no  mutual  inductive  action ;  and  elementary  solutions  are 

w^  =  sin(w.r  +  b)e~'^%Ai  sin  q^t  +  B^  cos  q^t), 
u\2  =  sin(nic  +  h)e~'^{A^  sin  q^  +  ^^  cos  g'g^) ; 

where  -i?i±*^i  and  -^2-*9'2  *r®  ^^®  roots  of 

(c  +  Ci2)(5  +  s^^Di  +  (c + Ci2)A;i)i  +  n2  =  0, 

(C  -  Ci2)(5  -  512)  A'  +  (C  -  C,2)A;/>2  +  ^*^  =  <>» 

and  n  is  any  numerical  quantity.     Or, 


V       c  +  Co 


_       k  _  V       c  +  C|2 

and  /^j)  ?2  ^®  found  by  changing  the  signs  of  s^^  and  c^^  ^^  I'l  ^^^  ?i' 
The  solutions  in  the  last  paragraph  may  be  immediately  appliea.  Thus 
if  both  wires  are  to  the  earth  at  both  ends  and  E  is  applied  to  the  first 
at  x  =  0,  we  shall  have 

''■=fO-f)-l'-"^j'»T(?;"»*"»V 

^     2\       I)     IT  n         I  \q^  r 

for  the  imaginary  wires,  and  t^^  v^  the  potentials  of  the  real  wires,  will 
be  the  sum  and  difference  of  u\  and  w^.  And  if  17^,  172  ^^^  the  currents 
corresponding  to  w^  and  w^, 

and  yj,  y.^  will  be  the  sum  and  difiference  of  y\^  and  r\^ 
15.  More  generally,  if  the  lines  are  not  exactly  similar, 

x\  =  ii^\  +  h^i)^  +  (^1^2  +/il'2, 

t'^  =  «2^2  +  ^2^2  +  ^2^1  +/2^1> 

where  a,,  ftp  rfj,  /^  ...  may  be  found  by  inspecting  (2)  and  (8).  If  the 
terminal  conditions  are  the  same,  assume  d^jd/s^  =  -  n\  then 

v^  =  sin  {nx  +  b){Ae^''  +  Be"^  +  Ce'^  +  De'^\ 

t?2  =  sin(w.t  +  h){i\Ae'^^  +  r.fie^  +  r^Ce'^  +  r4i)e'**') ; 

where  I)^^  ...  are  the  roots  of 
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Tj  is  given  by 

0  =  n2  +  ai7>i  +  \Dt  +  r^{d^D^  +/i  A'), 
and  rj,  r,,  r.  by  similar  equations  containing  D^  D^  D^  instead  of  Dy 

After  finding  the  admissible  values  of  n  and  h  from  the  terminal  con- 
ditions, Z>p  ...  are  known  in  terms  of  n,  and  by  means  of  four  integra- 
tions, A^  By  C,  D  may  be  determined  so  as  to  make  the  sum  of  an 
infinite  series  of  elementary  solutions  represent  initially  arbitrary  dis- 
tributions of  potential  and  current 

16.  Still  more  generally,  any  number  m  of  wires  with  the  same 
terminal  conditions.  The  result  of  eliminating  from  equations  (20)  all 
the  variables  but  one  is  Pv  =■  0  (see  §  10) ;  the  elements  of  P  are  now 

ftl=  -V^  +  CiA:iZ>-h(CiSl-hCi2«i2  +  Ci8Si3  +  Ci4Si4+...)l>^, 
P\^  =  ^\<jjK^^*  +  \^lA  "^  ^2  ^12  "^  ^23^13  "^  ^24^14  "^  •  •  •  )''^"> 

Pyz  ~  ^laf^iJ-^  "^  V-IS?\  "^  ^25^12  "^  ^8  ^13  "^  ^34^14  "f"  •  •  •  /^  > 

^21  =  ^12^2^  *+*  (^  ^12  "^  ^2^2  "^  ^3'^23  "^  ^14*^24  +  •  •  •  )-^  > 

P22  ~   "~  V  "^  ^2  "^'2^  "^  (^2^12  "^  ^2  ^2  "^  ^28*28  "^  ^24*24  "f"  •  •  •  )-^  > 
2?23  =  ^23rr^  "*"  (^13^12  "^  ^23^2  "^  ^3  ^23  "^  ^84^24  "^  •  •  •  )-^''> 

etc., 

where  y  stands  for  djdx  and  i>  for  rf/rf<.  Putting  -y-  =  n2,  any 
numerical  quantity,  P  =  0  is  an  algebraical  equation  in  i>  of  the  27nth 
degree.  Let  its  roots  be  Z>^,  D^  ...,  then  a  system  of  simultaneous 
elementary  solutions  is 

I'l  =  sin  {nz  +  h){A^e^''  +  A^'^  +  ^g^^  +...), 

v^  =  sin  (na;  -♦-  h){B^e^''  +  i?2<^  +  i^s^^^  +  .  -  • ), 

fg  =  sin  (wa;  +  h){C^eP^'  +  (7o«^  +  C^e*^  +...), 


Here  the  ratios  A^:B^\C^: ,,,  will  be  settled  by  the  equations 

0  =i?ii^i  +i?,2^i  +p^^C^  +  . . ., 

0  =i?21^1  +1^22-^1  +/'23^1  +  •  •  •  J 
^  =/'31-^l  +A2^1  +7^33^1  +  •  •  •» 


where  in  the  values  of  p^^,  ...  are  substituted  -  n-  for  y-  and  D^  for  i>. 
Similarly  the  ratios  ^2  *  -^2  *  ^2  *  •*•>  ^y  similar  equations  with  D^  for 
Z>,  instead  of  Dy  So  after  finding  the  admissible  values  of  n  and  h 
from  the  terminal  conditions,  the  elementary  solutions  above  only 
contain  2m  arbitrary  constants.  Therefore,  as  there  are  m  lines,  2m 
integrations  in  the  ordinary  manner,  viz.,  two  for  every  line,  will 
determine  the  values  of  these  constants  for  any  term  in  the  complete 
solution.  The  given  data  may  be  the  initial  values  of  v  and  ^,  or  of  v 
and  7,  or  of  something  equivalent,  for  every  line. 

17.  The  influence  of  defective  insulation  will  now  be  briefly  con- 
sidered.    As  every  English  telegraphist  knows,  on  long  lines  in  very 
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bad  weather  the  leakage  is  so  great  that  hardly  any  current  is  received 
from  the  sending  station,  sometimes  putting  a  stop  to  communication 
altogether.  But  although  leidcage  when  carried  too  far  is  a  great  evil, 
it  nevertheless  has  its  good  points  and  important  practical  uses.  It 
quickens  the  signalling,  or  would  do  so  were  the  speeds  attained 
an3rthing  like  what  the  amount  of  inductive  retardation  due  to  the  lines 
would  admit  of  (such  speeds  as  can  be  got  with  Bain's  recorder),  which 
is  far  from  being  the  case  with  the  instruments  in  present  use.  But 
leak<ige  has  still  its  value,  viz.,  in  reducing  the  magnitude  of  the  foreign 
currents  in  receiving  instruments  due  to  the  induction  of  neighbouring 
wires.  Charging  one  line,  and  so  raising  the  potential  of  a  parallel 
one,  causes  a  flow  of  electricity  from  the  latter  to  earth.  Now  defective 
insulation  not  only  makes  the  inducing  charge  less,  and  therefore  the 
induced  charge  less,  but  also  allows  a  portion  of  the  latter  to  pass 
between  earth  and  line  through  the  poles  direct,  instead  of  through  the 
receiving  instruments. 

When  a  line  is  permanently  charged,  the  equation  of  its  potential  is 

v"  =  hh, 

where  )v^  =  ^/i,  and  k  and  %  are  the  resistances  per  unit  of  length  of  the 
wire  and  its  insulation.     The  general  solution  being 

if  the  potential  is  that  produced  by  an  E.M.F.,  £  at  a;  =  0,  and  the  wire 
is  earthed  at  a;  =  ^,  its  potential  is  then 

and  the  total  charge  is  therefore 

Ed     2     ^  +  (?-«-2 


f. 


vcdx  = 


2   '  hi'     «*'-«-*' 


instead  of  ^Ecl  when  ^  =  0,  and  there  is  perfect  insulation. 

The  influence  of  leakage  is  of  course  greatest  on  long  lines.  Let 
I  =  400  miles,  ^'  =  15  ohms,  and  i  =  1  megohm  per  mile,  then  it  will  be 
found  that  the  charge  is  *84  of  the  normal  charge  ^Ed  with  perfect 
insulation.  And  if  the  insulation  is  as  low  as  i  megonm  per  mile,  the 
charge  is  only  *59  of  the  normal  charge.  The  inducea  charges  on 
neighbouring  wires  are  reduced  in  the  same  proportion. 

The  current  is 

It  is  increased  from  its  normal  amount  Ejkl  in  the  first  part  of  the  line 
and  reduced  in  the  other  part,  but  it  will  be  found  that  its  mean  strength 
is  still  EjJd. 

When  the  line  is  discharged  by  removing  E  and  earthing  at  a;  >=  0,  the 
integral  current  of  discharge  at  any  point  x  is 
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which,  for  perfect  insidationy  becomes 

Ed(     2^ciX    7^\ 

In  the  line  jast  considered,  when  t  =  1  megohm,  and  the  charge  is  '84 
of  the  normal  charge  \Ed^  the  discharge  at  a;  =  0  is  *4  of  the  normal 
charge,  and  at  x  =  Ht  is  only  *2  of  the  normal  charge,  the  remaining  *24 
passing  to  earth  direct  And  if  the  insulation  is  i  -^  ^  megohm,  the 
discharge  at  x  =  0  is  *32  x  \Ed,  and  at  x  =  /  it  is  '06  x  \Ed ;  and  as  the 
total  charge  was  *59  x  \Ed^  the  amount  of  leakage  is  '21  x  \Ed.  Thus, 
with  i  =  1  megohm,  the  leakage  reduces  the  proportion  of  tlie  discharge 
at  the  receiving  end  from  \  of  the  original  charge  to  less  than  |,  and 
with  i  —  \  megohm,  from  \  with  perfect  insulation  to  about  ^. 

18.  Of  the  three  sets  of  equations,  those  of  continuity,  those  between 
the  potentials  and  densities,  and  those  between  the  currents  and  electro- 
motive forces,  only  the  first  require  to  be  modified  to  bring  in  leakage. 
As  in  §  7,  one  expression  for  the  excess  of  current  at  x  over  that  at 
z-\rdx  ia  -y'dx.  The  other  is  now  (p  +  vli)dx,  where  the  additional 
term  (vji)dx  is  the  leakage  current  of  dx,  viz.,  the  potential  of  dz  divided 
by  its  insulation  resistance,  which  is  i/dx.  Thus  the  equation  of  con- 
tinuity becomes 

y'  +  p  +  v/i  =  0, 

and  the  changes  in  the  equations  for  the  potential  are  easily  found. 
Equation  (21),  §  13,  for  the  potential  of  an  isolated  line,  now  becomes 

First  putting  8  =  0,   or  ignoring  electromagnetic  induction  compared 
with  electrostatic,  which  may  be  done  for  long  lines,  (25)  becomes 

v"==hh  +  dcv, 

whose  elementary  solution  is 

thus  the  general  solution  for  any  arbitrary  initial  potential  is  the  same 
*8  (4),  §  7,  if  the  summation  there  be  multiplied  by  e""*^. 

To  estimate  the  relative  rapidity  of  disappearance  of  an  assumed 
initial  potential  A  sinvx/l  with  and  without  leakage,  let  /  =  400,  ^'=  15 
ohms,  »  =  1  megohm,  as  previously,  and  c='02  microfarad.  Then 
ci  =  3  X  10"7  and  d  =  '02  second.     Therefore 


IT 


2  tt'^  200' 


and  the  rates  of  decay  are  as  250  :  200,  or  5  :  4  in  favour  of  the  leakage. 
If  Z  =  800  miles,  the  ratio  is  2 : 1.  The  higher  terms  in  the  expansion 
for  V  are  little  affected. 

It  is  worthy  of  notice  that  if  we  neglect  electrostatic  in  comparison 
with  electromagnetic  induction,  an  equation  of  the  same  form  is 
obtained.     Puttmg  c  =  0  in  (25), 
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Here  ck  has  become  sji^  and  the  solution  is  therefore 

V  =  2^^-*^'  8in(na:  +  h)e^*^". 

But  sji  is  of  course  very  small  compared  with  sjk^  so  that  the  potential 
on  putting  on  a  battery  is  established  almost  instantaneously.  The 
rise  of  the  current,  however,  depends  almost  entirely  on  the  time- 
constant  sjk^  and  is  consequently  much  slower. 

Now,  reckoning  both  the  inductions,  the  elementary  solution  of 
(25)  is 

V  =  sin  {nx + b)e'''^(A  sin  +  B  cos)^ 

where 


k  +  s/ci 


^'\SMF¥}^- 


28      ' 

Comparing  with  the  corresponding  formulaB  in  §  13  without  leakage,  it  is 
seen  that  n^  becomes  n^  +  kji^  and  k  becomes  k  +  sjd.  The  first  change 
is  insignificant,  the  second  of  some  magnitude.  The  rate  of  decay  being 
proportional  to  p  is  increased  in  the  ratio  1:1+  sjcki.  Taking 
s/k  =1/1000,  and  ci  = '02,  the  increase  amounts  to  5  per  cent 
For  two  parallel  wires,  the  potential  equations  are 

r'\  =  (^1  +  S,^^  (^  +  C,V,  +  C,/,)  +  8,^j^  (^  +  V2  +  ^2^l)  » 

i\  and  $2  being  the  insulation  resistances. 

If  the  lines  are  quite  similar,*  so  that  their  coefficients  are  the  same, 
we  may  use  the  transformation 

*  [Since  this  paper  waa  written  looped  wires  have  come  l^^g^  into  use,  that 
is,  a  pair  of  parallel  wires  are  looped  to  make  a  sinffle  circuit.  The  eqnationa  of 
potential  ana  current  for  one  or  any  number  of  such  circuits  are  particular  cases 
of  the  equations  in  this  article.  When  the  two  wires  of  each  circuit  are  similar 
in  aU  respects  considerable  simplification  results.  Thus,  for  a  single  pair  of  wires 
looped,  let 

Vsvi-v^  =  transverse  potential  difference  of  the  wires, 

C  =  current  in  each, 

Ii  =  2k  =  resistance  per  unit  length  of  circuit, 

S  =  i{c-  Cj,)  =  permittance  per  unit  length  of  circuit, 

L=.2{8-  /t,,)  =  mductance 

K  =  l/2t  =  leakage-conductance 

We  shall  then  have,  by  the  equations  in  the  text, 


If  »f 


-'i-{^*'i>'    -M'^^Y' 


which  are  the  equations  connecting  the  space  and  time  variations  of  current  and 
transverse  voltage  ;  and  the  characteristic  equation  is 

which  is  of  the  same  simple  form  as  for  an  isolated  line  (see  equation  (25)  in  text). 
That  is,  propagation  along  looped  wires  may  be  treated  as  a  case  of  propagation 
along  a  smgie  wire,  when  the  members  of  the  loop  are  equal.    This  is  tlie  system 
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obtaining  »p",  =  (k  +  {s+ «,j)J^  (^}  +  {e  +  Ci,)ib,) , 


which  are  of  the  aame  fonn  as  (25)  for  an  isolated  wire.  Thus,  suppos- 
ing there  to  be  two  imaginary  lines  of  capacities  s  +  5^2»  <^  +  ^i2»  ^^^ 
s-s^^  c  -  c^2t  ^^^  having  the  same  insulation  and  conductivity  as  the 
real,  and  without  any  inductive  action  on  one  another^  the  potential  of 
the  real  lines  may  be  expressed  as  the  sum  and  the  difference  of  the 
potentials  of  the  imaginary  lines. 


XX.— CONTRIBUTIONS  TO  THE  THEORY  OF  THE 
PROPAGATION  OF  CURRENT  IN  WIRES. 

[Written  in  1882,  but  now  first  pnbliahed.] 

1.  The  four  papers  in  the  PhUosaphical  Magazine,  viz.,  **0n  Condenser 
Working  of  Cables"  (June,  1874);  "On  the  Extra  Current"  (August, 
1876);  "On  Signalling  through  Heterogeneous  Telegraph  Circuits" 
(1877);  "  On  Faults  in  Submarine  Cables  '^(1879) ;  and  the  paper  in  the 
Journal  of  the  Soc  of  Tel.  Eng.  and  Eleclricians,  "  On  Induction  between 
Parallel  Wires  "  (1881),  may,  to  a  great  extent,  be  considered  as  forming 
one  series,  since  the  subjects  are  allied  and  a  nearly  uniform  notation  is 
employed  throughout.  The  present  paper  may  be  regarded  as  a  con- 
tinuation of  the  last  of  those  mentioned  above,  and,  so  far  as  is  con- 
venient, I  shall  employ  the  same  notation  as  therein.  For  brevity  it 
will  be  referred  to  as  the  last  paper.* 

Let  there  be  a  single  perfectly  insulated  wire  of  length  /,  uninfluenced 
by  foreign  induction,  whose  electrical  constants  are  c,  k,  and  $ ;  c  being 
the  electrostatic  capacity,  k  the  resistance,  and  s  the  coefficient  of  sel^ 
induction,  all  per  unit  length.  Let  v,  y,  and  p  be  the  potential,  current, 
and  linear  density  of  free  electricity  (charge  of  the  wire  per  unit 
length),  at  a  point  distant  x  from  the  beginning  of  the  line,  (x= 0).  As 
in  §  7  of  the  last  paper,  the  equation  of  continuity  of  the  current  is 

ax     dt 
We  have  also  p  =  ev, 

of  working  introdaced  by  me  in  my  paper  '*  On  the  Self-induction  of  Wires,"  and 
in  *'  Electromagnetic  Indnction  and  its  Propa^tion,"  to  follow  later  on.  It  does 
awav  with  a  great  deal  of  complexity,  but  is  subject  to  certain  limitations  of 
appucatioD.] 

*  [It  is  Artb  xix.,  p.  116.  The  others  referred  to  are  Arts,  xiii.,  p.  47 ;  xiv., 
p.  53 ;  XV.,  p.  61 ;  and  xvL,  p.  71.  The  present  article  will  be  found  to  be  a  sort 
of  missing  Imk  between  the  earlier  articles  on  propagation  and  the  later  ones,  in 
which  the  subject  is  discussed  on  the  basis  of  Maxwell's  theory  of  the  ether  as 
a  dielectric] 
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The  electric  force  is  the  sum  of  that  arising  from  difference  of  potential, 
which  is  -  dvjdx^  and  from  electromagnetic  inertia,  which  is  -  sdy/dL 
We  have  therefore,  by  Ohm's  law, 

and,  by  continuity,  ;r"  ~  "  ^• 

To  obtain  the  equation  of  the  current,  eliminate  v.     We  obtain 

di  ~c  l^^^dtV'^'dt)^ ^^^ 

To  obtain  the  equation  of  the  potential,  eliminate  y.     This  gives 

(i+4)  J-  (k+s^\\%= (f+p.  m (3) 

\        dtjdx^     \       dtj    dt     \dx    dx  dtjdx 

As  the  latter  is  far  more  complex  than  the  former  it  may  be  ignored. 
Consider  instead  the  two  equations  (1) ;  or  else  (2)  for  the  current,  and 
derive  v  from  y  by  means  of  the  first  of  (1). 

It  will  be  understood  that  ^,  5,  and  c,  so  far,  have  been  treated  as 
variable  along  the  line,  functions  of  x^  that  is  to  say.  In  a  submarine 
cable  k  and  c  are  constants,  whilst  s  also  may  be  taken  as  a  constant,  to 
a  first  approximation. 

2.  The  above  refers  to  the  line  only.  The  terminal  conditions  will 
come  in  later,  as  their  necessity  naturally  presents  itself.  To  obtain 
normal  solutions,  so  that  we  may  determine  the  variable  states  arising 
from  any  initial  states,  or  the  effect  of  impressed  forces,  let 

V  =  u€^,         y  =  Wi'**, 

D  being  constant  (the  negative  reciprocal  of  the  time-constant  of  subsid- 
ence of  the  normal  system  when  it  happens  to  be  real),  and  u  and  to 
functions  of  x,  but  not  of  t  the  time.  The  equation  for  finding  ir  is  (2), 
turning  y  into  w  and  treating  d/dt  as  a  constant,  viz.  =  D,  Its  solution 
is  a  function  of  x  and  i>,  with  two  arbitrary  constants  of  integration ; 
that  is,  there  are  two  independent  solutions,  whose  sum,  taken  in  any 
proportions,  gives  w.  From  it  u  may  be  found  by  the  second  of  (1), 
writing  u  for  v  and  treating  d/dt  as  the  constant  D.  This  does  not  bnng 
in  any  more  constants. 
Thus,  if  y  stand  for  d/dx, 

y^c'^^w  =  D{k  +  sD)w  finds  w, 

and  cDu  =  '^o  finds  u  from  w. 

The  admissible  values  of  I)  are  those  which  are  consistent  with  the 
terminal  conditions,  as  yet  unstated.  Leaving  them  for  the  present  in 
the  background,  let  D^  and  D^  be  any  two  admissible  values  belonging 
to  the  pair  of  normal  systems  n^,  w^  and  i/o,  w^,  which  only  differ  in  the 
value  ascribed  to  D  in  them,  being  /),  in  the  first  and  D^  in  the  second. 
We  have  then,  by  (4), 

(a)     {k  +  sDi)Wj^  =  2?i" V^"^V^i  >        W    ^A^i  =  "  V^i  > 
(6)     (k  +  sD^yu}^  =  2>2"  V^"^V*^2  y        (^)    ^^2^  =  ~  V^r 


,.} <*> 
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Here  multiply  equation  (c)  by  u^  and  (d)  hj  u^;  subtract  the  second 
result  from  the  fii^t,  and  integrate  to  x  between  the  limits  0  and  /. 
We  get 

-\r^-^^y- <»' 

the  second  form  on  the  right  being  got  by  again  using  (c)  and  {d). 

In  a  similar  manner,  multiply  uie  equation  (a)  by  w^  and  ijb)  by  %c^ ; 
subtract,  and  integrate ;  and  we  obtain 

the  second  line  being  got  by  performing  one  integration  by  parts.  The 
last  integral  being  the  same  as  that  in  (5),  we  have,  by  subtracting 
equation  (6)  from  (5), 

(A- A)[  (<^h^2-«^i^2)^'^  =  h^*^- V^aTo (I) 

Here  the  square  brackets  indicate  that  the  quantity  within  them  is  to 
be  taken  at  the  limits  of  integration,  0  and  I,    In  another  form 

W,-*..«,,)^  =  t'fL-lW^^^^^^^  (8) 

If  the  normal  systems  be  one  and  the  same,  D^  =  D2'=Dj  etc., 
and  (8)  gives,  on  going  to  the  limit, 

Equation  (8)  expresses  the  excess  of  the  mutilal  potential  over  the 
mutual  kinetic  energy  of  the  two  normal  systems,  so  far  as  the  line  is 
concerned,  in  terms  of  the  potential  and  current  at  the  ends  of  the  line. 
But  the  full  interpretation  is  this : — The  mutual  potential  energy  of  two 
normal  systems  equals  their  mutual  kinetic  energy,  when  the  normal 
systems  are  completed  by  taking  into  account  the  terminal  "  apparatus." 
So  that  the  right  member  of  (8)  is  the  excess  of  the  mutual  kinetic  over 
the  mutual  potential  energy  of  the  corresponding  two  normal  arrange- 
ments of  potential  and  current  in  the  terminal  apparatus. 

Since  the  mutual  potential  and  kinetic  energies  of  two  complete 
normal  systems  are  equal  at  every  moment,  the  mutual  dissipativity  is 
derived  from  their  rates  of  decrease  equiUly,  This  gives  us  two  other 
forms  of  the  conjugate  property  (8) ;  one,  containing  c  and  k  instead  of 
c  and  8y  expressing  that  the  mutual  dissipativity  equals  half  the  time- 
rate  of  decrease  of  the  mutual  potential  energy ;  the  other,  containing  k 
and  5,  expressing  that  the  mutual  dissipativity  equals  half  the  time-rate 
of  decrease  of  the  mutual  kinetic  energy.    We  shall  not  require  to  write 


fj 
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out  the  mathematical  expressions  of  these  statements,  as,  though  entirely 
different  in  the  operations  concerned,  they  are  merely  more  complex 
expressions  of  the  same  fundamental  fact.  (It  will  be  found  to  be  of 
the  greatest  utility  to  bear  in  mind  the  physical  interpretations  of 
results,  such  enabling  us  often  to  avoid  useless  and  tedious  work.)  If 
we  do  not  take  electromagnetic  induction  into  account,  then  the  mutual 
potential  energy  is  zero,  and  consequently  also  the  mutual  dissipativity. 
If  it  be  electrostatic  induction  that  is  ignored,  the  mutual  kinetic  energy 
is  zero,  and  also  the  mutual  dissipativity. 

3.  Equations  ^7)  or  (8),  of  which  (8)  is  the  most  useful,  show  us  in 
what  form  we  should  get  the  terminal  conditions.  Let  the  potential 
and  the  current  be  subjected  to  the  differential  equation 

<2o«'=P«7 (10) 

at  the  x  =  0  end,  and  to  a  similar  equation  at  the  x^l  end.  Here  A 
and  Qq  stand  for  functions  of  d/dt  and  constants.  This  is  the  general 
form.  (10)  is  in  fact  the  linear  differential  equation  of  the  potential 
and  current  at  the  junction  of  the  end  of  the  line  with  the  terminal 
arrangements,  derived  solely  from  the  latter  themselves.  Applying  to 
a  normal  system,  putting  D  for  d/dt,  we  have 

QoU^PoW    at    «  =  0, (11) 

Q^u-^P^w    at    x  =  l, (12) 

Pqi  Pv  Qoi  *^^  Qi  b^iog  functions  of  D,  which  may  be  either  finite 
or  infinite  series. 

Now,  as  before  remarked,  the  u  and  w  functions  contain  two  arbitrary 
constants.  One  is  indeterminate,  fixing  the  size ;  the  other  is  got  rid 
of  thus  : — Let 

u  =  aG-\-  bH,        %o  =  ff/+  ft/, 

where  /  and  J  are  the  two  solutions  of  the  equations  for  w,  0  and  E  the 
corresponding  u  solutions — equations  ^4) — and  a,  h  are  constants. 
Taking  these  expressions  for  u  and  t^  in  (11)  and  (12)  we  get 

Q,(aQ,  +  bH,)  =  P,{aI,  +  bJ,); 
to  f^  and  1  affixed  to  G,  H,  /,  /,  indicating  their  values  at  the  limits.    Or, 

a{QoGo  -  Polo)  =  HP^o  -  OoHo),  \  .^^. 

«(GA-^iA)=^(Vi-OA)J 

Cross  multiplication  gives  us  an  equation  free  from  a  and  b 
altogether,  viz., 

{QoGo'PoIo){PA'Qi^i)-^(^Vo-  ^o^oKOiG^i  -  AA), (1^) 

containing  D  only.  It  is  the  determinantal  equation  of  2),  whose  roots 
give  us  the  admissible  rates  of  subsidence.  Further,  the  ratio  a/b  is 
known  by  (13).  Therefore,  when  we  say  that  the  normal  functions  are 
u  and  w,  ignoring  G,  H,  etc.,  there  is  nothing  arbitrary  about  them 
except  a  multiplier  to  fix  their  absolute  magnitude.     Thus  Au,  Aw,  the 
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constant  A  beine  the  same  in  both,  only  needs  the  value  of  ^  to  be 
fixed  to  become  definite. 

4.  If  the  terminal  arrangements  be  given  in  detail,  and  not  merely 
the  resultant  equations  (10)  and  its  companion,  to  which  they  lead,  we 
may  easily  write  down  the  expressions  for  the  parts  of  the  mutual 
energy  of  the  two  normal  systems  contained  in  the  apparatus,  and  so 
immediately  obtain  the  conjugate  property  (8)  in  a  fully  developed 
form,  and  employ  it  to  decompose  an  arbitrarily  given  initial  state  of 
potential  and  current  into  normal  systems  of  absolutely  determined 
magnitude.     Thus,  if 

H^  =  AiW^  +  A2W2  +  A^w^+  ..  , 

U  and  W  being  the  functions  of  x  which  express  the  potential  and  the 
current  in  the  line  at  the  time  ^  =  0;  u^  and  w\j  u^  and  w^,  etc.,  the 
different  normal  solutions;  and  A^^  A^  ...,  constants  fixing  their 
magnitudes;  the  conjugate  property  will  enable  us  to  find  the  A'%^ 
provided  that  besides  XJ  and  W  being  given  the  initial  state  of  the 
terminal  apparatus,  if  there  be  energy  therein  that  can  be  communicated 
to  the  line,  is  given.  The  process  will  be  the  carrying  out  of  this 
statement : — The  excess  of  the  mutual  potential  over  the  mutual  kinetic 
energy  of  the  given  initial  state  and  a  normal  system,  equals  twice  the 
excess  of  the  potential  over  the  kinetic  energy  of  the  normal  system 
itself  Having  thus  determined  the  A\  we  need  merely  to  introduce 
the  time  factor  €^  to  obtain  the  whole  subsequent  history. 

But  without  any  knowledge  of  the  terminal  arrangements  in  detail, 
but  only  of  the  resultant  equation  (10),  we  may  obtain  the  complete 
solution,  so  far  as  regards  the  line,  if  it  be  given  in  addition  that  there 
18  no  energy  in  the  terminal  arrangements  initially  that  can  be  com- 
municated to  the  line.  Besides  that,  we  can,  from  the  form  of  the 
terminal  equations,  determine  in  what  manner  it  is  possible  for  the 
terminal  apparatus  to  influence  the  potential  and  current  in  the  line, 
without  being  able  to  find  whether  there  is  any  such  influence  (except 
when  it  is  explicitly  given,  as  in  the  last  sentence).  That  is  to  say, 
from  the  terminal  equations  we  can  find  the  number  of  degrees  of 
freedom  of  the  terminal  apparatus  so  far  as  it  can  afl*ect  the  line,  and 
the  nature  of  these  freedoms  as  regards  energy,  and  specify  them  by  a 
number  of  variables  of  definite  form  which  may  have  any  initial  values. 
Calling  them  J^,,  J^«,  etc.,  these  may  be  got  out  of  (11)  and  (12);  if 
they  be  zero  initially,  the  potential  and  current  in  the  line  is  deter- 
minate solely  from  its  own  initial  state,  which  also  determines  the 
subsequent  values  of  the  ^'s  themselves.  Otherwise,  if  no  information 
be  given  regarding  the  first  values  of  the  J^'s,  the  future  state  of  the 
line  is  indeterminate  to  just  this  extent. 

60  back  to  equation  (8).  In  the  right  member  use  the  equations 
(11),  (12).     It  becomes 

l.<-'-~"''*-[2fa,(t;-f:)l- <•*> 

P^^  and  F^  being  the  values  of  F^  when  in  it  D  is  made  first  D^  and 

H.E.P. — VOL,  T.  K 
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then  i>2 ;  and  similarly  for  the  Qb.  On  examining  the  forms  of  P  and  Q, 
equations  (11),  (12),  we  shall  find  that  the  division  by  D^-D^  can  be 
effected.  When  this  has  been  done,  let  the  quotient  be  arranged  in  the 
form  of  a  series  of  products,  every  product  having  one  factor  a  function 
of  D.  and  the  other  the  same  function  of  D^^  Thus,  let  the  right 
member  of  (15)  be  arranged  in  the  form 

riA{D,)MD,)  +  rJ,(D,)MD,)  +  rJ,{D,)UD,)+...=-2rf{D,)f{D,).  (16) 

wherein  the  ?''s  are  constants  and  the  fs  functions  of  D.  Some  of  these 
will  belong  to  one  end  of  the  line,  the  rest  to  the  other  end,  according 
to  the  nature  of  the  terminal  equations.     We  thus  get  (16)  to  the  form 

j{cu^u^-sic^w^  =  l.rf{D^)f{D^ (17) 

As  regards  the  above  decomposition,  which  is  easily  enough  effected 
in  simple  cases,  since  it  may  be  carried  out  in  various  ways,  the 
functions  /  obtained  may  not  be  all  independent,  but  a  comparison  of 
their  forms  will  enable  us  to  reduce  them  to  a  certain  number  of 
independent  functions.    This  is  best  studied  in  the  concrete  application. 

A  practical  way  of  decomposing 

w  1/7  ^01^^01 ""  "02/Qos 
into  products  is  not  to  do  it,  but  to  decompose 

^  Qo 
into  sums  of  squares,  say 

which  is  more  easily  effected  (perhaps  at  sight) ;  then  we  only  require 
foT/HD)  to  take /(Z>il/(/)2)  to  obtain  the  required  form  (16). 
5.  Having  now  cleared  the  ground,  let 


^8  =  2^./3W. 


(18) 


Here  the  summations  include  all  values  of  D,  The  nth  A  is  ^„,  the 
nth  u  is  u^  and  so  on.  U  and  PF  are  the  initial  potential  and  current 
in  the  line,  and  Ei,  J^gj  ^^i  ^®  quantities  defined  by  the  above  expres- 
sions. Apply  the  conjugate  property  to  the  quantities  27,  /F,  and  the 
i^^'s  in  this  way : — Multiply  the  first  equation  by  cu  and  integrate  to  x 
from  0  to  / ;  the  second  by  sw  and  integrate  similarly ;  the  third  by 
ufi{D) ;  the  fourth  by  ^2/2(2)),  etc. ;  add  all  the  results,  taking  however 
all  except  the  first  negatively.     Thus 


1 
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(r Uu  -  s1Vw)dx -  E^rJ^{D)  - E^rJ^{D)  -  ... 

=  2^„ j(cwM,  - smr^yix  -  ^A„rJ^(DY,(IK)  -  :^A^rJ,{n]f,{DJ)  -  ...  . 

Remembering  here  that  v,  w,  D  refer  to  a  definite,  whilst  u^  etc.,  refer 
to  any  normal  system,  and  that  the  summations  are  with  respect  to  n ; 
and,  lastly,  that  equation  (17)  makes  all  terms  cancel  one  another  except 
those  containing  squares,  belonging  to  the  definite  normal  system,  the 
equation  reduces  to 


\ 


(rUu  -  sWw)dx  -  E^rJ^{D)  -  E^rJ^{D)  -  . . . 

=  ^|f((^tt2-«^2)e^-r,y?(Z})-r,y?(/>)-...}, (19) 

which  gives  us  the  value  of  A  explicitly  in  terms  of  the  initial  state  U, 
W,  and  of  the  arbitrary  quantities  E, 

We  may  at  once  put  the  quantity  in  the  {  }  in  (19)  into  a  much 
simpler  form.     For  the  value  of 


ficu^  -  sv^)dx    is        M-2-— .  -     , 


w^ 


d_  FT 
dD  yjo' 


and  that  of  ^rP{D)     is     V\ 

so  that  (19)  may  be  written 

[{cUa^ sJVwylx - EfJiiD)  - E^rJJ^D) -  ... 
J  ^h \ 


[fik 


(20) 


^>    Q/Jo 


If  therefore  the  expansions  (16)  are  possible,  this  value  of  A  given  by 
(20)  used  in  (16)  makes  them  identities.  They  represent  the  initial 
state.     At  the  time  t  later  we  shall  have 

r  =  2^ii*€^         y  =  2Aw€'^,         e^  -  ^Af^{Dy'^,  etc., (21 ) 

V  and  y  being  the  potential  and  current  in  the  line  at  ^,  and  the  small 
e's  what  the  big  J^'s  then  become. 

At  the  first  moment  the  E^s  have  no  effect  on  the  values  of  U  and  JV, 
That  is,  if  we  leave  out  all  the  auxiliarj'  terms  in  the  numerator  of  (20) 
we  shall  still  have 

identically.  So  far  as  the  decomposing  of  U  and  W  into  normal 
functions  is  concerned,  we  need  not  trouble  ourselves  at  all  about  the 
terminal  conditions  except  just  so  far  as  to  find  the  dctcrminantal 
equation  of  the  2?  s  and  the  ratio  ajh  (§  3),  the  value  of  A  then  being 
(20)  with  the  E's  put  =  0. 
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It  follows  that  if,  for  brevity,  M  denote  the  denominator  in  (20), 

S/i(J9)w/3f=0,         2f^{D)ulM=0,  etc., 
and  2/j(Z})w;/3/  ==  0,         i:f^{n)w/M=  0,  etc., 

identically.     For  instance,  the  part  contributed  by  J^^  to  U  is 

-  E,r;£.f,{D)ulM, 

and  is,  of  course,  zero.  These  identities  are  true  for  values  of  z  between 
0  and  /,  but  not  at  the  limits  themselves.  When  the  t  factor  is  intro- 
duced these  summations  no  longer  vanish,  except  when  /  =  0.  The  part 
contributed  to  v  by  E^  is 

On  the  other  hand,  although  the  J&'s  may  be  zero  at  first,  the  e's,  which 
equal  them  then,  immediately  become  finite,  by  the  influence  of  the 
charge  and  current  in  the  line. 

6.  It  now  becomes  necessary  to  say  a  few  words  on  the  subject  of 
the  assumption  made  in  the  preceding  section,  that  the  expansions  (18) 
are  possible.  It  is  assumed  to  be  possible  to  expand  any  initial  U  in 
an  infinite  series  of  normal  u^e,  and  any  initial  /F  in  a  series  of  vfs ;  and 
at  the  same  time  it  is  assumed  that  the  summations  E,  not  containing  x, 
but  only  the  terminal  values  of  u  and  n\  can  be  made  to  have  any  values 
we  please.  For  instance,  one  E  might  be  S^w-,,  if  tu  for  the  moment 
denote  the  value  of  u  at  x  =  l;  another  might  be  ^Au^/D,  and  so  on. 
Not  only  then  has  ^Au  to  have  a  prescribed  value  at  every  point 
between  the  limits,  but  at  the  limits  themselves  it,  and  the  sums  of 
various  functions  of  t/j,  are  to  have  prescribed  values. 

Supposing  it  to  be  stated  thus,  simply.  Given  a  function  u,  in  which 
D  has  to  have  a  series  of  values  in  succession,  can  'ZAu  be  made  to 
represent  any  single  valued  function  1  Considered  merely  from  the 
mathematical  point  of  view,  and  without  other  information,  it  is  difficult 
to  return  either  a  positive  or  a  negative  reply,  unless  an  explicit 
demonstration  be  framed  showing  the  complete  transition  of  U  into 
^Au,  which  would  be  in  general  very  difficult  to  arrange. 

If,  on  the  other  hand,  we  regard  the  question  from  the  physical  point 
of  view,  the  possibility  of  the  expansion  does  not  seem  to  require  any 
demonstration.  We  are  investigating  a  real  physical  problem,  in  which 
we  know  the  detailed  relations  to  be  dynamically  consistent,  and  which 
has  necessarily  a  solution.  When  therefore  we  arrive  at  the  solution  in 
the  form  of  a  series,  satisfying  all  the  conditions  completely  and  requiring 
that  C/' should  be  identically  made  =  2^w,  and  knowing  how  to  do  it  if  it 
be  possible,  why  should  it  not  be  possible  1  Familiarity  with  the  working 
out  of  ])hysical  problems  breeds  contempt  for  the  idea  of  requiring  a 
special  demonstration  of  the  possibility  of  what  seems  to  be  necessary. 

But  the  argument  that  when  the  complete  solution  of  a  physical 
problem  requires  a  certain  expansion  to  be  efibcted,  such  expansion 
must  be  possible,  does  not  cover  the  whole  ground.  For,  as  a  matter 
of  fact,  the  expansions  are  possible  when  the  constants  involved  have 
values  given  to  them  which  arc  physically  impossible,  making  negative 
resistances  for  example.     It  is  also  necessary  to  state  what  terminal 
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conditions  are,  and  what  are  not  admissible.  For  example,  why  should 
it  not  be  possible  to  ezp&nd  U  in  the  series  ^A  emaxjl,  subject  to 
cos  a  =  n,  a  constant  1  This  is  not  possible ;  yet,  a  piiori,  it  would  seem 
just  as  likely  to  be  possible  as  when  a  is  subjected  to  some  other 
equation.  Now  when  the  enormous  number  of  different  kinds  of 
normal  functions  is  considered,  as  well  as  the  enormous  number  of 
different  ways  of  expanding  a  function  in  a  series  of  one  kind  of  normal 
function,  it  is  plainly  taking  too  narrow  a  view  of  the  matter  to  devise 
special  proofs  of  possibility,  or  to  think  they  are  needed. 

The  shortest  way  to  arrive  at  thorough  conviction,  logical  and  legiti- 
mate, is  to  go  to  the  theory  of  ordinary  linear  differential  equations, 
and  observe  the  manner  in  which  the  genesis  of  partial  differential 
equations  and  their  solutions  takes  place.  Instead  of  a  line  along  which 
capacity,  conductivity,  and  self-inductive  power  are  continuously  distri- 
buted, consider  a  number  of  coils,  joined  in  sequence,  whose  terminals 
are  joined  to  the  earth  through  condensers.  That  is,  we  replace  an 
infinite  number  of  d^rees  of  freedom  by  a  finite  number.  We  have  one 
degree  of  freedom  for  every  condenser,  and  one  for  every  coil ;  say  n 
altogether.  Given  the  state  of  this  system  at  a  given  moment,  to  find 
its  state  at  any  time  after,  when  left  to  itself  without  impressed  force, 
requires  the  solution  of  a  linear  ordinary  equation  of  the  nth  degree,  in 
which  t,  the  time,  is  the  independent  variable.  There  are  n  rates  of 
subsidence,  and  n  normal  arrangements  of  charge  and  current,  any  one 
of  which,  subsiding  at  its  proper  rate,  is  a  possible  solution.  We 
require,  then,  to  decompose  the  initial  state  of  charge  and  current  into 
these  n  arrangements.  That  it  is  possible  requires  no  proof;  it  merely 
means  finding  the  values  of  n  constants  out  of  n  equations.  Or,  simply 
use  the  conjugate  property  of  the  normal  solutions.  A  normal  solution 
here  means  the  solution  belonging  to  a  single  D,  whether  real  or 
imaginary. 

Now  by  subdividing  the  coils  and  condensers,  having  any  resistances 
and  self-inductive  powers  and  capacities,  we  can,  still  keeping  the  num- 
ber of  degrees  of  freedom  finite,  approximate  as  nearly  as  we  please  to 
any  continuous  distribution  of  k,  c,  and  5,  along  a  line.  It  is  tlierefore 
true  that  we  can  decompose  the  initial  state  into  normal  solutions  how- 
ever nearly  we  approach  the  conditions  belonging  to  the  continuous 
distributions.  Therefore,  since  a  breach  of  continuity  is  out  of  the 
question,  it  must  be  true  in  the  limit,  when  the  ordinary  linear 
differential  equation  becomes  of  infinite  degree,  and  is  equivalent  to  a 
partial  differential  equation  adapted  to  certain  conditions.  We  may 
now  well  ask,  not  whether  the  decomposition  is  possible,  but  what  is 
there  to  prevent  it  ? 

It  is  possible  if  the  normal  functions  are  quite  comprehensive,  and 
represent  every  mode  of  subsidence  that  the  electrical  conditions 
permit  Just  as  '333  ...  must  be  continued  to  infinity  to  reach  \,  so 
every  normal  solution  is,  in  general,  needed  to  make  up  the  complete 
solution.  Be  sure  then  that  we  have  got  all  the  normal  solutions,  and 
possibility  becomes  certainty. 

As  re^u^s  the  data  initially  required,  they  are  exactly  those  quanti- 
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ties  which,  in  the  case  of  a  finite  number  of  degrees  of  freedom,  are  then 
required ;  viz.,  the  current,  wherever  there  is  electromagnetic  induction, 
and  the  charge,  wherever  there  is  electrostatic  induction ;  or  equivalent 
information.  The  terminal  arbitraries  E  merely  represent  these  quan- 
tities, or  functions  of  them,  in  the  terminal  apparatus. 

The  terminal  conditions  themselves  must  be  expressible  in  the  form 
(10),  or 

<^j  and  <^2  containing  first  powers  only  of  the  differentiators  d/dt,  dr/df-, 
etc.  For  any  combination  of  coils  and  condensers  gives  rise  to  this 
form  ultimately.  The  terminal  arrangements  may  include  continuous 
distributions  of  capacity,  etc,  involving  partial  differential  equations, 
but  the  above  form  can  be  got  out  of  them.  Why  the  above-mentioned 
expansion  U=  ^A  sin  {zjl  cos~^i)  is  not  possible,  is  because  the  con- 
dition cos  a  =  n  canuot  arise  from  the  above  form  of  terminal  condition. 
The  constants  in  (10)  may,  however,  be  positive  or  negative,  irrespective 
of  physical  reality.  This  will  be  understandable  by  the  consideration 
of  a  finite  number  of  degrees  of  freedom. 

Special  cases,  involving  discontinuities,  equal  roots,  etc.,  require 
special  treatment  Strictly,  [/and  W  must  be  single-valued  at  every 
point  along  the  line.  27,  for  iostance,  cannot  have  two  values  at  a 
point,  however  rapidly  it  may  change  value.  If  then  we  say  that  i7=  1 
from  a;  =  0  to  a:  =  J?,  and  U='!l  from  a;  =  ^/  to  a;  =  ^  we  must  suppose  that 
the  double  value  1  and  2  at  a;  =  ^/  really  means  an  infinitely  steep  rise 
from  the  value  1  just  before  to  2  just  after  x  =  ^/,  so  that  at  that  point 
the  mean  value  is  H.  Discontinuities  of  this  kind  may  exist  in  any 
number  at  the  first  moment.  It  is  the  function  of  the  infinitely 
numerous  normal  solutions  with  large  values  of  i)  to  enable  us  to  repre- 
sent discontinuities. 

If  the  determinantal  equation  of  the  Us  have  equal  roots,  the 
denominator  in  the  expression  (20)  for  A  always  vanishes,  making  A 
apparently  infinite  for  the  equal  i>'s.  But  when  by  changing  the  value 
of  a  constant  we  make  two  roots  approach  to  equality,  the  correspond- 
ing ^'s  do  not  also  approach,  but  separate  infinitely  widely,  viz.,  to 
-h  00  and  -  00 ,  if  the  numerator  in  (20)  remains  finite.  Just  before 
vanishing  the  denominator  of  one  A  is  positive  and  of  the  other  nega 
tive.  An  example  of  this  occurs  in  the  theory  of  a  cable  with  its  end 
earthed  through  a  coil.  (That  equality  of  roots  n[iakes  the  denominator 
vanish  may  be  seen  by  comparing  the  form  of  the  denominator  with 
that  of  the  terminal  equations,  out  of  which  the  determinantal  equation 

arises;  remembering  that  for  i>{l))  =  0  to  have  equal  roots,  jf.4>{^)  must 

also  vanish.)  In  such  a  case  we  must  unite  the  terms  corresponding  to 
the  equal  roots,  before  equalising  them,  to  obtain  the  proper  result. 
But  there  are  cases  requiring  difierent  treatment  in  which  equal  roots 
make  the  normal  functions,  and  therefore  the  nimierator,  vanish  as  well 
as  the  denominator  of  ^. 
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7.  Spedal  Case,    e  and  k  constant^  s= 0.     Fawiei'  Series. 

The  above  being  general,  with  c,  k,  s  functions  of  x,  must  be  taken  as 
an  example  of  method.  In  the  complexity  and  irregularity  of  special 
cases  we  are  apt  to  lose  sight  of  general  principles  if  already  known,  or 
not  to  recognise  them  rea£ly  if  not  known.  Hence  the  value  of  general 
investigations.  Let  us  next  deduce  from  the  preceding  the  solution  in 
the  case  of  a  long  uniform  line  in  which  electrostatic  induction  pre- 
dominates, by  taking  e  and  k  constant,  and  5  =  0. 

Equations  (1)  become 

V7=-cr,         ^y=-yt?; 

and  the  equation  of  t^  is 

y^=ckVf 

that  of  y  being  the  same.    Hence  the  equation  of  the  normal  functions  is 

^hv  =  ekikv. 

Thus,  if  Z>  =  -  a^/ckl^,  we  shall  have 

tt  =  8in(aa;//  +  ft), 

a  and  b  being  any  constants.    Hence 

v='ZANn{<ull  +  b)(",' 

1  ■ • (22) 

give  the  solution  at  time  t,  wherein  a,  b,  and  D  have  to  be  settled  from 
the  terminal  conditions,  and  A  from  the  initial  state.  Only  the 
potential  requires  to  be  given,  for,  on  account  of  s==  0,  y  is  settled  by  t\ 

Here  f  = -*f  tanfl^+ftV 

w        a        \l       / 

so  that  we  have,  by  (11),  (12), 

**°*=-^  n^=*o(«).  say,] 

,f  (23) 

tan(a  +  6)=  -^^  -l  =  c^j(a),  say,J 

Pq,  Qq,  Pp  Qi  being  functions  of  Z),  and  therefore  of  a^.    On  account  of 
the  multiplication  by  a  we  see  that  <I>q  and  4>i  ai'^  always  odd  functions 
of  a. 
Here 

tan  a  =  tan  { tan-i<^(a)  -  tan'^oi^)}  =  ff""^  '  ^ .  =  ^a)  say.    (24) 

1  +  9i{a)<t>Q(a) 

This  is  also  an  odd  function  of  a. 

Draw  the  curves  y  =  tana,  and  y  =  <f>{a);    their  intersections  show 

where  the  real  roots  are.     The  imaginary  roots  are  certainly  not  in  the 

plane  of  the  diagram,  and  it  is  often  difficult  to  find  them,  or  even  to 

suspect  their  existence.    A  pair  of  imaginaries  near  the  origin  (a  =  0) 

may  have  a  most  important  influence.      The  introduction  of  a  is  con- 


/ 
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venient,  instead  of  Dy  on  account  of  the  circular  functions.     But  since 
D  varies  as  a^,  and  the  roots  of  tan  a  =  ^a)  are  symmetrically  placed 
with  respect  to  the  origin,  we  need  only  take  one  half  of  them,  say 
the  +  half. 
The  numerator  of  A,  (20),  becomes 

Uudx  -  ^Erf(a), 

if  we  divide  by  c  j  and  the  denominator,  similarly  divided  by  c,  using 

dD         2a  da' 
and  effecting  some  reductions,  becomes 

hence  the  value  of  A  is 

fUiiin{axll  +  b)--2Erf{a) 

iT> — m7A — ^  ' 

This,  used  in  (22),  makes  the  solution  complete,  the  a's  and  6's  being 
subject  to  (24)  and  the  first  of  (23). 

The  formula  (25)  was  given  in  the  last  paper,*  equation  (5),  omitting 
the  undetermined  ^'s.  But  the  later  formula  (56),  referring  to  an 
infinitely  long  line,  requires  additional  terms  not  mentioned  in  that 
paper,  should  there  happen  to  be  imaginary  roots.  To  show  how  the 
additious  are  obtained  it  will  be  convenient  to  go  over  a  portion  of  the 
general  investigation,  in  terms  of  a  instead  of  D. 

8.  On  account  of  y^  =  ckD,  we  may  write  the  terminal  equations  (11), 
(12)  thus, 

0  =  V  +  h^^'  +  ^/^^"  +  V  ^'"  +  •  •  •     at    z  =  l, 
O^k^v  +  k^lv'  +  k^Ph"  +kjN"  +  ...     at    a;=0  ; 

i.e.,  we  put  double  differentiations  to  .t  in  place  of  singles  to  t.     Take 

v  =  u  =  Bm{axll  +  h\ 
and  we  obtain 

"<'^')--t'g.y:.:-^">-l w 

tan  b  =   same  fimction  of  K%   =  </>o(^)' ' 
Now  the  special  form  of  (17)  is 

-^  I  sin  {a^xjl  +  &i)  sin {a^jl  +  h^x 

__a^a^  co^(a^  +  ^i)  cos(ag  +  h^/txa (q^  +  fej)  _  tan(a2  +  ft2)\ 

OjAj  cos  \  cos  ^2/^*^  ^1  _  ta°  ^%\ 


af  -  ttj 


/tan  61  _  tan  o^X 
•  [Art.  xix.,  p.  123,  antieV\ 
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Here,  in  the  right  member,  we  may  put  for  the  quantities  in  the  large 
brackets  their  values  in  terms  of  <f>Q  and  <^,  and  then  get  it  into  the  form 

^ifi(^iA)fii^M  +  'r%U{^A)U^M  +  •  •  •  • 
This  being  done,  let 

U^^A  sm(ax/l  +  b),        Ej^^Af^(a,b),        E^  =  2Af^(a,b),  etc, 

the  summations  to  include  all  the  a's ;  then  apply  the  already  obtained 
conjugate  property, 

We  arrive  at 

[U  siniaxll  -^  b)dx  -  ^Ef(afi) 

v  =  ^%m(axll  +  b)l — ^ c^ (26) 

|(l-cos««^^a)) 

Examine  now  what  happens  when  the  length  of  the  line  is  indefinitely 
increased.  As  we  shall  ultimately  have  only  one  end  of  it  (x  =  0)  at 
disposal  to  operate  on  by  terminal  appliances,  we  may  take  the  x  =  l 
condition  to  be  v  =:  0.     This  makes  tan  (a  +  6)  =  0,  and 

tan  a  =  -  tan  6  =  -  <^o(*)  =  ^(*)- 

Next  put  ajl  =  z.     We  shall  then  have  the  second  of  (25a)  become 

tanfe  =  Cj5r  +  Cgaf^  +  C52^+ ...=Z,  say, (27) 

wherein  the  c's  do  not  contain  I ;  or  else  Z  may  be  any  odd  function 
of  z. 

Drawing  the  curves  y=tan/z,  and  y  =  Zi  y  being  the  ordinate  and  z 
the  abscissa,  the  Z  curve  will  extend  to  infinity  both  ways,  though  only 
the  positive  half  need  be  considered.  On  increasing  /  indefinitely  the 
tangent  curves  get  packed  infinitely  closely  together,  making  the  Z 
curve  cut  them  at  (ultimately)  equidistant  infinitely  small  intervals 
dz  =  v/L  That  is  to  say,  any  value  of  z  is  then  a  root  of  the  deter- 
minantal  equation  (27),  so  that  z  varies  continuously  from  zero  to 
infinity,  and  the  summation  (26)  becomes  a  definite  integral. 

This  takes  no  count  of  the  imaginary  roots,  but  only  of  the  real  roots 
with  real  intersection  of  the  Z  and  tangent  curves.  Put  t&n  lz  =  Z  in 
the  exponential  form 

and  make  I  infinite.     It  becomes 

€«(1  -  Zi)  =  0, 

i  standing  for  (-1)*.  Here  €"  =  0  must  correspond  to  the  real  roots, 
and 

Zi^ly    or    Z=-t, (28) 

to  the  imaginaries.  We  have  therefore  a  summation,  not  a  definite 
integral,  for  the  imaginary  roots,  should  there  have  been  any  when  / 
was  finite. 
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We  may  remark  here  that  it  is  quite  indifferent  whether  the  line  he 
assumed  to  be  earthed  or  insulated  at  its  distant  end.  In  the  former 
case  we  shall  have 

8in(/.  +  ft)  =  0      I  ,.  t^fe^^, 
tan6=-Z,J 

Z  depending  on  the  ^  =  0  connections ;  and  in  the  latter  case, 

=  0.     \    .    _ 


tauD 


There  is  a  great  difference  when  I  is  finite ;  but  on  making  /  infinite 
the  exponential  forms  become 

€'-(I-Z»)  =  0,    in  first  case, 
€"(♦  +  Z)  =  0,    in  second, 

which  are  equivalent.     It  is  also  indifferent,  in  the  final  results,  whether 
we  take  Z^i  ot  -L 

The  general  term  of  the  expansion  of  U  may  be  written,  by  taking 
^  r:=  0  in  (26),  expanding  the  sines,  and  using  (27), 


I  U (sin zx-Z  coBzx)dx 


{Bmzx-Z  coBzx)i, (29) 

\cos*6     dzj 
when  /  is  finite,  if  the  J^*s  be  zero.     Here 

l/coB^b^l+t8LnH  =  l+Z'\ 
thus  making  the  denominator  of  (29)  be 

i{/(i+^«)-f}. 

In  the  case  of  the  real  roots  Z~^  =  dz/ir,  and  in  case  of  the  imaginaries 
1{1+Z^)  =  0  (because  Zi=l);  so  that  the  denominator  of  (29)  is 


<"^')  I-T-if'  '"'"^  -€  (-'^°"y)' 


giving 


U^  =^^dz^dx^U,{sm  zx-Z  cos  zx)^^^  ^^"  ^^^^  "^^ (30) 

as  the  part  of  U  depending  on  the  reals  (the  E'b  being  zero),  and 

t/,=  -  2:if ^^y\Bm zx-Z  COS zx)r^  (31) 

as  the  part  depending  upon  the  imaginaries.     Or,  more  concisely,  since 
in  the  latter  Z=  -i, 

[/;  =  2^(^yV"'rC/i€-««W.ri (32) 
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The  sum  of  (30)  and  (32)  gives  0"=  U^  +  [/„  the  value  of  the  initial 
potential  at  x ;  whilst  under  the  integral  sign,  x^  being  the  variable,  U^ 
is  the  value  at  x^.  In  (32),  the  summation  has  only  to  include  the 
imaginary  roots  oi  Z=  -»,  not  however  counting  the  single,  if  it  be  a 
cubic  for  example,  but  only  the  pair. 

The  corresponding  extra  terms  on  account  of  the  auxiliaries  E  can 
naturally  only  be  fully  written  down  when  their  actual  expressions  are 
known.  We  are  only  concerned  with  those  belonging  to  a;  =  0,  therefore 
functions  of  sin  ft,  or  cos  ft,  or  of  z.  Taking  E^  =  ^Afi{z)y  when  /  is 
finite,  let  V^  be  the  part  of  V  depending  upon  it  (zero  in  value) ;  then, 
when  /  is  infinite, 

Tj  =  -  2E^r^  f/i(«)(8in  «e  -  Z  cos  zx)dz  -  2^>j2/j(^)^^y  V"*,     (33) 

the  definite  integral  coming  from  the  real,  and  the  summation  from  the 
imaginary  roots.  At  the  time  t,  v  2^j  x  will  be  given  by  the  sum  of 
(30),  (32),  (33)  and  its  companions,  after  the  requisite  introduction  of 
the  time  factor  c"'*'^**  under  the  integral  sign.     Some  examples  follow. 

9.  Resistance  R  at  a;  =  0.  First  suppose  the  line  is  earthed  direct  at 
2  =  /,  and  through  a  resistance  i^  at  ^  =  0.     Here  we  shall  have 

v  —  0    at    x  =  l'y         *'  =  x^'    ^*    x  =  0; 

hi 

so,  if  m  =  Rjld^  we  get 

sin  ft  =  77ia  cos  ft,    and    sin  (a  +  ft)  =  0, 
from  which  tan a=  -ma 

determines  the  admissible  o's.     And 

TT    2y^sixizx-\-maco^zx{rr  /  '  ,  \j 

u  =  y 2 — ^ -_— —  I  UJsm  zx.+ma  cos zx,)ax^, 

the  expansion  when  I  is  finite,  becomes,  if  n  =  R/k, 

t/  =  _  1 1  dzdx. ^-i(sin  zx-^-nz  cos  zx)   (ditto  with  x, ), 

when  /  is  infinite ;  which,  on  introducing  the  time  factor,  gives  v  at  x  at 
time  /.     The  values  n  =  0  and  n  =  oo  give  the  common 

£/"=  - 1  idzdx^  f/j  sin  zx  sin  zj-^, 

and  the  same  with  cos  instead  of  sin.  The  roots  are  all  real  in  this 
example.  There  are  also  no  terminal  arbitraries,  physically  because 
there  is  neither  potential  nor  kinetic  energy  concerned  in  the  mere 
resistance ;  mathematically  because 

d   tana 


d<i     a 


0. 


10.  Condensei'  discharged  into  line.     Put  a  condenser  of  capacity  C 
between  line  and  earth  at  x  =  0 ;  then 
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Cv^k-W    at    x  =  0,|        ^^  .J    ^ 

v  =  0         at    z  =  l,  J  »  /         > 

from  which  tan  a  =  1/ra  finds  the  a's.     Here 


y  I  C/j  8in(«Ci  +  6)(fo;i  +rJ5  sin b 
=  -* 4;.  ...   *_ji^\ > 


^(l+rsin^a) 

if  J?  be  the  initial  potential  of  the  condenser,  or 

E=^^A  sin 6. 

As  the  roots  are  in  this  case  also  all  real,  the  denominator  of  A  becomes 
i  when  l-co ;  and  then,  if  C/c^n,  we  have 

^"■"ll^^^i^i  sin(«a;  +  ft)  sin(«iCi  +  ft)  +  -p«  sin(«c  +  6).  n^sin^, 

subject  to  tan  5=  -  l/nz.    If  the  line  be  originally  uncharged  there  is 
only  the  second  term  to  consider,  and  we  have 


=«i?^r 


,-AJek 


showing  what  E  becomes  at  time  t  (viz.,  value  of  t;  at  a;  =  0),  after  com- 
mencement of  the  discharge.     The  current  entering  the  line  is 


Y_2f,n£     nz^    ^^f^ 


The  integral  current  should  equal  the  original  charge  Enc^  which  is 
easily  verified.  The  integral  current  at  any  point  should  also  equal 
Enc,    At  X  we  have 

2  nEC     dz     /     >        .9  \  -A/«» 

which,  by  the  known  integrals, 

r.n  cos  zx  _  TT  ^^„  rdz    sin  2a;  _  tt/,       ^^A 

Jo'''TTW2'     '         Jo7lT^~2(,^     '     > 

gives  the  required  result,  ncE. 

The  sum  of  the  condenser's  charge  and  the  whole  charge  in  the  line 
at  any  moment  should  also  come  to  ncE,    The  former  is 


a  =  nhE^ [dz  sin^fte—  =  nhE- f(^g/"T^ 
^^  irj  irj     iTn^ 


and  the  latter  is 


Q^  =  ncE-X  Xdzdx^  sin(aci  +  b)  sin  ftc*'*^**. 
Also  ^2  =  0  when  ^  =  0,  and  =7ieE  when  t=:co.     The  first  is  easily 


THE  PROPAGATION  OF  CURRENT  IN  WIRES.  157 

tested.  The  other  needs  interpretation;  for,  when  t^ccy  the  time 
factor  vanishes,  and  r  =  0  everywhere.  So  we  must,  to  have  consistency, 
keep  t  finite  and  integrate  to  t  before  making  it  infinite.  The  value  of 
Qp  if  found,  would  give  that  of  Q2  at  any  moment.  But  Q^  is  only 
integrable  in  a  series.     In  terms  of  another  simpler  integral, 

the  lower  limit  ^^  being  =  (tjckn^)^, 

11.  Condenser  and  Coil  at  a;  =  0. 

Let  C—rdhe  the  capacity  of  the  condenser.  Herald  the  resistance  of 
the  coil,  and  L—skl,dd^  the  coefficient  of  self-induction  of  the  coil,  one 
end  of  which  is  joined  to  the  line  and  the  other  end  to  one  terminal  of 
the  condenser,  which  is  earthed  at  the  other  terminal.  At  x==0  we 
shall  have,  if  r^  be  the  potential  of  the  condenser  on  the  side  next  the 
coil,  at  time  /, 

k-W=rdv^,  \  .o.v 

v-v^^{E  +  LD)k-'v\f ^     ^ 

which  lead  to 

0  =  /f'  -  W V  +  rmlh'"  +  rslh" 


ttnt 


and  give  us  the  determinantal  equation 

tan  6  =  -  1/ra  -{-ma-  m^^ 

supposing  the  line  earthed  at  x  =  L     (tan  b—  -  tan  a,  when  this  is  the 
case,  always.) 

The  solution  being 

v^lA  Bm(«e^h)€-'^'^ (35) 

for  the  potential  at  x  at  time  /,  the  value  of  A  is 

y  I  W  sin(-2a;  +  b)dx  +  rEJra  cos  h  -  sE^  cos  h 

"^"""^        \{\  +cos»6(l/m*^  + w  -  3sfl2)}  • 

by  the  general  method.     Here 

E^  =  ^Ajra  cos  ft,        A'2  =  ^Aa  cos  ft, 

which  may  be  got  by  considering  the  energy  of  coil  and  condenser ;  or, 
without  energy  considerations,  thus : — 

J|;™(,...y™(v^»,)*=-=.i|-ip-'.(-,i,.i,-».,-«..) 

COS  ft,     cos  ftp  ,  ,  , 

=  -  r . ^  . *  +  s .  a.  cos  ft, .  a,  cos  ft.,, 

by  following  method  (25a) ;  which  we  see  is  put  into  the  right  form,  as 
there  described.     To  find  what  E^  means,  we  have 

(  Ti  ,  L   d^\j  -idv        v^  cos  ft 
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by  (34)  ftnd  (35).  Hence  E^  is  the  negative  of  the  initial  potential  of 
the  condenser.     Similarly  we  may  show  that 

if  6^  be  the  initial  current  in  the  coil  (reckoned  positively  from  condenser 
to  line). 

Thus,  in  the  expression  for  A,  E^  and  E^  show  the  effect  of  the 
condenser  and  the  coil,  if  originally  charged  or  with  current  respectively, 
on  the  subsequent  state.  Putting  -E^=Fy  and  making  l  =  aD ,  we 
obtain,  U^  being  the  part  of  U  arising  from  real  roots, 

^"^=^1  l(/r;f/x^  8in(^+6)  8in(2a-^  +  5)£7^ 

^l^dz  an(zx  +  b)?^.^  +  ^(h  mi(zx  +  h)^z cosb,  (36) 

the  limits  of  all  the  integrals  being  0  and  oo  as  usual;  the  double 
integral  arising  from  the  original  charge  in  the  line,  the  next  from  the 
condenser,  and  the  third  from  the  coil.     They  are  subject  to 

tan  ^  =  -  l/n^r  -k-n^-  n^y 

where  n^-Cjc,        n^^Bjk,        n^  =  L/ck\ 

The  above  is  the  complete  U  only  if  Z  =  0.  There  are  no  imaginaries 
then;  but  with  L  finite  there  will  be  additional  terms,  to  be  later 
brought  in.  At  present  let  L  =  0,  and  the  line  be  initially  uncharged, 
so  that  only  the  second  integral  in  (36)  is  wanted.     Then 

r  =  -  —  I  dz  8in(zz  +  b)  cos  b , 

^  Jo  ^ 

2  FT* 

y=         I    dz  .COS{zX  +  b)  COBb,  €'^^^y 

represent  the  potential  and  current  at  time  ty  resulting  from  the  dis- 
charge of  the  condenser  to  the  line.  The  integral  current  should  be 
Fn^c,     Examining  this  we  find  that  it  requires 

cos  zx  -  sin  zx{  -  l/ii^z  +  n^) 
i-^{-l/n^z+n^y 

n^  and  n^  are  as  before,  i.e,,  any  positive  constants.  This  must  be  true 
for  all  positive  values  of.  a;,  n^,  and  n^.  When  Wo  =  0,  it  may  be  verified 
by  the  last  example.  Taking  ^  =  0  for  a  special  case,  the  last  integral 
is  equivalent  to 

_2r         dz 

if  J  be  any  positive  quantity.     The  geometrical  interpretation  is  curious. 

1 2.  Special  Case  o/  §  1 1 .      L  finite. 

When  L  is  finite  the  self-induction  of  the  coil  brings  in  at  least  one, 
and  sometimes  two,  pair  of  roots,  which  may  or  may  not  be  imaginary. 
Supposing  these  roots  got,  the  completion  of  the  solution  (36)  by  the 


2rdz 


1 
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addition  of  Vt  is  easily  carried  out,  as  in  §  8.  But  the  practical 
examination  of  imaginary  roots  being  difficult,  simplify  the  last  example 
by  having  direct  earth  on  to  coil  instead  of  through  a  condenser ;  or, 
what  comes  to  the  same  thing,  take  (7  =00  and  F=0.  Next,  take 
i?  =  0,  which,  though  unreal,  will  not  alter  the  theory  greatly,  as  the 
coil  is  not  on  short  circuit,  but  in  circuit  with  the  whole  cable. 
We  shall  then  have 

tana  =  5a3,  (37) 

and  the  general  solution  gives  us,  when  { is  finite, 

^2sE^  cos  h  sin(2ir  +  6)  _^,ej 

'"        1  -  3srt^  cos^ft 

as  the  potential  at  time  t  due  to  the  terminal  arrangement.     (That  is, 
when  C/  =  0.)     Or,     . 


_  2LG^v2r(8in  ZJT  -  wV  cos  zx)  .^^^ 


II) 

if  (?  be  the  initial  coil  current  (see  §  11),  z=^ajl,  and  n^  =  .#.      (n  is 
constant,  independent  of  /.) 

Now  the  equation  (37)  has  a  pair  of  roots  which  are  real  when  s  is 
greater  than  1*47,  become  equal  for  that  value  of  5,  and  then  imaginary 
when  s  is  less.  (Case  in  paper  "On  Faults,*  etc.,"  before  referred  to.) 
But  5  =  n^^)  and  is  therefore  necessarily  less  than  the  critical  value  when 
the  line  is  long  enough,  and  the  pair  of  imaginaries  must  be  still  in 
operation  when  the  line  is  infinitely  long.     They  are  then  given  by 

tan  Iz  =  {nzYy     or     {nzY  —  - 1, 
whose  roots  are 


nz = t,     and     nz  =  -  7,  ±  J-.- 


The  first  we  have  nothing  to  do  with,  as  it  is  a  pair  we  want.  It 
gives  a  term  increasing  with  the  time,  so  can  have  no  business  here. 
The  others  must  be  the  required  pair. 

Thus,  if  z^  and  z^  be  the  roots,  our  additional  terms  are 

2Le/   8jn££+tco8£iX^_,,,,      same  with  0, 

**"■'  "'  =  I  c^2*'""""*^  *="'{  (I) ^^'^Z"  -  'Z**"'^  "*"  3}  ' (^^> 

Vt  meaning  the  part  of  v  depending  on  imaginaries.     Corresponding  to 
this,  we  have 

y.  =  |  ^3  cos (?)*(x/n-/M«-^).  «-«'-'>*"" {38a) 

for  the  part  of  the  current  depending  on  imaginaries. 

*  [Art.  xvL,  §  22,  p.  88  ante.] 
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The  corresponding  v  and  y  depending  on  reals  are,  by  (36),  third 
term  on  right, 

LG 


Vr=   + 


Ck 

LG 

ck 


~ I  dz  sin (zx  +  h),z  cos hf^^ 


^r^/n^-n3;^cos^^,^;^ ^3gjj 

Jo  l+»^^ 

(tan  5  =  -  {nzf  here) ;  and,  by  differentiation,  {yk  =  -  yv), 

y^=  -^  ^r,^,^^zx-^^in^.n^^^,^,^ (3g^^ 

These,  with  Vi  and  y«,  make  the  complete  solution. 

In  order  to  obtain  verification  of  accuracy,  calculate  the  integral 
current  at  x.     This  we  may  do  by  means  of 

f  «cos       ,         6**    /  cos      .   sin     \ 
xe""    .^(txdx--= — Ac   .   ax±        ax], 
J      sm  rt^  +  c^V   sm  cos     / 

Applying  this  formula  to  (38a),  we  shall  arrive  at 

£^''''=1  ^*"**'<'='«+N/3"°)fVi- (39) 

This  is  the  part  of  the  current  crossing  the  point  x  from  t  =  0  to  /=  oo  , 
so  far  as  depends  on  the  ima^uaries.  But  evidently,  since  the  line  is 
in  conductive  connection  with  earth,  the  total  current  at  any  point 
must  be  zero.  Consequently  the  just  obtained  result  must  be  exactly 
cancelled  by  the  integral  current  arising  from  the  reals.  Now  the  time- 
integration  in  (38c)  can  be  immediately  effected,  and  merely  requires 
us  to  write  ckjz^  for  the  /  term.     Doing  this,  we  must  have 

^r     ^\ Jco^zx  +  n^^«ixizx)  =  result  in  (39), 

and  this  is  exactly  verifiable  by  the  partial  fraction  decomposition 
method,  if  no  easier  way  present  itself. 

It  may,  perhaps,  be  questioned  whether  the  integral  current  ought  to 
be  zero.  Although  it  is  clear  that  the  potential  at  every  point  con- 
tinuously decreases  after  the  maximum  of  the  wave  has  reached  it ;  yet, 
as  the  wave  is  always  travelling  onward,  the  total  charge  in  the  line 
may  not  tend  to  zero.  To  this  the  answer  is,  that  in  the  first  place,  if 
the  line  had  no  capacity  there  would  be  no  current  at  all  in  it,  because 
the  resistance  is  infinite ;  and  next,  that  if  the  line  be  charged  in  any 
manner  with  a  finite  charge,  and  left  in  conductive  connection  with 
earth,  not  merely  the  potential  but  the  total  charge  will  fall  to  zero. 
As  shown  *  in  a  paper  in  the  journal  of  the  S.  T.  E.  and  R  ("  On 
Electromagnets,''  etc.),  if  a  condenser  be  discharged  through  several 
conductive  paths  open  to  it,  although  the  current  at  any  moment  will 
not  in  general  divide  inversely  as  their  resistances,  yet  it  will  be  true  of 
the  time   integral  of  the  current     This  applies  to  the  elementary 

♦  [Page  106,  §  16.] 
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charges  at  any  moment  in  the  line ;  they  have  a  finite  resistance  on  one 
side  through  which  to  discharge,  and  infinite  on  the  other  side ;  hence 
all  ultimately  goes  out;  the  travelling  wave  tending  to  have  an 
infinitely  small  total  charge,  although  extending  over  an  infinite 
distance. 

Returning  to  the  special  question,  there  is  a  case  in  which  the  integral 
current  from  the  coil  is  finite,  viz.,  when  we  increase  the  capacity  of  the 
line  infinitely.  For  this  is  equivalent  to  short-circuiting  the  coil.  The 
integral  current  must  then  be  LGjR.  The  above  solution,  however,  is 
useless  for  showing  this,  on  account  of  our  having  taken  R  =  0  U)  get  at 
the  imaginary  roots  easUy.  It  is  true  that  the  above  shows  that  when 
c  is  finite,  however  great,  the  integral  current  is  zero;  the  interpretation 
then  of  its  being  finite  when  c  =  oo  is  that  in  the  latter  case  an  infinitely 
long  time  would  have  to  elapse  before  the  coil  ceased  sending  a  current 
in  its  original  direction  to  the  line  (to  its  commencement  only),  and 
that  we  ignore  its  return  to  earth  through  the  coil  because  we  can  never 
reach  its  beginning.     We  have,  therefore,  a  quite  different  problem. 

13.  Induction  CaU  and  Condenser. — Let  the  line  be  connected  to  earth 
through  a  coil  and  a  condenser,  in  sequence,  and  the  coil  be  under  the 
inductive  influence  of  another  coil.  Let  E  and  C  be  the  resistance  and 
capacity  of  the  condenser,  t.«.,  E  is  the  resistance  of  a  shunt  to  it  if  it 
have  no  conductivity  itself.  Let  L^,  L^  and  M  be  the  coefficients  of 
self  and  mutual  induction  of  the  two  coils.  Let  v  and  y  be  the  potential 
and  current  at  ic  =  0,  «^i  the  potential  of  the  condenser,  and  y^  the 
current  in  the  coil  ^.  This  is  the  secondary,  closed  upon  itself,  and  in 
proximity  to  the  coil  i^  between  the  line  and  the  condenser. 

The  current  entering  the  line  is  the  same  as  that  through  the  primary 
coil  E^y  which  again  is  the  same  as  that  through  the  condenser  and  its 
shunt.     This  gives 

,.a-.-(5.cz.,) (,«) 

The  eqoatdons  of  E.H.F.  in  the  first  and  second  coils  are 

0  =  {Bi  +  L^D)y^  +  MDy. 
If  we  eliminate  Vj  and  yg  we  obtain 

Put  sin  b  for  v,  and  -  (z/k)  cos  b  for  y  (these  being  the  j  =  0  repre- 
sentatives of  sin  (zx  +  b)  and  the  corresponding  current) ;  and  put  for  D 
its  equivalent  -  s^/dc ;  we  then  obtain 

If  there  be  a  similar  arrangement  at  the  other  end  of  the  line  we 
shall  obtain  the  same  equation  (41),  with  changed  coefficients,  of  course, 
but  with  -  y  instead  of  y ;  because  the  current  in  the  line  is  reckoned 
positive  always  from  0  to  ^,  so  that  leaving  the  line  at  one  end  corre- 

H.K.P. — VOL.  I.  L 
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sponds  to  entering  it  at  the  other.     And  the  following  equation  will 
become,  with  changed  values  of  the  coefficients,  the  same  as  (4:1a),  with 
-  tan  (zl  +  b)  instead  of  tan  b.     Thus 

tan  b  =  </>o(«),        tan  {zl  +  6)  =  <l>i(z)y 

</>0(s)  being  given  in  (41a),  and  <^(2j)  being  the  negative  of  <t>Q(z)  with 
changed  coefficients.  Between  them  we  get  equation  tan  zl  =  Zy  finding 
the  values  of  z.  _^ 

To  obtain  the  complete  solution  we  may  either  form  the  expressions 
for  the  mutual  energy,  potential  and  kinetic,  in  all  parts  of  the  system, 
of  two  normal  solutions,  and  then  make  use  of  their  necessary  equality 
to  decompose  the  given  initial  state  into  normal  solutions  (the  method 
followed  in  the  first  part  *  of  paper  "  On  Faults,  etc.") ;  or  else,  without 
going  into  the  details  of  the  terminal  arrangements,  get  the  solution  out 
of  the  resultant  equation  (41)  or  (41a),  (the  method  used  at  the  con- 
clusion t  of  that  paper). 

By  the  first  method,  find  the  expressions  for  Vy  G,  and  F,  the  initial 
potential  of  the  condenser,  and  the  currents  in  coils  R^  and  R^,  Also 
for  U  the  initial  potential  of  the  line.     They  are 

by  the  detailed  equations.  Here  V,  G,  and  F  belong  to  the  apparatus 
at  the  x  =  0  end.  There  are  similar  equations  for  them  at  the  x  =  l  end 
of  the  line,  with  the  -  sign  made  +  and  the  b  changed  to  d  +  b. 

The  mutual  potential  energy  of  the  systems  corresponding  to  the 
roots  z^  and  z^  in  the  line,  is 

c\  dx  Bin(z^x  +  b^)  8in(z^-^b2),  : (41c) 

(with  unit  A's),  The  mutual  potential  energy  of  the  corresponding 
condenser  charges  at  a;  =  0  is 

p       z^  cos  6|     J^     z^cosb^^  (4.\d\ 

'  1  -ECz^Ick  ¥  1  - ECzi/ck ^      ^ 

The  mutual  kinetic  energy  of  the  corresponding  currents  in  the  coils 
B^  and  B^  is 

L^G^G^  +  L^T^T^  +  MGJ'^  +  MG^^, 

if  (tj,  Fj  be  one  set,  G^  T^  the  other.     Or, 

^Js,  cos  6,  .  »3  cos b^  +  -j^z.  cos b.  .  ««  cos fto-n — V  ^,  i   t; — t^^,  i 

,M.  .      Mzijck     ^M         .  ,      MzJIck 

^-.,  cos^ .  .,  cos6,^^2^7cfe-^F^  '""'^^ '  '^  ^"^  \-^Xz?lck^ 

which  admits  of  reduction  to  the  simpler  form 

*[§14,  p.  80.]  t  [§24,  p.  9L] 
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^^      ^j  coBO^.z,  COS 6,  +  -j-p   ^_^  -^,^^^  -j^^ _  j-^^^^     (^le) 

The  conjugate  property  is  therefore  obtained  by  equating  the  sum  of 
(41c),  (41rf),  and  the  corresponding  x  —  l  term,  to  the  sum  of  (41e)  and 
the  corresponding  z=l  term ;  this  gives  the  complete  value  of  A  by  the 
equation 

.  n  /  !>#«  cos  5  .  I-  a  COS  5         Mz^      \ 

+  corresponding  Vy  G,  T  terms  at  ;ic  =  /, 

which  value  of  A  used  in  (415)  completes  the  solution,  when  we  affix 
the  t  factor. 

Although  this  method  is  very  thorough,  yet  the  other  is  simpler. 
Ignoring  the  details  of  connections,  and  given  only  the  v/y  equations 
(39)  at  a;=0  and  «  =  /,  we  can  easily  arrive  at  the  above  solution  com- 
plete; except  that  F,  G^  and  F  will  not  be  identified;  or,  we  may 
arrive  at  an  exactly  equivalent  form,  in  which  appear  other  three 
arbitraries,  independent,  and  therefore  fully  supplying  their  place ;  of 
course  functions  of  V,  G,  and  F. 

Differentiate  (41)  with  respect  to  Z) ;  we  have 


dD  y        ^    {\+RCDf^ R^  +  L^    {R^  +  L^f 

Of  these  four  terms  the  first  two  are  of  the  proper  form,  but  the  third 
and  fourth  need  rearrangement.  This  is  easily  done  on  uniting  them, 
and  gives 

which  is  in  the  correct  form  of  sum  of  squares,  showing  that  there  are 
three  arbitraries  (easily  seen  to  be  independent)  at  a;  =  0  end  (with  an 
equal  number  at  the  x  =  l  end),  which  are,  since  the  elementary  normal  y 
is  proportional  to  z  cos  5  at  a;  =  0, 

r»        V  >/  X         r»        V    -^«C0S5  i         e»        v     Az  COsb         /.o\ 

E,^2Azc^b.     ^,  =  2j_g^^,      and     E,  =  2^—^^^^,(i2) 

in  their  simplest  forms.  They  are,  by  (416),  proportional  to  F,  Gy  and 
(the  third)  a  simple  function  of  G  and  F. 

To  turn  (41/)  into  the  products  form,  write,  on  the  right  side,  w^w^ 
for  7^, 


^1  ^«       for        r 

l+RCD^  '  1  +  RCn^^  (1  +  Rcnf 


,2 


''''''  B^TL^D,'  R^  +  L^,     ''''    {R,  +  L^r 
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which  makes  the  right  member  of  (41/)  take  the  form  ^f(D^{D^. 
Let  E^^  E^  and  E^  be  the  values  of  the  three  summations  (42) ;  we 
shall  have 

/.  r        ,r  «  cos  h  X  ^  COS  h 


at  the  ic  =  0  end.     The  conjugate  property  is,  with  these  expressions  for 
the  r's  and/'s, 


1' 


+  the  (a;  =  2)  terms  of  similar  kind, 
and  the  value  of  A  is  consequently  given  by 

A^(\  -  co82«Z  ^ /A  =  r  cUMdx  -  ri^i/i(«)  -  r^EJ^{z)  -  . . .  , 

only  differing  from  the  formerly  obtained  value  in  E^y  E^t  E^  being  no 
longer  exactly  F,  G,  and  F ;  but,  on  account  of  the  similar  changes  in 
the  r's  and  /'s,  the  two  values  are  identically  the  same. 

By  examination  of  dimensions  we  can  of  course  settle  what  physical 
interpretations  must  be  given  to  the  E^b  as  defined  by  (42),  and  of  the 
constant  factors,  the  r's  in  (43),  and  so,  from  (41)  only,  on  which  the 
present  method  depends,  arrive  approximately  at  the  nature  of  the 
terminal  connections  in  detail.  But  this  can  only  be  done  so  far  as  the 
terminal  apparatus  is  able  to  influence  the  line.  Thus,  from  (41)  we 
may  conclude  that  there  is  a  coil  concerned,  because  we  shall  find  that 
the  current  entering  the  line  at  the  first  moment  is  arbitrary ;  and  also 
a  condenser,  because  the  time  integral  of  the  current  is  also  arbitrary. 
But  there  might  be  any  number  of  charged  condensers  and  coils  in  the 
terminal  arrangements  which  cannot  affect  the  state  of  the  line.  For  it 
is  absolutely  necessary  for  the  end  of  the  line  to  be  connected  to  earth, 
either  conductively  or  through  a  condenser,  in  order  that  the  terminal 
apparatus  may  have  any  influence  whatever  on  the  state  of  the  line. 
The  terminal  condition  will  be  simply  7  =  0,  equivalent  to  insulation,  if 
this  be  not  complied  with ;  and  this  is  equivalent  to  cutting  off  aU  con- 
nection between  the  line  and  apparatus,  which  wiU  discharge  itself 
according  to  its  own  internal  constitution.  For  example,  let  the 
terminal  arrangement  be  a  closed  circuit  containing  a  charged  condenser, 
not  connected  to  earth  anywhere.  Connection  with  the  line  will  not 
influence  it  in  any  way  that  can  be  taken  into  account  by  our  equations. 
There  would,  however,  really  be  an  effect,  not  by  reason  of  imperfect 
insulation,  but  by  reason  of  dielectric  displacement  generally,  through 
the  air,  which  is  entirely  ignored  in  our  solutions. 

14.  Impressed  Forces, — The  whole  of  the  preceding  excludes  impressed 
force  in  the  line^  and  likewise  in  the  terminal  arrangements  if  it  can 
affect  the  line.  We  can  determine  the  effect  of  impressed  force  thus. 
Let  a  steady  impressed  force  E  be  introduced  anywhere  in  the  line,  say 
at  Xy     By  elementary  methods  we  can  find  the  steady  state  it  will 
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finally  produce — elementary  bo  far  as  not  involving  time  differentiations. 
Then  remove  the  force  £.  We  can,  by  the  preceding,  find  the  transient 
state  that  results.  If  Xq  denote  the  final  state,  and  A*  what  it  becomes 
at  time  /  after  E  is  removed,  then  Xq~X  represents  the  state  at  time  / 
after  E  is  put  on.  Thus  if  U=  2Auhe  the  potential  set  up  finally  by  a 
unit  impressed  force, 

v^Xo-'FZAue^ 

gives  the  potential  at  time  /  after  putting  on  E,  being  zero  when  /  =  0, 
and  Xq  when  t  =  oo.     No  zero  root  is  to  be  allowed  in  the  summation. 

Suppose  now  we  let  E  last  only  for  the  time  dt.  We  can  obtain  the 
effect  it  produces  by  supposing  ^  to  be  kept  on,  and  that  at  the  time 
t^dt  we  put  on  an  impressed  force  -  Ej  cancelling  the  former.  This 
latter  force  will  produce  potential 

at  time  t  later.  Adding  this  to  the  former,  we  find  the  effect  at  time  t 
of  E  lasting  from  t=0  to  t^^dt,  to  he 

E .  S^t^^c--^  -  1)  =  -  2AuEdW€^. 

Consequently  the  effect  of  E  lasting  from  i  =  t^to  i  =  t^^  dt^j  at  the 
later  time  i,  is 

-  ^AuDEdt^^^'''^\ 

Therefore,  by  time  integration,  the  potential  due  to  a  variable  im- 
pressed force  E  at  one  spot,  starting  at  time  /^,  is 


1 


v 


in  which  E  must  be  considered  a  function  of  t^. 

Similarly  the  effect  of  any  impressed  force  at  other  places  may  be 
represented,  and,  by  integrating  along  the  line,  the  effect  of  any 
distribution  of  impressed  force  varying  with  the  time ;  thus 

t;=  -2u2)€^fT^^€-«'(/xi(/^j,  (44) 

wherein  -i^  is  a  function  of  both  x^  and  t^y  whilst  ^  is  a  function  of  /j, 
the  position  of  the  elementary  impressed  force. 

What  we  require  to  know  is,  therefore,  ^  as  a  function  of  x^  Now 
^Au  represents  the  potential  set  up  by  unit  E  at  x^.  We  need  not, 
however,  go  to  the  great  labour  of  expanding  the  final  state  due  to  E  in 
the  series  ^Au  by  the  preceding  methods,  by  line  integrations  and 
corresponding  terminal  operations.  For  if  we  imagine  the  impressed 
force  at  x^  replaced  by  an  inserted  condenser  whose  difference  of 
potential  was  unity  initially,  and  imagine  the  capacity  of  the  condenser 
to  be  infinitely  increased,  we  shall  ultimately  get  the  same  result  as 
from  the  unit  impressed  force  without  the  condenser. 

Let  ^Aw€^  be  the  current  at  time  t  after  the  introduction  of  a  con- 
denser of  capacity  C  and  charge  CV.  Then  we  have,  at  the  place 
fl;=Xi,  if  tt?i  be  the  value  o(w  there, 

-  CV^  :^Aw,€'^. 
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The  expansion  of  V  is  therefore 

and  the  mutual  potential  energy  of  VC  and  a  normal  system  (u,  w)  is 

But  in  the  numerator  of  A^  equation  (20),  the  only  term  will  be  that 
due  to  the  condenser,  or  this  -  {wJD)V;  hence 

A=-  FwJDM 

is  the  value  of  A  in  v^^Atu'^  giving  the  potential  at  time  t  after  intro- 
duction of  the  condenser,  and  due  to  the  condenser,  if  M  he  twice  the 
excess  of  the  potential  over  the  kinetic  energy  of  the  normal  system 
u,  w.  So  far  the  condenser  has  been  of  finite  capacity,  and  con- 
sequently u,  Wf  Mf  and  D  depend  on  its  capacity  as  well  as  upon  the 
terminal  conditions.  But,  on  infinitely  increasing  its  capacity,  we  get 
mathematical  equivalence  to  direct  connection  ;  then  the  determinantal 
equation  of  D  is  simply  that  resulting  from  the  terminal  conditions,  and 
M  has  the  value  in  equation  (20).     Therefore 

v= -2j= — j*^-* — ^v=7^     (^^) 


L    dl)\w     QJJ 


is  the  potential  due  to  V  at  x^.  This  will  have  a  term  corresponding  to 
a  zero  root  (arising  from  the  infinite  increase  of  C  in  the  before  substi- 
tuted problem),  expressing  the  final  state.  Hence,  leaving  out  this 
term,  the  summation  (45),  with  sign  changed,  and  with  ^  =  0,  expresses 
the  final  state  itself.     Thus,  taking  F=  1, 

is  the  expansion  ^Au  required  to  be  applied  to  (44).  Put  then 
A  =  +wJI)M  in  that  equation,  and  it  becomes 

v==  -2^{T  w^Ei'^^^dx^dt^,  (46) 


^/..., 


expressing  the  potential  at  x  at  time  t  due  to  distributed  impressed 
force  E;  ir^  being  the  value  of  w  at  x^^  and  E  that  of  the  impressed 
force  at  x^  at  time  t. 

To  obtain  the  current,  write  w  instead  of  u. 

In  the  special  case  of  uniform  capacity  and  conductivity,  with  no 
magnetic  induction,  we  have,  as  in  §  7, 

w  =  sin  {ax/l  +  h),        «?  =  -  ^cos  ((w//  +  6),         />  =  -  a^jckl^, 

J/  =  ^(  1  -  C08-(l  ' - </'(" ) \  ^*^"  ''  =  ^^)  ) 
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and  (46)  becomes 

v^P  a  sinia^/l^i)      n^^  eo8(W/^6K->c^A>  ...(47) 

An  important  practical  case  is  that  of  steady  impressed  force  at  one 
end  of  the  line.  The  solution  is,  of  course,  obtainable  by  inserting  a 
condenser  there  and  afterwards  making  its  capacity  infinite,  without 
reference  to  distributed  variable  impressed  forces ;  but  it  will  be  useful 
to  derive  it  from  (47V  Take  a:^  =  0,  ^  =  0,  ^  =  constant,  and  effect  the 
time-integration.    Tne  double  integral  becomes 

J^  cos  6(1 -€-«)//>. 
Use  this  in  (47),  putting  D  in  terms  of  a,  and  we  obtain 

v^2E2      <^fV«      8in(fla;//  +  6)(l  -  c^), 
1  -  cos^a .  <f}{a) 

v^X-2E2—^y±-.sin{a^/l+h)^,  (48) 

1  —  cos^a .  9  (a) 

if  X  be  the  final  state  of  potential. 

If  the  impressed  force  be  at  x^,  write  cos{ax^/l  +  b)  for  cos  b. 

If  the  line  be  earthed  at  both  ends,  6  =  0,  a  =  titt,  n  being  a  +  integer, 
and  the  denominator  is  unity ;  hence 

Z2^^1       nrrx^    .   7nrx  ^ 
-  — 2-  cos— ,-^  sm   ,  c", 

TT    n         I  I 

and  the  current  is 

,=|(l4.22cos'ipcos-^.«). 

Returning  to  (46),  let  the  impressed  force  be  simple  harmonic 

E^E^Biamt    at    a^; 
then  we  may  effect  the  time  integration,  and  obtain,  if  t^  =  0, 

r=  -i^o^;^,^  ^,^  +  E^^^^.^^^    AD  8in  +  m  cos)m/. 

The  first  summation  ultimately  vanishes ;  the  second  therefore  repre- 
sents the  final  simple  harmonic  variation  of  potential.  If  the  impressed 
force  be  E^  cosm/,  change  sin  to  cos  and  cos  to  -  sin  in  the  second,  and 
m  to  />  in  the  first  summation.  The  second,  the  final  state,  admits  of 
being  put  in  a  finite  form,  by  finding  the  general  simple  harmonic  solu- 
tion of  the  equation  of  the  normal  functions,  and  subjecting  it  to  the 
terminal  conditions  and  to  that  at  Xy 

Or,  more  simply,  by  developing  the  resultant  differential  equation 
itself  connecting  the  impressed  force  with  the  potential  (or  the  current) 
it  produces,  and  bringing  it  to  the  form  v  =  (a^bD}E  by  means  of  the 
property  d^/d^  =  -  m^. 

lb.  B  negative  in  §  9.  This  case,  which  is  of  some  interest,  both 
mathematically  and  in  the  physical  interpretations,  was  discussed  in 
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brief  in  the  "On  Faults,  etc."  paper,*  so  far  as  a  line  of  finite  length  is 
concerned.  In  the  following  the  solution  when  the  line  is  infinitely 
long  will  be  given. 

The  meaning  of  B  negative  is  simply  this,  that  whereas  if  we  connect 
the  end  of  the  line  to  earth  through  a  resistance  E,  the  current  leaving 
the  line  will  be  v/B  at  any  moment,  we  now  make  the  current  entering 
the  line  be  v/By  which  of  course  requires  artificial  appliances.  The 
solution  is  the  same  as  in  §  9,  with  m  made  negative. 

Supposing  the  line  of  finite  length,  it  is  easy  to  see  that  whatever  the 
initial  distribution  of  charge  may  be,  it  will  all  escape,  provided 
m  <  -  1 ;  or,  more  conveniently,  let  m  =  -  mj,  so  that 

tana^m^a 

is  the  determinantal  equation,  m^  being  positive;  then  if  m^  >  1,  the 
line's  charge  will  all  escape.  But  this  equation  has  a  root  between  0 
and  ^TT,  which  vanishes  when  7n  =  1.  There  is  then  a  term  independent 
of  the  time.  For  instance,  if  the  initial  state  were  a  steady  current 
E/kl  from  0  to  Z,  it  would  remain  unchanged.  This  is  readily  seen 
without  examining  the  solution  in  detail.  And  if  it  have  any  other 
initial  distribution,  it  will  finally  settle  down  to  be  a  steady  current 
of  some  other  strength.  For  instance,  if  v  were  initially  constant,  =  E, 
the  final  state  will  be  a  steady  current  of  strength  3EI2kl,  from  0  to  /. 

When  TWj  is  made  less  than  unity,  the  zero  root  becomes  imaginary, 
so  that  the  charge  in  the  line,  after  initial  irregularities  have  dis- 
appeared, increases  continuously.  Passing  to  the  case  of  m^  very  small 
indeed,  if  we  ignored  the  term  depending  upon  the  imaginary  root,  we 
should  find  that  our  expansion  of  the  initial  state  v  =  E  constant  repre- 
sented E  (very  nearly),  from  x  =  l  up  to  nearly  x  =  0  (say  to  a;  =  ^,  x^ 
being  very  small),  and  then  suddenly  changed  from  representing  E  to 
representing  -E  from  x  =  x^  to  a:  =  0.  This  departure  from  E  every- 
where is  of  course  due  to  the  imaginary,  which  gives,  when  m^  is  very 
small,  v  =  0,  practically  everywhere  except  close  to  a;  =  0,  where  it  gives 
2E.  So  long  as  the  small  charge  this  represents  has  any  existence  at 
all,  i.e,  so  long  as  m^  is  not  actually  made  quite  zero,  the  charge  in  the 
line  will  increase  continuously  from  this  small  beginning,  all  tne  rest  of 
the  initial  charge  subsiding.  When  m^  is  made  actually  zero,  the 
infiuence  of  the  imaginary  is  completely  gone ;  and  it  is  gone  for  good, 
for  on  making  m^  negative,  or  m  positive,  we  have  the  case  of  a  line 
discharging  through  a  resistance. 

If  U  be  the  initial  potential,  the  complete  solution  is 

fUs\na(l-jjdx 
.  -  .  "^ ^ ^in  a{l-f)  «-•*"«•, 

J/(l -m^  cos^a)  \       1/ 

subject  to  tana  =  m^a.  Let  m^  —  B^/ld  —  nJl,  and  keep  74  consUint. 
When  we  make  /  infinite,  m^  being  less  than  1,  we  must  take  the 
imaginary  into  account.     It  will  be  given  by 

tan  Izq  =  u^Zq    with    /  =  00 ,     or    n^z^  =  - 1,      .'.     Zq=  -  i/n^ 

♦[See  page  91,  §23.] 
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We  shall  then  find  that  the  corresponding  term  in  the  preceding 
series  becomes 

«;,  =  ^-''->ri7i€-'«^-<iiri.€-^*»*>*,  (49) 

^        Jo 
Vi  being  the  part  of  the  potential  of  the  line  at  x  at  the  time  t  depending 
on  the  imaginary ;  whilst  the  reals  give 

t;,= |f  f(/;s(fa4^^  ^ "'  V^^ ^ t/^t(8in  ^a^  -  n^z  cos zx^y^^^,...  (49a) 

in  fact,  the  same  as  in  §  9,  except  in  the  change  from  nto  n^. 

Observe  that  when  n.  is  made  zero,  v,  =  0,  or  the  influence  of  the 
imaginary  disappears.  We  must  then  keep  it  zero,  as  n^  is  made 
negative,  although  according  to  (49)  v<  comes  on  again  then.  In  fact,  if 
n^  be  negative  the  solution  is  given  by  v^  only,  (49a).  If  74  be  positive 
it  is  given  by  Vi  +  tv-  The  reason  is  that  we  constructed  the  solution  t;, 
on  assumption  of  n^  positive.  Start  with  n^  negative  and  it  has  no 
existence,  tan  a  =  n^a  has  no  imaginary  root  if  n^  be  negative;  if 
positive  there  is  one  when  n^<l.  (In  speaking  of  one  root,  instead  of 
the  necessary  pair,  remember  that  D  =  -  a^/ckl\  so  that  only  one  need 
be  considered.)  Thus  we  account  for  the  at  first  sight  puzzling  fact 
that  in  the  §  9,  where  no  imaginary  can  possibly  be  concerned,  the 
equation  tsjilz=  ^n^z  occurring  there,  with  n,  negative,  his  an  ima- 
ginary root  when  the  line  is  infinitely  long.  It  really  belongs  to  the 
problem  of  the  present  section,  n^  positive.  Similarly,  in  §  1 2,  where 
we  have  an  extra  imaginary  besides  the  pair  we  want,  we  may  conclude 
that  it  is  required  to  give  correct  expansions  in  case  of  s  negative, 
equivalent  to  a  reversal  of  the  law  of  induction,  interpre table  by  the  aid 
of  an  impressed  force  of  properly  adjusted  strength.  In  the  case  treated 
in  §  12,  of  a  condenser  discharged  into  a  cable,  we  have  a  similar  result. 
There  is  no  imaginary  involved  when  C,  the  capacity  of  the  condenser, 
is  positive,  but  there  is  one  when  it  is  negative. 

16.  Cable .  4>{o)  —  ff^  sin  a. — By  a  cable  is  to  be  here  understood  a  line 
in  which  c  and  k  are  constant  and  9  =  0.  Let  the  x  =  0  end  be  earthed, 
so  that  r  =  0  is  the  condition  there ;  this  requires  that 

U^^A  mnax/l,  (50) 

the  constant  b  being  absent.     Let  also  the  x  =  l  condition  give  rise  to 

tana  =  msina,  (51) 

m  being  any  constant.    This  requires  that 

~=^Um(l  +^TI)  +  ^T^D^+  ,..)     at  x  =  l, 
7  \       3!  5!  / 

if  T=ckP.     The  determinantal  equation  (51)  splits  up  into 

sin  a  =  0,     and     cos  a  =  m~^, 

giving  two  series  of  roots, 

0,         IT,  2ir,  Stt,  4xr,         etc.,  |         .^^. 

and         0,         2ir-e,         2ir-^e,         47r-e/,         47r  + ^,  etc.,  /  "  ' 
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if  ^  be  the  least  value  of  ^  =  co8~^l/m.    Owing  to  this  simplicity  we  can 
obtain  easily  verifiable  results. 
Let  the  terminal  arbitraries  be 

E^  =  '2Aa  cos  a,        E^  =  2Aa^  cos  a,        E^  =  '^Aa^  cos  a,  etc. ; 

then  we  shall  find,  by  the  general  method,  that,  U  representing  the 
initial  potential,  the  value  of  A  in  (50)  is  given  by 

A-mco&^a      I  T  tt  •  ^^^    .  r»cosa/        .     \ 

A =— il  Usm-^ax  +  E^ — ^(a-sma) 

2m  w/Jo  /  a*    \  / 

+    Sco8a(a--a^-sina  J  + (53) 

a*         \       61  / 

Thus,  the  E  series  give 

vcosa  .  ax    a —  sin  a     r^     ,  \ 

and  generally,  I 

^coa     ^^     — -  ( sin  tt  -  first  7i  terms  of  sin  a  |  =  0, 
N  I    ar\  J 

n  being  any  +  integer,  and  N  the  coefficient  of  A  on  the  left  side  of 
(63). 

Let  the  -^s  =  0.  Then,  if  we  take  U'=  F,  const^mt,  we  get,  as  the 
full  form  of  (50), 

IT     Tr2vl    •   ^^ra:     1  -  cosnir     .  IVm^   .   ax  ,c-v 

F=F-2-sin-^ 5 — + -2-sin-^,  (54) 

TT  n         /     \-m cosmir     m  + 1   a        I 

the  first  series  referring  to  the  first  set  of  roots  (52),  going  from  w  =  1 
to  n  =  00 ,  the  second  to  the  other  set.  The  first  lot  comes  to  F/(l  +  m). 
Consequently  the  second  gives 

i  =  2l8in^,  : (55) 

subject  to  cos  a  =  l/r?i,  whatever  m  may  be. 

When  m=\  the  zero  root  of  w  cosa=l  needs  attention.  Its  term 
(first  term  of  the  second  (54)  series)  equals  Vx\l^  and  the  rest  of  the 
series  ^^(1  -  2a;//) ;  whilst  the  first  series  comes  to  iF".  This  is  at  the 
first  moment.  All  terms  ultimately  vanish  except  the  Vxjl^  depending 
upon  the  zero  root.  That  is  to  say,  the  initial  state  of  constant 
potential  V  along  the  line  is  ultimately  replaced  by  a  steady  current  of 
strength  V\ld  from  I  to  0.  The  transient  state  and  final  result  are 
identically  the  same  as  if,  starting  with  the  line  insulated  at  a;  =  0  and 
charged  to  potential  F"  by  a  battery  of  no  resistance  at  x  —  l^  we 
suddenly  put  the  insulated  end  of  the  line  to  earth,  without  removing 
the  battery  at  the  other  end.  Thus  the  terminal  condition,  in  this 
case,  simulates  a  steady  impressed  force.  But  should  the  initial  state  of 
the  line  be  U—  0,  then  v  =  0  later  also,  unless  one  of  the  E^  be  not  zero. 

When  m  lies  between  1  and  -  1,  the  above  zero  root  becomes 
imaginary,  and  exponential  forms  are  required  to  present  results  in  a 
real  form. 
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The  ^8  are  proportional  to  y  and  its  time  differential  coefficients 

y,  ^,  etc.,  at  2:  =  /,  at  the  first  moment.     Thus,  to  expand  U=0  in  the 

series  (50),  subject  to  (51),  is  nugatory.     But  if,  for  instance,  we  say  in 

addition  that  y  shall  equal  F  at  2  =  /,  and  'y^  y,  etc.  =  0,  the  required 

expansion  of  U=  0  is 

TT    -nv            •    ox    a-sina /I -7/1  cos^rt 
U=Tz  cosrt  sin-=- . 5-    / ■ , 

by  (53V  taking  U=0,  E^  =  T,  and  the  remaining  i^'s  =  0.  We  can  thus 
expand  a  function  in  a  series  of  normal  functions  when  its  value  is  zero 
everywhere,  provided  not  all  its  odd  differential  coefficients  {dU/dx, 
(PU/dx^,  etc.)  are  zero  at  «  =  /.  This  is,  of  course,  a  special  result ;  in 
general,  in  order  that  we  may  expand  U=0  under  any  given  possible 
terminal  conditions,  it  is  necessary  that  at  least  one  of  the  terminal  E's 
shall  be  finite ;  and  it  is  further  to  be  understood  that  r  and  y  are  to  be 
subjected  only  to  their  natural  relations  between  the  limits. 
Suppose,  however,  that,  instead  of  (51),  we  take 

sec  a  =  fn 

as  the  determinantal  equation,  so  that  we  have  only  the  second  series 
of  roots  (52).  We  know  beforehand  that  we  cannot  expand  U  in  the 
series  ^A  sin  ax/ly  subject  to  this  condition.  For  (53)  results  from  a 
legitimate  v/y  relation,  to  comply  with  which  both  series  of  roots  are 
required.  But  seca  =  m  cannot  be  derived  from  any  legitimate  v/y 
relation  of  the  form  (10),  §  3.  On  expanding  U  we  shall  not  obtain  U^ 
but  something  else.    Let 

J\(x)  being  the  function  represented  by  the  expansion  in  which  the  first 
set  of  roots  (52)  is  used,  and  f^(x)  corresponding  to  the  second  set. 
We  may  easily  show  that 

consequently  ^x)  =  '^'A^)  +  raf(l--x) 

This,  then,  is  what  we  should  arrive  at,  following  sec  a  =  m;  /^{x) 
instead  of  U. 

The  condition    sec  a  =  fn    by   itself,   or    -  a/Id  cos  a  =  -  ajklm,   or 

y  -  -  n/  -  TD/Um,  is  clearly  a  meaningless  terminal  condition. 

17.  Condition  tana— m  tan  no, — This  is  clearly  legitimate,  the  right 
member  being  an  odd  function  of  a. 

Here  cos^o^ <f>(a)  =  mn — - —  =  mn  cos^a  +  -  sin'-^a. 

da  coavia  m 

Hence,  if  D  be  the  initial  potential  in  the  line,  earthed  at  x^O,  we 
shall  have 

*|  U  sin  ax/l .  dx 
J/(l  -  7;m  cos^a/cos^iia)         '  '  ^  ^ 
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and,  if  in  the  arrangements  s.t  z  =  l  there  be  nothing  to  influence  the 
state  of  the  line  (the  yet  undetermined  E^a  =  0),  the  introduction  of  the 
time  factor  in  (56)  will  give  us  the  potential  at  time  t 

As  regards  the  interpretation  of  tana  =  m  tan  na,  we  find  that  it 
results  from 

r/y  =  -  Jdm/J  -  TD  tan  nJ^^^TD, 

which,  expanded,  is  of  the  correct  form.  The  terminal  "  apparatus  "  at 
a;  =  /  is  another  cable  of  uniform  capacity  and  conductivity,  earthed  at 
its  distant  end.  For  if  c^,  k^^  l^,  refer  to  a  second  line  thus  earthed,  we 
can  show  that 

is  the  differential  equation  connecting  v  and  y  in  it  at  a  distance  /^  from 
the  earthed  end.  It  is  therefore  the  terminal  condition  at  x=^l  of  the 
first  line,  where  they  join.    So  we  have 

But  the  theory  of  combinations  of  lines  of  the  same  or  different  types 
is  best  treated  separately.  The  present  section  is  merely  to  illustrate 
the  treatment  of  terminal  conditions.  It  will  be  observed  that  (56)  is 
subject  not  only  to  the  equation  tan  a  =  m  tan  na,  but  also  to  v  =  0  at 
a;  =  0.  Should  we  impose  other  x  =  0  conditions  we  shall  obtain  quite 
different  results ;  every  change  at  a;  =  0  involving  corresponding  changes 
in  the  x  =  l  condition,  in  order  to  keep  the  determinantal  equation  the 
same. 

Since 

mn=-  -k^ljld^        n/fn=  -c^^d^ 

we  see  that  if  the  constants  be  so  adjusted  that  sin%  =  0  the  expansion 
(56)  becomes 

^1  UBinax/Ldx 

^°^  'm+k.i,)  "°«^/^' <^^'»> 

But  caution  is  here  necessary.  Thus,  for  example,  let  the  two  lines 
have  the  same  total  resistance  and  the  same  total  capacity.  Then 
m=  -  1,  fiB  1,  and  the  determinantal  equation  is 

tana=  -tana. 

Superficially  this  means  simply  tan  a  =  0,  or  a  =  iw.  But  this  is  wrong. 
The  two  curves  y  =  tan  a  and  y  =  -  tan  a  (the  latter  -  tan  a  being  a 
special  form  of  <Wa) ),  coincide  not  only  when  a  =  iw,  but  midway  between 
these  places,  at  the  infinite  positive  and  negative  values  of  y.  So  the 
set  of  roots  in  the  expansion  (56a)  is  given  by  a  =  ^tV.  This  we  may  at 
once  corroborate  by  observing  that  the  second  line,  although  its  type  is 
different  from  that  of  the  first  (not  being  necessarily  of  the  same  length), 
is  yet  precisely  equivalent  to  an  exact  copy  of  the  first  line,  to  whi<i 
our  solution  refers,  so  far  as  its  influence  on  the  first  line  is  concerned. 
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18.   «=0.     c  and  k~^  proportional  to  x.     Bessd  functions. 
Let  the  capacity  and  the  conductivity  vary  as  the  distances  from  one 
end  of  the  line.    Thus,  let 

Cq  and  Icq  being  constant    The  differential  equation  of  v  is  then 

,  ._1   d   dv 

Put  cJcqD  =  -  n^jthen  the  equation  of  the  normal  potential  functions  u  is 

;i4>"*«=<^' (") 

X  <ix  ax 
therefore  it=/^(fw;)  =  l -!L_  +  |^- ..., (58) 

and  the  corresponding  current  function  is 

X  du    nxr/    \     T     T/\        dJJnx)  /ko  \ 

The  u  of  (58)  is  only  one  of  the  two  solutions  of  (57).     The  other  is 
ifo(r«)  =  /,Mlog«a;+!^-(l  +  i)^  +  (l+i  +  J)^,-...  .     (59) 

If  our  boundary  limits  are  at  any  two  places  of  positive  conductivity 
(say  0^  and  x^,  both  positive),  we  shall  require  to  use  both  solutions 
(58)  and  (59),  and  we  may  impose  any  legitimate  v/y  conditions  at 
these  limits.  But  should  one  of  the  limits  be  a;  =  0,  where  the  con- 
ductivity is  zero,  not  only  are  we  restricted  to  use  the  (58)  function 
only  (because  the  other  is  infinite  at  a;  =  0),  but  it  is  no  longer  any  use 
imposing  a  vjy  condition  there.  No  current  can  pass.  Hence,  taking 
0  and  /  as  our  boundaries,  the  solution  is 

t;  =  2:^/o(^w;)€^,  (60) 

subject  to  boundary  v/y  condition  aX  x  =  l  only.  (If  the  boundaries  are 
both  on  the  negative  side,  both  solutions  are  required  again ;  and  if  one 
boundary  be  on  the  negative,  the  other  on  the  positive  side,  the  problem 
splits  into  two  perfectly  independent  problems,  owing  to  the  noncon- 
ducting baiTier  at  x  =  0.  Of  course  the  negative  c  and  k  cases  are  not 
physically  real,  at  least  in  terms  of  electiical  capacity  and  conductivity.) 

If  Qv  =  Pyy    or    Qu  =  Fw, 

be  the  boundary  condition,  and  U  the  initial  potential,  the  value  of  A  is 


IcUJQ{nx)dx - ... 


w^ 


d_/u_J\    ' 
dD\w     q) 


where  the  quantities  in  the  denominator  have  the  x  =  l  values;  the 
other  limit  ar  =  0  not  being  concerned.  The  unrepresented  terms  -  ... 
in  the  numerator  refer  to  the  terminal  arbitraries.     The  value  of 

K^J^!*,     or     [cu^dx,    is    ?^{/»(nZ)  +  /»(nZ)}. 
aU  tt'  Jo  ^ 
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We  will  take  just  one  special  case.  Let  the  cable  be  joined  to  earth 
through  a  coil  and  condenser  in  sequence  at  a;  =  /;  R  and  L  the  coil 
constants,  C  the  condenser's  capacity.     Then  the  terminal  condition  is 

^  =  ^  +  i?+ii>; (61) 

and,  if  v^  be  the  potential  of  the  condenser  at  its  junction  with  the  coil, 
CDi\  =  7.     So  if,  initially, 

U'=^AJQ{nx)  represents  the  potential  of  the  line, 

G  =  ^AtU/Icq  .  Ji{nl)  represents  the  coil  current, 

F=  ^AtU/Icq  .  J^{nl)/CD  represents  the  condenser's  potential, 

from  these  we  find  that 

[c  UJ^{nx)dx  +  CV,  Td/k^ .  J^(Td)ICD  -  LG .  rU/k^ .  J^(nl) 
^=J . ._ ,...(62) 

{cu^dx+  {fd/kQ .  J^{fd)}\\ICD^  - L) 
except  in  the  case  of  the  n  =  0  root,  which  gives 


k=0); 

)ial,i 


J 


cUdx+CF 


^'""  K^  +  C  ' 


A  = 


i.e.f  the  total  initial  charge  divided  by  the  total  capacity,  or  the  mean 
potential. 

The  equation  of  n  is,  by  (61)  and  (58), 

CDJQ(id)  =  {l  +  CD{B  +  LD)}rd/kf^.J^(nl). (63) 

Increase  (7  to  00  .     Then  Aq  becomes  Fy  and 

{cVJQ{nz)dz  +  nl/k^ .  Ji(id)(F/D  -  LQ) 

{(nMx^L{rdlkQ.J^(nl)}^ 
Hence  the  potential  due  to  F  only,  or 

v^F-Fc^lJ,{rix)^^MhL,^^  (64) 

represents  the  effect  at  time  t  after  putting  on  a  steady  impressed 
force  F  at  a;  =  /,  it  taking  the  place  of  the  condenser.  The  n's  are  now 
the  roots  of 

J^(rd)  =  w//^o  •  •^i(^)(^  +  ^^)- 
The  accuracy  of  (64)  may  be  tested  by  its  having  to  give  r^O  when 

19.  Murphy's  and  Legendre's  Fundums,  A  peculiarity  of  the  last 
example  was  that  the  conductivity  was  zero  at  a  certain  place.  As 
results,  one  of  the  normal  solutions  assumes  an  infinite  value  there,  and 
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it  is  excluded  from  the  solution  of  any  problem  in  which  one  of  the 
limits  is  at  that  place,  where  terminal  conditions  are  nugatory.  In  the 
present  example  there  are  two  places  of  zero  conductivity,  producing  a 
further  development  of  the  above  specialities.  Let  the  capacity  be 
constant,  whilst  the  conductivity  is  given  by 


I  __  1    X/|  _x\ 


being  therefore  positive  between  0  and  /,  a  maximum  midway  between 
them,  and  vanishing  at  both  x  =  0  and  x  =  l.  Beyond  these  limits  k  is 
negative,  so  that  for  electrical  reality  we  require  to  keep  to  0  and  /  as 
the  extreme  limits.  The  equation  of  the  normal  potential  functions,  if 
ckJf^D^  -a2,  is 

F-KK'-Di"}-"^ « 

and  that  of  the  normal  current  functions  is 

Here  u  and  w  are  connected  by 

_  _  ^  /i  _  A^t*  ,        _^  kfP  dw 

kj\      l/dx*  a^    dx' 

One  solution  of  (65),  in  rising  powers  of  a;,  is 
«=1  -^^  +  ^  ^aV-  1-2)-  2J3/V-  l-2)(«^-2.3)+  ...  .    (67) 
This  being  the  potential  function,  the  corresponding  current  function  is 

kj\l     2  P        223  /»    ^  ' 

It  may  be  shown  that  u  is  finite  (for  any  value  of  a^)  between  the 
limits  0  and  /,  but  infinite  dX  x^l  itself,  except  for  special  values  of  a^. 
Also  that  the  second  solution  corresponding  ioum  (67)  is  infinite  both 
at  x=0  and  x=^l. 

If  then  one  of  our  limits  be  x  =  0,  and  the  other  at  x  —  x^,  less  than  /, 
the  case  resembles  the  last,  zero  conductivity  at  one  end.  No  terminal 
condition  can  be  imposed  at  a;  =  0,  but  any  legitimate  vjy  condition  may 
hold  at  a;  =  2j,  so  that  from  it  the  admissible  a's  may  be  obtained. 

There  are  cases  of  particular  simplicity,  viz.,  when  x^^^U^  or  the 
limits  are  the  places  of  zero  and  of  maximum  conductivity,  and  at  the 
latter  place  the  line  be  either  earthed  or  insulated.  Also  if  x-^  =  /,  or 
the  conductivity  vanish  at  both  ends.  Then  all  terminal  conditions  are 
migatory,  and  only  those  values  of  a^  can  be  admitted  which  keep  u 
finite.  They  are  a2  =  0.1,  or  1.2,  or  2.3,  or  3.4,  etc.,  making  the 
u  series  stop  abruptly. 


176  ELECTRICAL  PAPERS. 

Then  the  first  four  «  functions  are 

P^  =  ttjs=  1  -  2.3X//  +  2.3  a;V/«, 

• 
If  we  make  /  =  1,  these  are  Murphy's  Fa.  Not  praties,  but  the  fiinctions 
invented  by  Murphy,  given  at  the  commencement  of  his  "Electricity 
and  Magnetism,"  a  work  that  is  rather  out  of  date  electrically,  but  con- 
taining a  good  introduction  to  spherical  harmonics,  the  modern  harmonies 
of  the  spheres.  Murphy  said  any  function  could  be  expanded  in  P% 
but  seemed  to  think  the  possession  of  the  conjugate  property  a  sufficient 
proof.     Of  course  this  is  quite  inadequate.     That  property  is 


1 


P.f.rfx=0, 


the  limits  being  0  and  /.  That  of  the  u  function  (or  of  it  and  its 
companion  solution)  is 

^T.«-^-[(f-?)(-^-^)]:- 

af  and  a^  being  any  two  a^'s.  At  first  sight  the  right  member  appears 
to  vanish  for  any  values  of  Oi  and  o^,  on  account  of  the  vanishing  of 
(x/l  -  x^jP) )  but  this  ignores  the  infiniteness  of  u  and  duldz^  and,  in  fact, 

du 
of  (xjl  -  3i^/P)u-j-,  at  the  limit  x  =  l,  for  all  values  of  a*  except  those 

(Jn/U 

belonging  to  Murphy's  P's. 

Physically  there  is  no  difficulty  in  understanding  why,  when  the 
limits  are  at  places  of  zero  conductivity,  and  terminal  conditions  are 
nugatory,  we  should  be  absolutely  restricted  always  to  one  set  of  values 
ofa2. 

All  the  odd  P's  vanish  at  the  centre  of  the  line,  and  the  slope  of  all 
the  even  P's  vanishes  there.  Consequently,  if  our  limits  be  0  and  i/, 
and  the  line  be  insulated  at  the  latter,  making  y  =  0,  we  are  restricted 
to  the  even  P's.  And  if  the  line  be  earthed  there,  we  are  restricted  to 
the  odd  P's  only. 

Suppose  now  our  limits  are  both  between  0  and  /,  and  therefore  at 
places  of  finite  positive  conductivity.  We  require  two  normal  solutions 
to  be  able  to  satisfy  the  v/y  conditions  we  may  impose  at  the  ends.  It 
is  best  now  to  take  the  place  of  maximum  conductivity  as  origin.     Let 

then  y  is  the  distance  from  the  maximum  conductivity,  and  y=  ±^l  are 
the  places  of  zero  conductivity.     In  terms  of  y,  we  have 

*-»  =  k,-\l  -  4yVP)  =  *,-•(!  -  y«//'), 

if  /|  -^  ^L    The  equation  of  the  current  functions  is 
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and  the  u  functions  are  got  by 

_  kl^   (he 
or  *  3^* 

We  can  now  have  two  solutions  in  ascending  powers  of  y.  Those  for 
a  are 

and  we  see  at  once  that  a2  =  0.1,  2.3,  4.5,  etc.,  in  p  give  us  the  even 
P's,  whilst  a2=  1.2,  3.4,  5.6,  etc.,  in  q  give  us  the  odd  P*s,  except  as 
regards  constant  multipliers  fixing  the  absolute  magnitude. 

As  p  and  q  are  quite  independent,  we  may  now  take  our  limits  at 
any  places  of  finite  conductivity,  and  then  introduce  any  legitimate  vjy 
conditions  from  which  to  determine  what  values  of  d^  to  use  to  be  able 
to  expand  the  initial  potential  in  a  series 

^A{p  +  hq\ 

and  thus  obtain  the  subsequent  history. 

If  y  =  0  be  one  limit  (the  place  of  maximum  conductivity)  we  are 
restricted  to  the  q  series  if  the  line  be  there  earthed,  and  to  the  p  series 
if  it  be  insulated,  the  condition  at  the  other  limit  settling  the  a's. 
Except  if  the  second  limit  be  at  y  =  li  or  -/,,  when  we  are  further 
restricted  to  those  particular  values  of  a^  whicn  make  the  series  stop 
abruptly,  p  and  q  being  infinite  at  y=  ±1^  for  all  other  values  of  a^. 
This,  however,  is  merely  a  corroboration  of  the  former  conclusions 
regarding  the  P's, 

The  current  functions  corresponding  to  the  potential  functions  p  and 
q  are 

and 

If  one  limit  be  at  o^  between  x  =  0  and  x  =  /,  and  the  other  be  at  x^ 
beyond  /,  the  problem  breaks  up  into  two ;  one,  electrically  real,  from 
x  =  x^  to  /,  to  be  treated  as  above;  the  other,  electrically  impossible, 
from  z=^l  to  x==X2,  in  which  a  single  normal  function  is  concerned.  If 
both  limits  be  beyond  /,  two  normal  functions  are  wanted.  Terminal 
r/y  conditions  may  be  imposed  at  both  limits,  except  in  the  foimer  case 
of  one  being  at  a  place  of  zero  conductivity.  As  regards  the  functions 
to  be  used  we  need  say  nothing,  but  refer  to  works  on  spherical 
harmonics.  Our  object  is  only  to  point  out  the  physical  peculiarities 
connected  with  the  different  solutions.  I  may  remark,  nowever,  in 
passing,  that  I  believe  the  difficulties  attendant  upon  the  purely  analy- 
tical treatment  of  spherical  harmonics  and  similar  subjects  would  b^ 

H.E.P.— VOL.  I.  M 
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greatly  lightened  to  the  student  by  having  some  physical  basis  to  rest 
upon. 

20.  Another  case,  physically  very  different  as  regards  the  distribution 
of  c  and  ^,  in  which  we  come  upon  the  same  functions,  is  this : — Let 
the  capacity  and  the  conductivity  be  both  variable,  given  by 

so  that,  for  example,  if  tw  =  tt,  the  capacity  and  the  conductivity  will 
both  vanish  when  x  =  0  and  /,  and  be  positive  between  them,  having 
maximum  values  midway. 

Here,  if  7)  =  -  a^jcjcj^^  the  normal  potential  equation  is 

Introduce  the  new  variable  fi  =  coB(Tiix/l)j  and  we  shall  have 

m2  ^dp,V      ^%.}       ' 

the  equation  of  Legeudre's  coefficients  when  a^/rn^  =  0.1,  1.2,  2.3, 
etc.,  and  requiring  the  same  functions  as  before. 

To  show  the  relation  of  this  case  to  the  sphere,  cut  out  a  thin  strip 
of  uniform  thickness  from  the  surface  of  a  spherical  shell  extending 
from  pole  to  pole,  bounded  by  two  close  meridional  lines.  Let  the  strip 
be  a  conductor  for  heat,  and  be  perfectly  insulated  all  round.  Its  heat 
capacity  and  conductivity  both  vary  as  the  cosine  of  the  latitude. 
Hence  the  above  form  of  equation  as  regards  the  diffusion  of  heat  We 
may  of  course  also  interpret  the  case  electrically,  since  if  the  strip  be 
very  thin  its  conductivity  (electric)  will  vary  as  the  cosine  of  the 
latitude,  and  if  it  be  properly  coated  with  a  dielectric,  so  will  its 
electric  capacity. 

All  cases  in  which  c  is  constant,  and  5  =  0,  come  under,  by  equa- 
tion (4), 

f{x)  being  proportional  to  the  variable  conductivity.  The  u  function  is 
got  at  once  by  differentiating  the  w  function. 

All  cases  in  which  ^  =  constant,  and  s  =  0,  come  under 

and  w  is  got  by  differentiation. 

21.  If  in  §  19  we  make  kQ  negative,  without  other  change,  the  regions 
of  positive  conductivity  lie  outside  the  limits  0  and  !,  or  - 1^  and  +  ^, 
between  which  it  was  then  positive.  As  regards  the  solutions,  since 
ckfPD  =  -  a^  we  have  only  to  treat  a^  as  a  negative  quantity.  Thus, 
let  a2  =  -  n2  in  (67).     This  makes 

t^  =  l+|n2+i  |W+1.2)  +  242^V+1.2)(n8  +  2..3)^ 
be  the  solution  suitable  for  the  case  in  which  one  of  our  boundaries 


DIMENSIONS  OF  A  MAGNETIC  POLE.  179 

is  at  X  =  0.  If  the  other  be  on  the  negative  side,  where  the  conductivity 
is  positive,  the  problem  is  electrically  possible.  If  it  be  on  the  positive 
side,  between  0  and  /,  since  the  only  difference  is  that  a-  is  reversed  in 
sign,  we  must  effect  the  decomposition  of  the  initial  potential  into 
normal  distributions  in  the  same  manner  as  in  §  19.  But  now  the  t 
terra,  on  account  of  the  positivity  of  D  in  c'*',  will  increase  indefinitely 
with  the  time.  Of  course  there  is  no  such  absurdity  when  wo  keep  to 
the  regions  of  positive  conductivity,  between  x  =  0  and  /  in  S  19,  or 
outside  those  limits  in  the  present  case. 

22.  Since  we  have  by  equations  (4),  when  5  =  0, 

yc"^yt(7  =  Dkw,         -  cDu  =  yir, 

^k'^^c  =  DcUy  -kw  =  ^; 

if  we  make  c  constant,  say  =  Cq,  the  equation  ofw,  the  current  function,  is 

\/hff  =  CqDIcw  ; 

and  if,  on  the  other  hand,  it  be  h  that  is  constant,  =  k^  say,  we  have 

y^u  =  k^Dcu, 

If  then,  Cq  being  constant  in  the  one  case  and  k^  in  the  other,  the 
distributions  of  c  and  of  k  be  similar,  the  same  functions  which  serve 
for  the  current  in  the  one  case  will  serve  for  the  potential  in  the  other. 
Therefore  the  peculiarities  attendant  upon  vanishing  conductivity  in  the 
one  case  (with  their  mathematical  difficulties,  requiring  different  forms 
of  solutions  in  different  regions)  will  be  repeated  in  the  second  case  on 
account  of  the  vanishing  of  Uie  reciprocal  of  the  capacity,  or  the 
inductive  resistance. 

It  is  easy  to  see,  by  physical  considerations,  the  reason  of  this.  If 
the  conductivity  vanish  anywhere  it  completely  cuts  off  current  connec- 
tion between  the  contiguous  parts  of  the  line,  dividing  it  into  perfectly 
independent  sections  of  finite  conductivity.  Infinite  capacity  at  a  point 
would  act  similarly.  In  one  case  the  current  is  made  zero,  in  .the  other 
it  is  the  potential  that  is  made  zero.  But  in  both  cases  no  current  can 
pass  the  place.  It  is  equivalent  either  to  disconnecting  or  to  putting 
on  earth  at  the  point.  In  one  case  no  current  can  pass  the  place 
because  there  is  no  current  to  pass — in  the  other  case  because  the 
current  is  all  cut  off  by  the  condenser  of  inexhaustible  capacity  whose 
potential  can  never  be  raised  above  zero. 
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[The  Electrician,  June  3,  1882,  p.  63.] 

I  OBSERVE  (in  The  Electrician^  May  27,  1882,  p.  27)  that  Professor 
Clausius  objects  to  Maxwell's  dimensions  of  Magnetism  in  the  electro- 
static system  of  units,  and  that  he  appears  to  be  supported  by  Professor 
Everett,  the  author  of  a  valuable  work  on  units. 
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The  argument,  as  stated  by  the  latter,  is  that  since 

Pole  X  Length  =  Current  x  Area, 

we  should  have  the  dimensions  of  Pole  =  Z  x  dimensions  of  Current. 
This  comes  out  right  in  the  electromagnetic  system,  but  quite  wrong  in 
the  electrostatic  system  of  units. 

The  error  appears  to  lie  in  the  neglect  of  the  distinction  between 
magnetic  force  and  magnetic  induction.  The  latter  is  /a  times  the 
former,  /x  being  the  magnetic  permeability  of  the  medium.  Now,  a 
small  plane  electric  current  and  a  small  magnet  produce  similar  fields  of 
force  in  a  particular  medium,  so  we  may  choose  a  certain  strength  of 
current  that  shall  make  the  fields  of  the  same  strength  externally. 
But  a  remarkable  difference  comes  in  when  we  change  the  medium.  In 
the  case  of  the  closed  current  the  magnetic  force  remains  always  the 
same,  the  induction,  therefore,  varying  directly  as  /x.  But  with  the 
magnet  it  is  the  induction  that  remains  the  same,  whilst  the  force  varies 
inversely  as  /x. 

So  we  have 

.        Magnetic  force  =  ^^l^^iii^  =  5-"^*', 

and  also  Magnetic  force  =  — ^ ?. 

Consequently,  Magnetism  =  Current  x  Lft, 

or  Pole  X  Z/  =  Current  x  L^/i, 

or  Pole  X  Length  =  Current  x  Area  x  ft, 

so  that  the  magnetic  moment  of  the  current  is  really  /i  times  that  of 
Professors  Clausius  and  Everett. 

Maxwell  determines  the  dimensions  of  the  quantities  from  relations 
in  which  /i  does  not  appear,  and  from  the  ratio  of  two  of  them,  viz., 
the  magnetic  induction  and  the  magnetic  force,  the  dimensions  of  /i  are 
found  to  be  L~^T^  in  the  electrostatic  system,  and  nil  in  the  electro- 
magnetic.    This  naturally  agrees  with 

Pole  =  Current  x  Z/x. 

A  very  similar  thing  occurs  in  the  elecivomagnetic  system  if  we  do  not 
attend  to  iT,  the  coefficient  of  dielectric  capacity.    Thus,  from  the 

dimensions  of  electricity  being  L^ifi^  and  from 

Electric  Potential  =  E^?2tricity 

Distance 

we  might  hastily  conclude  that  the  dimensions  of  potential  were  Z^^i/^, 

whereas  Maxwell  gives  L^M^T~\     The  explanation  is  that  a  given 

charge  in  a  medium  of  capacity  K  gives  a  force  =  j^ . =^ — ?,  and, 

consequently,  Potential  =  — ^^Li^SL^ .  K  being  a  numeric  in  the  electro- 
static system,  its  neglect  does  not  cause  error  there,  but  in  the  electro- 
magnetic system  relations  not  containing  K  should  be  used.    Like  fi  in 
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the  electrostatic  system  K  in  the  other  system  has  dimensions  L^^T^ 
the  product  Kfi  being,  therefore,  L'^!n  in  both  systems  alike,  the 
reciprocal  of  the  square  of  Maxwell's  velocity  of  propagation  of  disturb- 
ances. 

In  Ampere's  theory  of  magnetism,  magnetised  molecules  are  simply 
molecules  with  currents  flowing  round  them,  *.«.,  small  closed  currents. 
But  these  currents  are  not  of  constant  strength,  but  vary  according  to 
the  magnetic  force  passing  through  them  from  external  causes,  so  as  to 
preserve  the  amount  of  induction  through  them  constant.  This  follows 
from  the  currents  meeting  with  no  resistance.  If  a  magnetised  molecule 
were  replaced  by  an  unchangeable  closed  current,  they  would  onl}'^  pro- 
duce equal  external  force  in  some  particular  medium,  and  could  not  be 
generally  exchangeable. 


XXII.— THEORY  OF  MICROPHONE  AND  RESISTANCE  OF 

CARBON  CONTACTS. 

[The  EXectrictan,  Feb.  10,  1883,  p.  293.] 

That  a  joint  between  two  wires  required  to  be  firmly  made  in  order  to 
make  good  continuity  for  the  current  was  probably  learnt  by  the  very 
earliest  experimenters  in  galvanic  electricity.  It  certainly  became 
matter  of  common  knowledge  when  telegraphs  were  practically  intro- 
duced, and  it  may  have  been  often  noticed  that  the  current  passing  a 
contact  was  decreased  when  the  pressure  relaxed  before  becoming 
actually  interrupted.  Now  that  we  know  how  easily  this  fact  lends 
itself  to  the  electrical  transmission  of  speech,  it  seems  (after  the  event) 
surprising  that  it  was  not  done  generations  ago.  The  nature  of 
acoustical  vibrations  was  known,  and  with  the  knowledge  of  the  varia- 
tion of  current  with  pressure  little  more  was  required.  We  can  now 
make  a  Morse  key  transmit  speech — very  badly,  it  is  true.  But  the 
best  microphone  transmitters  are  bad  enough,  so  what  can  one  expect 
from  a  Morse  key  1 

However,  it  seems  to  be  established  that  Reis  utilised  the  phenomenon 
in  his  transmitter,  long  erroneously  supposed  to  work  only  by  makes 
and  breaks.*  Indeed,  presuming  that  he  was  at  first  unacquainted 
with  it,  and  to  be  adjusting  his  transmitter  very  finely,  it  would  have 
been  difficult  for  him  to  have  not  noticed  that  the  current  passed  con- 
tinuously with  very  light  contact ;  and  the  wonderful  change  produced 
thereby,  a  harsh,  disagreeable  tone  being  replaced  by  a  soft  and  smooth 
one,  would  be  unmistakable.  And,  in  fact,  he  did  transmit  speech  in 
this  way  with  unbroken  current.  If  Reis  had  but  employed  carbon 
contacts  instead  of  metallic,  there  can  be  little  doubt  that  the  practical 
introduction  of  telephony  would  have  been  much  accelerated. 

*  [See  Professor  Silvanns  Thompson's  memoir  on  Reis  and  his  work.  ] 
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But,  not  to  enter  upon  matters  historical  or  controversial,  or  the 
labours  of  subsequent  experimenters  and  inventors,  why  does  the 
current  passing  a  light  contact  vary  with  the  pressure  ?  In  a  sense  the 
theory  of  the  microphone  as  a  transmitter  is  not  affected  by  the 
answer,  for,  only  granting  the  fact,  this  theory  follows  immediately : — 
That  we  make  a  light  contact  in  a  circuit,  vary  the  pressure  between  its 
members  by  setting  it  in  vibration,  vary  the  current  in  a  somewhat 
similar  manner,  and  vary  the  attraction  on  the  telephone  armature,  and 
set  it  vibrating.  With  so  many  transformations  from  the  speaker  to  the 
telephone  disc,  it  would  not  be  fair  to  expect  an  exact  reproduction  of 
his  voice.  And  we  do  not  get  it.  It  is  recognisable,  and  even 
intelligible,  if  one  has  good  ears.  It  is  said  that  some  of  the  Middle 
Age  artists  used  to  write  such  remarks  as  *^  This  is  a  horse  "  by  the  side 
of  their  representations,  to  prevent  any  misconception.  Something  of 
the  same  kind  is  really  wanted  with  some  microphone  transmitters  in 
extensive  use.  A  stranger  requires  to  be  told  what  the  funny  noise  is 
meant  for,  and  then  he  may  understand  it.     Some  never  do. 

In  a  certain  transmitter,  which  is,  relatively  speaking,  a  good  one, 
one  contact  piece  is  fixed  to  the  centre  of  a  thin  board,  the  sound  board 
in  fact,  and  the  other  is  mounted  upon  a  spring  and  presses  gently 
against  the  first.  This  is  only  the  Morse  key  arranged  for  continuous 
light  contact,  arranged  to  be  worked  by  the  air  vibrations  instead  of  by 
hand.  The  sound  board  is  spoken  to,  it  moves  to  and  fro  and  varies 
the  pressure,  and  there  is,  or  should  be,  no  jolting,  or  scraping,  or 
interruption  of  the  current. 

Professor  Blyth's  arc  microphone  *  seems  to  be  a  thing  sui  generis. 
There  is  no  visible  contact ;  a  strong  current  is  employed  to  maintain 
an  arc,  and  it  can  be  made  to  transmit  speech.  Granting  that,  accord- 
ing to  Professor  Blyth,  the  action  is  really  direct  action  of  the  air 
vibrations  on  the  arc  (though  how  the  electrodes  are  to  be  stopped 
vibrating  by  making  the  fixtures  heavy  is  not  very  evident),  it  yet 
seems  an  extraordinary  step  to  take  to  conclude  that  the  same  thing 
happens  in  contact  microphones ;  that  the  tremor  breaks  contact,  and  sets 
up  arcs,  which  are  then  a^cted  upon  directly  by  the  air  vibrations.  The 
facts  that  a  strong  current  is  required  in  the  arc  arrangement,  and  a 
circuit  of  low  resistance,  alone  seem  sufficient  to  invalidate  the  con- 
clusion. But  when  we  consider  that  in  a  contact  microphone  the 
slightest  discontinuity,  the  least  amount  of  sparking,  at  once  spoils  the 
microphonic  action,  the  whole  ground  of  the  explanation  seems  under- 
mined. 

Granting,  now,  that  there  is  no  arc  in  the  ordinary  sense,  as  there 
could  not  be  with  such  relatively  considerable  pressures  as  can  be 
employed  between  the  contact  pieces  without  so  much  enfeebling  the 
action  that  no  sound  is  given  out  by  the  telephone,  there  is  yet  much 
to  be  learnt  concerning  the  nature  of  the  apparent  resistance  which  is 
presented  by  a  contact.  I  made  some  time  ago  numerous  experiments 
on  this  subject,  which  led  me  to  the  conclusion  that  it  was  principally 

•[The  Electrician,  Nov.  25,  1882,  p.  2.] 
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the  air  that  was  concerned,  and  I  am  confirmed  in  this  belief  by  Mr. 
Berliner's  interesting  communication  {The  Electrician,  Dec.  23,  1882, 
p.  135),  in  which  he  states  a  good  case  against  the  arc  theory,  and  that 
a  Blake  transmitter  in  vacuo  had  only  ^ths  of  an  ohm  resistance,  which 
was  that  of  the  air  lefL 

There  is,  or  seems  to  be,  a  cushion  of  badly-conducting  air  between 
two  pieces  of  carbon  in  contact,  which  air  is  partially  squeezed  out  by 
increasing  the  pressure,  and  tJie  resistance  is  simultaneously  reduced, 
more  points  or  a  larger  surface  of  carbon  being  brought  into  real 
contact^  if  there  be  such  a  thing.  At  any  rate,  this  is  in  harmony  with 
the  difficulty  of  ensuring  a  really  good  connection  between  wires,  con- 
siderable pressure  being  required.  In  soldering,  also,  the  solder 
displaces  the  air,  and,  besides  enlarging  the  area  of  contact,  of  course 
stops  the  oxidation  that  the  displaced  air  would  cause. 

But  there  is  uncertainty  here.  We  do  not  know  whether  the  con- 
duction takes  place  between  those  parts  of  the  carbon  pieces  which  we 
may  assume  to  be  in  real  contact — conduction  of  the  metallic  nature ; 
or  whether  there  is  conduction  through  the  air  elsewhere ;  or  whether 
there  is  any  real  contact  at  all  (except  under  considerable  pressure),  so 
that  the  conduction  is  invariably  through  a  layer  of  air,  apparently  con- 
tinuously and  without  disruption,  though  if  the  discharges  were  only 
sufficiently  rapid,  we  should  know  nothing  of  them. 

If  we  have  two  carbon  pieces  with  flat  surfaces,  place  them  in  contact 
exactly  parallel,  and  have  them  mounted  so  as  to  be  capable  of  to-and- 
fro  motion ;  and  if  we  assume  that  with  increased  pressure  more  points 
are  brought  into  contact,  which  is  reasonable  enough,  and,  further,  that 
the  conduction  is  of  the  metallic  nature,  we  can  deduce  these  results. 
The  contact  resistance  should  vary  inversely  as  the  area  with  the  same 
pressure,  and  be  independent  of  the  current  strength.  Two  similar 
contacts,  separately  adjusted  to  exactly  the  same  resistance,  should 
present  double  the  resistance  when  put  in  sequence,  and  half  the  resist- 
ance when  abreast ;  and  similarly  for  other  combinations.  We  should 
be  able  to  arrange  contacts  like  battery  cells,  in  tandem,  and  abreast,  so 
that  when  all  were  similarly  acted  upon  with  the  same  vibrations  we 
should  obtain  the  greatest  variation  of  current  in  the  cii'cuit.  The  best 
arrangement  for  a  definite  variation  of  pressure  would  be  that  in  which 
the  resistance  of  the  external  circuit,  supposed  constant^  and  containing 
a  constant  KM.F.,  equalled  the  geometrical  mean  of  the  highest  and 
lowest  resistance  of  the  combination  of  contacts  under  the  given  change 
of  pressure,  which  we  may  consider  as  approximately  equal  to  the 
resistance  when  in  quiescence. 

But  all  this  is  wrong.  The  resistance  is  not  independent  of  the 
current  for  the  same  pressure,  but  varies  considerably  when  the 
pressure  is  light,  so  that  all  conclusions  based  upon  Ohm's  law,  E  =  RC^ 
with  R  independent  of  C  and  E,  are  erroneous.  The  contact  conduction 
can  therefore  be  only  partly  of  the  metallic  nature,  mostly  so  when  the 
pressure  is  not  very  light,  for  there  is  then  the  least  departure  from 
constancy  of  resistance;  and  the  air  therefore  probably  plays  an 
important  part  in  conducting  the  current,  besides  serving  to  prevent 
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metallic  contact,  and  a  part  of  the  apparent  resistance  is  of  the  nature 
of  a  back  E.M.F. 

To  make  exact  observations,  contacts,  though  light,  should  not  be 
loose.  They  must  be  definite,  capable  of  easy  regulation,  and  of  exact 
reproduction  as  regards  a  given  state.  For  this  there  seems  nothing 
better  than  to  fix  one  piece  rigidly  to  the  sound  board,  and  the  other 
piece  on  the  end  of  a  light  flat  spring,  whose  further  end  is  securely 
fixed  to  some  place  where  there  is  comparatively  little  amplitude  of 
vibration.  If  the  spring  be  horizontal,  the  most  feeble  pressure  may  be 
obtained  by  first  adjusting  to  nearly  give  contact,  and  then  placing  a 
small  weight  on  the  spring ;  and,  by  altering  its  position,  the  pressure 
may  be  varied  by  very  small  amounts.     The  connections  should  be  so 


W 
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arranged  that  there  is  no  straining  of  the  spring  by  wires,  or  of  the 
board  either,  as  great  differences  in  the  current  passing  may  arise  from 
shifting  wires. 

The  elementary  contact  is  that  between  a  point  and  a  plane^  not 
between  two  points.  The  point,  to  localise  the  discharge ;  the  plane, 
because  it  does  not  require  any  adjustment  to  meet  the  point,  which 
should  only  have  motion  perpendicularly  to  the  plane.  So  one  piece  of 
dense  carbon  may  be  ground  to  a  cube,  or,  at  any  rate,  with  two  flat 
parallel  surfaces ;  the  other  to  a  point,  with  a  flat  side  opposed.  All 
dust  should  be  removed,  as  it  introduces  irregularities. 

Join  up  with  a  battery,  a  telephone,  and  a  galvanometer  (say  a 
tangent,  to  measure  current-strength).  The  galvanometer  is  indispen- 
sable, for  the  telephone  gives  us  little  information  as  to  current  strength ; 
and  the  telephone  should  be  used  constantly,  as  it  tells  us  a  great  deal 
about  the  state  of  the  contact  that  the  galvanometer  cannot.  No  bridge, 
and  no  induction  coil.  The  bridge  is  of  no  use  for  such  variable  resist- 
ances as  are  presented  by  very  light  contacts,  and  especially  so  when 
the  resistance  varies  with  the  current  strength.  To  measure  roughly 
the  resistance  r  of  a  contact,  observe  the  current  before  it  is  introduced 
into  the  circuit  and  after,  say,  C  and  c ;  then 

r  =  ^--  =  g(cot^2-co<^^i)> 

where  Q  is  the  galvanometer  constant,  E  the  em.f.  of  the  battery,  B^ 
and  ^2  the  deflections.  Thus,  r  is  proportional  to  the  difference  of  the 
cotangents.  To  obtain  suitable  falls  of  deflection,  vary  the  resistance 
of  the  circuit,  or  vary  E, 

If  we  have,  say,  a  dozen  contacts,  as  above,  and  observe  their  resist- 
ance and  microphonic  action  under  different  pressures,  no  two  of  them 
will  behave  exactly  alike.  There  is,  however,  in  the  majority  of  cases, 
a  general  resemblance,  and  the  following  I  found  to  be  typical.  If  the 
point  be  heavily  weighted,  there  is  no  appreciable  resistance ;  with  very 
light  pressure  there  is  a  considerable  fall  in  the  current    If  the  contact 
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be  then  let  alone,  the  current  will  remain  nearly  steady  for  long  periods, 
with  only  slow  variations  of  not  great  amount.  Using  one  cell 
Leclanch6  in  a  circuit  of  72  ohms  resistance  without  the  contact,  with 
deflection  54*,  when  the  deflection  fell  to  50*  by  reducing  the  pressure, 
indicating  a  contact  resistance  of  11*2  ohms,  the  sound  of  a  watch 
placed  upon  the  sound -board  as  a  constant  source  of  sound  was  just 
audible  in  the  telephone.  The  sound  increased,  though  not  very 
rapidly,  until  35*  was  reached,  indicating  a  contact  resistance  of  70 
ohms.  From  35*  down  to  20*,  when  the  resistance  was  202  ohms,  the 
sound  increased  much  faster,  and  was  now  about  three  times  as  loud  as 
that  of  the  watch  itself  when  placed  close  to  the  ear  instead  of  the 
telephone.  Below  20*  the  microphonic  action  became  imperfect,  due  to 
slight  breaks  mixed  up  with  the  proper  continuous  action;  and  at  15* 
(resistance  300  ohms)  the  contact  broke  suddenly,  and  could  not  be 
permanently  maintained  at  that  pressure.  If  the  deflection  were  above 
20*  it  could  be  maintained  nearly  constant  for  a  long  time,  with  perfect 
microphonic  action  without  sparking.  (Watch  with  face  upwards ;  for 
when  placed  the  other  way,  glass  upon  board,  there  was  a  violent  kick 
at  every  second  tick,  which  broke  contact.) 

The  point  at  which  the  watch  became  audible  was  naturally  very 
variable,  as  it  depended  so  much  on  quietude.  Again,  the  point  at 
which  the  break  occurred  was  variable  with  difierent  contacts,  as  any 
slight  noise  was  sufficient  to  cause  the  break.  But  below  a  certain 
point,  the  current  once  broken  would  not  remake  itself.  It  required 
the  assistance  of  a  touch,  or  another  noise.  This  was  independent  of 
any  permanent  change  of  pressure. 

Some  contacts,  however,  though  seemingly  just  the  same  as  the  rest, 
would  not  behave  regularly.  The  sound  was  as  usual  in  the  earlier 
stages,  though  not  so  good  as  it  should  have  been ;  but  when  the  later 
stages  were  reached,  say  at  30*,  there  was  a  stoppage  of  the  regular 
sequence.  Poor  action.  Left  to  itself,  the  contact  changed  so  that  the 
current  through  it,  instead  of  remaining  steady,  decreased  rapidly,  the 
deflection  sometimes  going  down  to  zero  (or  less  than  ^*  at  any  rate) ; 
and  whereas  the  normal  contacts  were  at  their  be^t,  microphonically, 
nearly  up  to  their  breaking  point,  these  abnormal  contacts  got  worse 
and  worse,  the  sound  becoming  feebler  and  feebler,  though  even  with 
no  visible  current  passing  the  watch  was  still  faintly  audible.  This 
"bad"  behaviour  also  varied  capriciously,  the  current  undergoing 
changes  somewhat  like  earth-currents  (except  as  regards  reversal  of 
direction),  i.e.,  gradual,  but  great.  I  was  never  able  to  settle  decisively 
the  cause  of  this;  sometimes  carbon  dust  produced  a  similar  eflect; 
sometimes  repointing  the  point  or  replaning  the  plane  removed  the  evil, 
but  frequently  it  did  not.  So,  although  bad  contact  in  one  sense  is 
essential  to  microphonic  action,  yet  there  must  be  good  contact  in 
another  sense.  All  such  bad  contacts  were  rejected  in  making  com- 
parisons later,  only  the  normal  ones  being  used.  Sometimes  a  contact 
which  had  been  good  for  many  days  got  wrong,  in  some  unknown 
manner,  and  behaved  in  the  bad  fashion,  and  stuck  to  it  too. 

Of  course  a  contact  when  adjusted  so  finely  as  described  would  not 
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do  for  speaking  purposes,  as  it  would  break  at  every  syllable ;  but  it 
answers  for  distant  and  faint  sounds,  whether  speaking  or  not;  a 
German  band  down  the  street,  for  example,  or  distant  church  bells. 
There  must  be  no  sparking  whatever  if  the  continuous  microphonic 
action  is  to  be  preserved.  Sparking  is  generally  easily  distinguishable 
by  the  peculiar  sound  it  causes,  and  when  the  telephone  indicates  its 
existence  it  may  be  detected  by  ocular  inspection,  unless  it  be  very 
minute.  The  microphonic  action  is  loudest  and  best  (for  feeble  sounds) 
when  the  current  is  least  (excepting  in  the  case  of  the  "  bad  "  contacts). 
The  deflection  is  the  same  whether  the  sound-board  be  vibrating  or  not, 
except  that  there  is  a  slight  fall  for  loud  sounds,  even  when  they  do  not 
break  the  contact,  thus  showing  that  the  average  current  is  somewhat 
reduced.  At  the  same  time  it  is  noticeable  that  the  watch-sound  gets 
louder  when  there  is  another  sound  going  on,  without  any  particular 
fall  in  the  current.  What  the  extent  of  variation  of  current  is,  the 
galvanometer  will  not  say.  It  may  be  roughly  guessed  from  the 
intensity  of  sound  produced  by  brealang  the  circuit,  and  this  only  tells 
us  that  the  variations  are  very  small  when  speaking  to  a  transmitter 
with  coarse  adjustment,  and  very  great,  perhaps  as  much  as  30  to 
50  per  cent.,  when  the  adjustment  is  very  fine,  and  the  sound-board 
motion  is  nearly  sufficient  to  break  the  contact  The  disc  of  the 
telephone  (a  flexible  disc)  could  also  be  felt  to  be  strongly  vibrating 
when  a  finely  adjusted  transmitter  was  spoken  to,  care  being  taken  not 
to  break  contact. 

Now  regarding  other  forms  of  contact  If  we  round  the  point 
slightly  like  a  worn  lead-pencil  point,  we  get  substantially  the  same 
results,  both  as  regards  resistance  and  the  corresponding  intensity  of 
sound ;  but  it  is  not  so  perfect  in  the  finer  stages ;  and  it  is  the  same 
with  any  kind  of  contact  substituted  for  the  point,  if  the  current  passes 
always  at  one  place.  On  the  whole,  though,  they  are  more  irregular 
than  points,  and  the  more  so  the  flatter  they  are. 

Flat  contacts  are  peculiar.  If  the  two  surfaces  be  not  exactly 
parallel,  they  will  only  touch  at  a  comer,  or  along  a  portion  of  an  edge 
of  one  of  them,  and  the  behaviour  is  not  much  diflerent  from  that  of  a 
point  and  plane ;  but  if  care  be  taken  to  grind  them  quite  flat,  and  to 
mount  them  so  that,  on  slightly  separating  them,  sparking  can  be  seen 
to  go  on  quite  irregularly  at  various  places,  so  that  we  may  be  sure  that 
the  surfaces  are  practically  parallel,  then,  when  brought  into  contact  by 
slightly  weighting  the  upper  one,  we  know  that  there  is  contact  at  many 
places,  and  we  find  that  it  behaves  perfectly  abominably.  The  regularity 
of  action  is  quite  gone  as  regards  the  state  of  fine  adjustment,  and  it  is 
vastly  inferior  to  a  point  microphonically.  The  resistance,  instead  of 
being  less,  is,  with  light  pressure,  usually  much  higher;  and  the  current 
varies,  as  with  a  "  bad  "  point.    Therefore  flat  contacts  were  rejected. 

With  respect  to  the  resistance  of  a  contact,  it  varies  according  to  the 
current  passing.  But  there  are  two  principal  ways  of  considering  the 
resistance.  We  may  calculate  it  as  resistance  by  Ohm's  formula,  and 
we  then  find  that  it  decreases  greatly  as  the  current  rises,  with  the  same 
pressure ;  the  current  being  made  to  vary  by  inserting  or  removing 
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resistance  from  the  circuit,  or  by  varying  the  number  of  cells  in  the 
battery.  Or  we  may  reckon  it  as  a  back  E.M.F.  without  resistance,  say 
e^  so  that  if  £*  is  the  battery  E.M.F.,  (E  -  «)  is  the  actual  E.M.F.  in  the 
circuit,  on  the  assumption  that  the  real  resistance  is  that  of  the  rest  of 
the  circuit  We  now  find  that  t  rises  with  the  current,  though  not 
nearly  so  fast  as  the  resistance  falls  on  the  former  assumption.  There 
is  probably  both  a  back  E.M.F.  and  resistance  at  a  light  contact,  but  it 
is  not  easy  to  separate  them,  owing  to  the  variations  going  on.  As  far 
as  mere  calculations  go  it  is  simpler  to  employ  e,  especially  with 
combinations  of  contacts. 

The  resistance  r  on  the  assumption  of  no  back  E.M.F.,  and  the  back 
E.M.F.  t  on  the  assumption  of  no  resistance,  are  thus  connected.  Let  E 
and  R  be  the  E.BLF.  of  battery  and  resistance  of  circuit  without  contact, 
and  let  the  current  fall  from  (7  to  c  on  inserting  the  contact     Then 

_E-e_    E    _e 

^       R       R+r    V 

In  the  example  before  mentioned  of  a  typical  point  and  plane  contact 
we  have 

c  =  20-6         17-8         10-5  5-5  4       miUiams. 

«=   0  -2  -75         1-09         1-2    volt 

r=  0  11-2         70        202  300        ohms. 

This  is  with  E  and  R  constant,  and  pressure  varying. 

Now,  keeping  the  contact  at  constant  pressure,  and  vaiying  the 
current;  if  the  pressure  be  not  too  light  the  deflection  keeps  steady 
(».«.,  with  a  particular  E  and  jR),  but  when  very  light  care  is  required 
that  the  contact  does  not  vary  much  during  a  series  of  observations,  so 
that  it  should  be  repeated  backwards  and  forwards  two  or  three  times 
to  see  if  consistent  results  are  obtained,  all  anomalous  series  rejected, 
and  only  those  chosen  which  give  nearly  the  same  result  on  returning 
to  the  same  E  and  R,    A  good  series  was  the  following : — 

Contact  out,   20^**  35^  45'  52**  56' 

„      in,      13'  25*  36'  44'  50' 

These  give 

c=     3-4        7  10-9  14-4  178    miUiams. 

«=       -57         -93  1-09  1-25  116  volt 

r=166        133  100  87  65       ohms. 

<;  iS)  of  course,  the  current  corresponding  to  the  lower  deflection.  Very 
roughly,  the  apparent  resistance  varies  inversely  as  the  square  root  of 
the  current  No  particular  importance  can  be  attached  to  the  figures 
as  regards  exactness,  for  it  was  a  very  light  contact  (and  therefore 
somewhat  variable),  in  order  to  get  a  good  fall  of  deflection,  which  is 
necessary,  because  1'  makes  a  considerable  difference  when  the  fall 
is  small 

The  work  done  by  the  current  at  the  contact  is  ec^  or  re-,  or  e^c  +  r^c\ 
if  dj  and  r^  are  the  real  back  E.M.F.  and  resistance  at  the  contact  In 
the  above  case  we  find 

ec  =  -0019  0065  -0118  -0180  0206 
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The  loudness  of  the  sound  given  out  by  the  telephone  is  not  propor- 
tional to  the  work  done  at  the  contact,  for  if  so  it  would  be  a  maximum 
when  e  =  ^E,  which  is  not  true.  In  the  case  previously  mentioned 
(varying  pressure)  e  =  'SE  gave  the  loudest  sound,  just  before  breaking, 
and  there  is  never  any  falling  off  except  with  "  bad  "  contacts.  With 
"  good ''  contacts  the  sound  is  always  greatest  with  the  least  current, 
provided  it  be  continuous  (the  battery  being  of  course  kept  the  same), 
and  its  intensity  is  roughly  proportional  to  e,  except  when  e  is  above 
^E,  for  in  the  later  stages  the  sound  increases  much  faster  than  e. 

Thus,  if  we  adjust  two  similar  contacts  carefully  to  the  same  resist- 
ance (both  planes  on  middle  of  board  and  points  on  separate  spiings), 
and  then  put  them  in  series,  the  sound  is  nearly  doubled  if  e  is,  say, 
below  '2E  for  each  contact,  and  we  find  that  the  back  E.M.F.  of  the  two 
is  a  little  less  than  the  sum  of  the  separate  EM.F.'s,  and  the  resistance 
of  the  two  not  much  greater  than  the  sum  of  their  separate  resistances. 
But  if  e  for  each  contact  is  greater,  say  '5E,  the  sum  of  the  RM.F.'s 
shows  a  large  falling  off,  and  the  sum  of  the  resistances  a  large  increase, 
and  the  sound  is  much  less  than  double  that  of  either. 

If  we  have  six  similar  contacts,  each  by  itself  giving  the  same  resist- 
ance and  sound,  putting  them  in  series  increases  the  sound  up  to,  say, 
three  contacts,  after  which  there  is  little  perceptible  increase.  The 
current  falls  to  a  certain  extent  on  adding  a  fresh  contact,  but  compara- 
tively much  more  for  the  later  additions  than  for  the  earlier.  This 
may  be  understood  by  remembering  that  every  contact  added  reduces 
the  current,  and  that  the  resistance  of  all  of  the  contacts  increases 
simultaneously,  and  the  more  so  as  the  current  gets  smaller.  The 
more  sensitive  the  contacts  are  the  less  advantage  there  is  in  putting 
them  in  series. 

When  two  contacts  are  unequally  strong,  and  e  is  small,  they  add 
their  effects,  both  as  regards  e  and  the  sound.  Thus  «,  =  *!  IE, 
e.2  =  '22E ;  e.+e2='S6E,  Even  if  e  is  great  for  one  and  small  for  the 
other  there  is  usually  a  slight  increase,  or,  at  any  rate,  no  decrease.  If 
both  are  made  as  sensitive  as  possible,  and  as  equal  as  possible,  putting 
them  in  sequence  usually  increases  the  sound  very  little,  but  this  varies 
according  to  the  resistance  of  the  circuit,  on  which  depends  the  amount 
of  fall  of  current  on  inserting  the  second  contact  (the  first  being 
already  in). 

Thus  e^  =  e.2=-6E,  e^  +  e2='8]E; 

e^  =  'QlE,  e.2  =  'l(jE,        e^  +  e^=^'67E; 

e^  =  '33E,  e^  =  -38^;,         e^  +  e^^  '59E. 

On  the  whole,  I  found  that  the  calculated  value  of  e  was  a  sort  of  guide, 
though  not  by  any  means  a  perfect  one,  to  the  intensity  of  the  micro- 
phonic action.  Sensitive  contacts  in  series  require  separate  examination 
in  turns  (by  short-circuiting  all  except  one)  occasionally,  to  see  that 
they  keep  steady.  To  go  by  the  apparent  resistance  is  very  mis- 
leading. 

But  there  is  also  the  battery  E.M.F.  to  be  considered.  The  loudness 
appeared  to  be  about  proportional  to  the  number  of  cells  used,  from 
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1  up  to  5,  with  circuit  resistance  150  ohms;  so  that  the  product  Ee 
would  be  roughly  proportional  to  the  intensity  of  the  sound,  or,  other- 
wise, proportional  to  the  product  of  the  current  without  the  contacts 
into  the  fall  of  current  on  inserting  them.  This  is  true  in  a  large 
number  of  cases,  but  must  not  be  carried  to  extremes.  Thus  if  one 
contact  brought  deflection  from  42**  down  to  10*  with  one  cell,  putting 
it  in  sequence  with  a  similar  one  brought  deflection  down  to  5"  or  less, 
but  with  no  increase  of  loudness — in  fact,  a  slight  decrease  ;  whereas  in 
making  the  same  experiment  with  5  cells  there  was  a  slight  increase.  It 
was  also  verified  many  times  that  if  two  contacts  adjusted  equal  in  the 
first  place,  and  then  put  in  sequence,  bring  deflection  down  to  10"  (with 
1  cell),  there  is  less  sound  than  with  either  of  them  alone  when  adjusted 
so  as  to  cause  the  same  fall  of  current.  Also,  with  man}'  contacts  in 
sequence,  the  sound  ultimately  decreases,  the  later  additions  having 
apparently  much  higher  resistances  than  the  earlier ;  the  sound  increases 
by  addition  of  two  or  three,  is  then  about  constant  with  one  or  two 
more  (all  separately  giving  good  sound),  and  finally  decreases  on  further 
additions  being  made.  •  Now  here  «,  calculated  for  the  whole  as  for 
a  single  contact,  continually  increases,  although  it  becomes  practically 
constant,  because  the  reduction  of  current  for,  say,  the  6th  contact, 
although  it  may  be  considerable  compared  with  the  current  already 
reduced  by  the  first  five,  is  quite  small  compared  with  the  original 
current. 

Contacts  in  parallel  arc  behave,  in  the  main,  as  might  be  expected 
from  the  relation  between  e  and  the  current  passing  observed  in  the 
case  of  a  single  contact.  The  total  current  is  always  increased  by 
putting  two  contacts  abreast;  i.e.,  it  is  greater  than  through  either 
of  them  when  the  other  was  disconnected,  and  this  is  true  whether  the 
contacts  are  separately  equal  or  not.  As  for  the  sound,  it  is  never 
increased,  and  is  generally  reduced.  If  the  contacts  be  unequal,  the 
joint  sound  is  intermediate  between  their  separate  sounds.  When  one 
is  very  weak  it  shuts  up  the  other,  however  good  it  may  be,  which  is 
sufficiently  plain,  because  nearly  all  the  current  goes  through  the  weak 
one.  Shoidd  there  be  a  difierence  in  character  in  the  sound  of  the 
contacts  taken  separately,  such  difierence  will  be  also  recognisable  to  a 
certain  extent  when  they  are  put  abreast.  Otherwise  there  is  simply  a 
weakening  of  intensity,  unless  both  are  in  a  very  sensitive  condition,  in 
which  case  there  is  little  perceptible  difference  acoustically  between  A 
and  B  singly  and  A  and  B  in  parallel  arc.  Now  in  this  last  case  the 
current  through  each  is  halved  when  they  are  put  abreast,  which 
involves  a  reduction  in  e  (or  larger  increase  in  r),  and  at  the  same  time 
the  total  current  is  increased. 

Owing  to  the  unknown  real  resistance,  it  is  desirable  to  make  contacts 
exactly  equal  first,  before  putting  them  abreast,  so  that  we  know 
that  the  current  goes  half  through  each,  whatever  their  resistance  may 
be.  If  they  could  be  regarded  as  battery  cells  of  constant  resistance 
and  B.BLF.,  observations  of  the  fall  of  current  in  sequence  and  abreast 
and  cut  out  would  allow  us  to  reckon  the  real  resistance.  But  there  is 
no  harmony  in  the  results.     Four  deflections,  taken  in  all  possible  pairs, 
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gave  for  the  resistance  of  a  single  contact  from  32,  through  42,  46,  55, 
61,  up  to  76  arbitrary  units. 

On  the  other  hand,  calculating  e  from  the  results  and  comparing  with 
the  corresponding  current,  and  making  allowance  for  the  halving  of 
current  when  abreast,  a  fall  of  e  with  reduced  current  was  obtained, 
similar  to  that  observed  with  a  single  contact  on  varying  the  external 
resistance. 

In  concluding  this  abstract  [of  experimental  notes],  I  will  merely  add 
that  a  great  deal  of  patience  is  necessary  when  working  with  very  light 
contacts,  and  that  when  combinations  are  made  something  more  than 
patience  is  required,  and  many  precautions  must  be  taken,  to  be  found 
by  experience,  else  very  contradictory  results  may  be  arrived  at. 


XXIII. —THE  EARTH  AS  A  RETURN  CONDUCTOR 

[The  Electrician,  Nov.  11,  1882;  p.  605.] 

The  daily  newspapers,  as  is  well  known,  usually  contain  in  the  autumn 
time  paragraphs  and  leaders  upon  marvellous  subjects  which  at  other 
times  make  way  for  more  pressing  matter.  The  sea-serpent  is  one  of 
these  subjects.  This  year,  however,  that  interesting  animal  has  not 
been  so  observable,  which  is,  perhaps,  the  reason  why  an  equally 
wonderful  and  not  less  time-honoured  phenomenon  has  come  to  the  fore 
again.  There  appeared  lately  an  account  of  the  performance  of  "an 
innocent  boy  **  with  a  stick  of  wood,  which,  being  held  in  the  hands  of 
the  operator  as  he  walked  about  in  a  field,  twisted  and  turned  itself  so 
as  to  prove  the  existence  and  point  out  the  situation  of  water  beneath 
the  surface.  This  may  or  may  not  be.  Never  having  studied  the 
action  of  divining  rods  makes  me  an  incompetent  judge;  but  on  further 
reading  the  explanation  of  a  philosopher  of  the  cause  of  the  pheno- 
menon, viz.,  that  the  water  was  a  conductor  of  electricity,  and,  there- 
fore, the  electric  currents  deflected  the  wand,  I  was  at  once  reminded 
(perhaps  strangely,  for  there  is  hardly  any  connection  between  the 
theories)  of  a  theory  of  the  action  of  the  earth  as  a  return  conductor 
that  I  first  read  some  fifteen  years  ago  in  a  Handbook  which  has  since 
passed  through  many  editions. 

It  was  to  this  eflect :  that  if  two  insulated  conductors  were  connected 
to  the  poles  of  a  battery,  a  certain  quantity  of  electricity  would  pass  to 
charge  them;  that  the  larger  the  conductors  the  longer  time  the 
charging  would  take ;  and,  finally,  that  if  they  were  infinitely  large,  it 
would  take  so  long  that  the  current  would  pass  as  if  the  poles  of  the 
battery  were  directly  connected.  The  application  of  this  theory  to  the 
earth's  circuit  was  that  the  earth  was  practically  infinitely  large,  and  so 
the  current  passed  continuously. 

Both  the  theory  and  its  application  seem  erroneous.     For,  by  the 
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laws  of  electrostatics,  the  charge  the  two  insulated  conductors  would 
receive  would  depend  upon  the  size  of  their  opposed  surfaces,  and  upon 
their  proximity,  but  not  upon  their  bulk  per  se  at  all.  If  we  had  two 
worlds  side  by  side,  and  joined  them  by  a  wire  with  a  battery  inserted 
in  it,  quite  a  small  quantity  of  electricity  would  suffice  to  charge  the 
system;  and  if  the  bulk  of  the  auxiliary  world  were  increased  indefinitely 
on  the  side  furthest  from  the  real,  it  would  make  scarcely  any  differ- 
ence. The  way  to  increase  the  charge  would  be  to  make  the  second 
world  surround  the  first,  and  bring  it  as  close  as  possible,  when  the 
capacity  would  be  greatly  increased,  though  not  to  any  such  extent  as 
to  give  rise  to  a  permanent  current. 

And  the  application  of  the  theory  to  the  case  of  the  earth  is  faulty, 
because  although  it  may  be  regarded  for  certain  purposes  as  an 
infinitely  large  conductor,  yet  it  is  only  one  conductor,  not  two  con- 
ductors insulated  from  one  another. 

There  seems,  in  fact,  no  hypothesis  at  all  wanted  to  explain  why, 
when  the  ends  of  the  wire  containing  a  battery  are  put  to  earth,  the 
current  continues  to  flow.  The  earth  is  a  conductor,  and  completes  the 
circuit,  and  what  more  is  wanted  ?  It  would  be  very  extraordinary  if 
the  current  did  not  continue  to  flow  indefinitely,  or  until  the  battery 
got  used  up,  or  a  disconnection  occurred  somewhere.  The  very  exist- 
ence of  such  a  theory,  however,  shows  that  there  must  have  been 
considerable  doubt  as  to  the  real  action  of  the  earth. 

Another  theory,  a  very  popular  one,  is  much  more  satisfactory.  The 
earth  is  so  large,  and  contains  so  much  electricity,  that  it  may  be 
regarded  as  an  infinite  store,  to  which  all  charges  we  may  add  or  take 
away  are  utterly  insignificant.  Allied  with  this  is  the  theory  that 
compares  the  earth  to  a  immense  reservoir  of  water,  or  the  sea.  We 
may  pump  out  or  pour  in  as  much  water  as  we  please  without  making 
any  appreciable  d&erence.  This  last  form,  by  proper  limitations,  has 
the  advantage  of  being  easily  converted  into  an  exact  analogy. 

Let  there  be  a  reservoir  of  water,  large  or  small,  and  let  the  water  be 
completely  enclosed  on  all  sides  in  a  tight-fitting  envelope,  so  as  to 
completely  fill  it  Let,  further,  the  water  be  absolutely  incompressible, 
instead  of  nearly  so,  and  let  a  pipe,  also  completely  filled  with  water, 
make  connection  between  two  parts  of  the  reservoir,  where  of  course 
are  corresponding  openings.  We  have  then  a  quantity  of  fluid  occupy- 
ing a  certain  space,  and  which  must  always  continue  to  occupy  the 
same  space.  Set  the  water  in  the  pipe  in  motion,  then  it  follows  that 
the  current  crossing  every  section  of  the  pipe  is  the  same,  that  an  equal 
current  leaves  the  pipe  at  one  end,  and  at  the  same  time  an  equal 
current  necessarily  enters  the  pipe  at  its  other  end.  Furthermore,  the 
lines  of  flow  of  the  water  in  the  reservoir  itself  are  perfectly  definite, 
depending  only  on  the  shape  of  the  reservoir  and  the  position  of  the 
pipe  terminations,  or  source  and  sink. 

For  the  reservoir  of  water  substitute  a  conductor  of  electricity  of  the 
same  size  and  shape,  and  for  the  pipe  a  conducting  wire  similarly 
terminated  conveying  a  current  of  electricity,  and  the  analogy  is  quite 
complete,  so  far  as  sieadt/  currents  are  concerned,  and  the  lines  of  flow 
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of  the  electric  current  are  the  same  as  those  of  the  real  fluid  in  the 
former  case. 

In  fact,  for  purposes  of  analogy,  we  may  regard  the  earth  and  a  wire 
joining  two  points  of  it  as  being  always  filled  with  electricity,  whose 
quantity  may  be  as  small  or  as  great  as  we  please,  and  that  it  is  incom- 
pressible, and  must  follow  the  same  law  of  continuity  as  a  real, 
incompressible  fluid,  if  such  existed.  Such  hypothetical  electricity 
would  not,  however,  be  the  electricity  of  the  definition  e^ejr^^  force 
between  two  charges  e^  and  «2  &^  distance  r,  because  it  has  no  statical 
action.  Statical  actions  do  occur,  owing  to  surface  charges,  but  we 
have  no  concern  with  them  here,  having  only  the  current  under  con- 
sideration. 

Or,  without  any  hypothesis  as  to  the  universal  existence  of  the 
electricity,  simply  regard  the  conductors  (wire  and  earth)  as  being 
capable  of  bearing  at  every  point  an  electric  currenty  simply  subject  in 
its  distribution  to  the  law  of  continuity  of  an  incompressible  fluid. 
There  are  other  quantities  in  physics  having  the  same  property,  and 
there  is  no  occasion  whatever  to  consider  electricity  as  a  fluid  at  all, 
except  for  purposes  of  illustration. 

Although  the  mere  size  of  the  earth  has  nothing  to  do  with  the  per- 
manent flow  of  the  current,  it  has  an  important  influence  upon  the 
resistance  and  lines  of  flow.  To  study  the  matter  more  in  detail  we 
may  start  with  the  simplest  case  imaginable,  a  long  thin  wire  buried  in 
an  infinitely  extended  conducting  mass  of  uniform  conductivity,  the 
wire  being,  of  course,  insulated  except  at  the  ends,  which  we  may 
suppose  terminated  in  spherical  electrodes.  Let  there  be  a  steady 
current,  C,  in  the  wire.  A  current,  (7,  leaves  the  +  electrode  and 
enters  the  -  at  the  same  time.  Considering  one  electrode  only,  say 
the  +  (let,  for  the  time,  the  -  be  at  an  infinite  distance),  then,  owing 
to  symmetry,  the  current  C  spreads  out  equably  in  all  directions,  so  that 
its  strength  is  C/iirr^  at  distance  r  from  the  electrode,  and  is  everywhere 
radial.  (This  is  the  current  density,  or  current  across  unit  area  per- 
pendicular to  lines  of  flow.)  The  lines  of  flow  are  straight  lines,  start- 
ing from  the  electrode  and  uniformly  distributed. 

The  same  is  true  for  the  -  electrode,  except  that  the  direction  of 
the  current  is  to  it  and  not  from  it  And  to  get  the  lines  of  flow  in  the 
real  case  of  finite  distance  between  electrodes,  we  have  only  to  find  the 
resultant  of  the  two  systems.  At  a  point  distant  r^  from  the  +  and  r^ 
from  the  -  electrode,  the  current  density  is  the  resultant  of  C/iirrf  in 
direction  r^,  and  of  -  C/iirr}  in  direction  r^ 

In  the  neighbourhooa  of  the  electrodes  the  lines  of  flow  are,  as  before, 
straight,  radial,  and  uniformly  distributed,  but  all  the  lines  from  the  -h 
ultimately  curve  round  and  join  those  belonging  to  the  -  electrode. 

The  distribution  of  lines  of  flow  is  the  same  as  that  of  the  lines  of 
force  between  two  small  spherical  conductors  with  equal  opposite 
charges,  or  as  the  lines  of  magnetic  force  between  the  two  poles  of  a 
long,  thin  solenoidal  magnet. 

It  is  easily  seen  that  the  form  of  the  electrodes  is  of  no  importance  so 
far  as  the  lines  of  flow  at  a  considerable  distance  from  them  are  con- 
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cemed,  and  it  is  only  near  them  that  changes  in  the  form  of  the 
electrodes  most  alter  the  lines  of  flow.  We  choose  spheres  for 
simplicity. 

Observe  that  there  is  no  current  across  any  plane  section  through  the 
electrodes,  and  that  such  a  plane  separates  the  current  system  into  two 
symmetrical  halves.     We  may  therefore  take  one  of  these  halves,  com- 

Eletely  disregarding  the  other,  and  we  have  the  correct  distribution  of 
nes  of  flow  in  the  case  of  two  hemispherical  electrodes  with  their  flat 
sides  flush  with  the  plane  surface  of  a  conductor  infinitely  extended  on 
one  side  only.  This  conductor  we  may  consider  as  the  earth,  and  the 
electrodes  the  earth  plates,  to  which  a  wire  conveying  a  current  C  is 
connected  at  the  ends.  Then,  presuming  uniform  conductivity  of  the 
earth,  the  current  density  at  distance  r,  from  the  +  and  r^  from  the  - 
electrode  is  the  resultant  of  C/2irrl  along  r,  and  -  C/'Jwr^  along  r^ 
(We  now  have  2ir  instead  of  irr,  on  account  ot  the  one-sided  radiation.) 
We  may  also  easily  find  the  form  of  the  lines  of  flow  when  the 
electrodes  are  buried  at  some  depth  from  the  surface.  We  have  only 
to  double  the  system  by  introducing  another  earth  above  the  real,  with 
electrodes  in  it  to  correspond,  as  much  vertically  above  the  plane  of 
separation  as  the  real  ones  are  below  it — images  of  them,  in  fact.  We 
have  then  two  +  and  two  -  electrodes  in  an  infinite  conductor,  and 
the  system  of  lines  of  flow  is  the  resultant  of  four  radial  systems ;  and 
since  the  plane  of  separation  has  no  current  across  it,  the  lines  of  flow 
are  unaltered  in  the  lower  system  when  the  upper  is  removed.  Thus 
in  the  real  case  of  buried  electrodes  the  lines  of  flow  are  deflected  by 
the  surface  of  the  earth  in  the  same  manner  as  if  the  images  had  a  real 
existence. 

Similarly,  we  may  find  the  lines  of  flow  for  any  system  of  electrodes 
by  superimposing  the  different  elementary  systems,  employing  images 
when  necessary. 

Resistance  of  Earth. 

A  wire  being  put  to  earth  at  its  two  ends,  the  resistance  of  the 
circuit  formed  may  clearly  be  separated  into  three  portions,  that  of  the 
wire  right  up  to  the  electrode  (with  which  we  have  nothing  here  to  do), 
that  of  the  electrode  itself,  and  that  of  the  earth  between  the  electrodes. 
The  last  may  be  readily  found. 

Imagine  a  single  spherical  electrode,  say  +,  of  radius  a,  in  an 
infinite  conductor  of  specific  resistance  K,  supposed  uniform,  i,e.,  K= 
resistance  of  a  cubic  centim.  In  consequence  of  the  uniform  diffusion 
of  the  current,  the  equipotential  surfaces  are  concentric  spherical 
surfaces,  and  the  resistance  between  any  two  of  them  of  radii  r  and 

r+dr  is 

1^    thickness  _  Kdr 

area      "  ^irr^' 

Therefore,  if  -B  is  the  whole  resistance  outwards  from  the  electrode, 

j^CKdr^  K 

H.E.P. — ^VOL.  I.  V 
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In  the  case  of  the  earth,  with  hemispherical  electrodes  of  radii  o^  and 
Oj,  the  resistance  between  them  is 

KI2ra^  +  KI2ra^  (A) 

But  if  the  electrodes  are  spherical,  and  deeply  buried,  the  resist- 
ance is 

K/Woi-hK/im^ (B) 

nearly. 

In  (A)  the  resistance  is  double  that  of  (B),  on  account  of  one-sided 
diffusion,  and  in  both  we  add  the  resistances  calculated  for  each 
electrode  separately,  because  it  is  practically  confined  to  their  neigh- 
bourhood. And  this  is  why  in  (B)  we  have  Air,  the  same  as  for  an 
infinitely  extended  conductor. 

To  exemplify  this  point — the  distribution  of  the  resistance— compare 
the  resistance  between  a  and  2a,  2a  and  4a,  etc.,  for  one  hemispherical 
electrode. 

Between  r=a  and  r=2a, 

j^_r^KdrK/l     1\     1    ^ 
J.2Trr2     2irVa     2a/     2  '  27ra 

Similarly,  between  r=2a  and  r  —  ia,  the  resistance  is  ^K/2wa),  and 
from  r  =  4a  to  r=8a,  it  is  i{K/2ira).  Now,  K/2ira  is  the  whole  resist- 
ance ;  so  one  half  of  it  lies  between  a  and  2a.  It  may  be  easily  shown 
that  about  99  per  cent  lies  between  a  and  100a,  and  the  remaining 
1  per  cent,  beyond. 

The  difference  of  potential  between  two  electrodes  is,  of  course, 
BxC,  where  R  is  the  total  resistance  between  theuL  It  is  customary, 
and  generally  convenient,  to  consider  the  earth  as  being  at  the  same 
potential ;  but  of  course  the  return  current  could  not  flow  if  such  were 
really  the  case. 

As  regards  the  amount  of  resistance,  it  depends  essentially  on  the 
size  of  the  electrode  in  the  first  place,  varying  inversely  as  its  radius ; 
so  that  it  may  be  as  great  or  as  small  as  we  please  from  this  cause  alone. 
And  it  is  directly  proportional  to  the  specific  resistance  K,  Thus 
(hemispherical),  with  a  radius  of  1  metre,  the  resistance  is  Z/628. 
With  a  =  l/2ir  centim.,  and  K=  1  ohm,  B  is  also  1  ohm.  Even  with  a 
specific  resistance  of  1  megohm,  we  can  bring  the  earth  resistance  down 
to  1  ohm  by  taking  the  radius  of  electrode  ~  10^/29r  centim.,  or  nearly 
1  mile. 

Naturally,  we  may  include  the  electrodes  in  the  earth  resistance  by 
letting  the  end  of  the  earth  wire  be  the  electrode ;  then  we  see  that 
from  its  smallness  the  conductivity  immediately  around  it  is  a  matter 
of  the  greatest  importance,  and  since  common  earth  is  badly  conducting, 
the  utility  and  necessity  of  ''earth  plates,''  whether  plates  or  not 
Also,  that  around  the  earth  plates  for  a  considerable  distance  the 
conductivity  is  of  importance,  and  we  cannot  get  a  good  earth  in  a  rock 
without  very  large  earth  plates.  But  as  we  proceed  further  away  the 
conductivity  becomes  of  less  and  less  importance,  and  we  may  say  that 
it  hardly  matters;  with  this  proviso,  that  the  very  badly  conducting 
materia  does  not  completely  shut  off  one  electrode  from  its  fcdlow  at 
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the  other  extremity  of  the  Une  wire.  The  earth  may  be  perfectly 
insulating  for  hundreds  of  miles,  and  the  current  will  go  round  the 
impermeable  mass  with  no  sensible  increase  of  resistance.  In  the 
extreme  case  of  a  non-conducting  screen,  only  leave  a  practicable  open- 
ing in  it,  and  the  total  resistance  of  earth  will  be  merely  increased  by 
the  resistance  of  the  matter  in  the  opening,  and  a  little  way  on  each 
side  of  it,  where  the  current  converges  and  diverges.  If  the  non- 
conducting screen  were  quite  complete  no  permanent  current  could  flow 
from  one  electrode  to  the  other,  and  signalling  would  have  to  be  carried 
on  by  transient  currents,  the  two  sides  of  the  screen  forming  the  two 
poles  of  a  large  condenser.  Such  a  caise  is  hardly  likely  to  arise  in 
practice. 


XXIV.— THE  RELATIONS  BETWEEN  MAGNETIC  FORCE 

AND  ELECTRIC  CURRENT.* 

Sbchon  L    The  Universal  Relation  between  a  Vector 

AND  rrs  Curl. 

Evert  one  knows  that  electric  currents  give  rise  to  magnetic  force,  and 
has  a  general  notion  of  the  nature  of  distribution  of  the  force  in  certain 
practical  cases,  as  within  a  galvanometer  coil,  for  example.  Further 
than  this  few  go.  The  subject  is  eminently  a  mathematical  one,  and 
few  are  mathematicians.  There  are,  however,  certain  higher  concep- 
tions, created  mainly  by  the  labours  of  eminent  mathematical  scientists, 
from  Ampere  down  to  Maxwell,  which  are  usually  supposed  to  be 
within  the  reach  of  none  but  mathematicians,  but  which  I  have  thought 
could  be  to  a  great  extent  stripped  of  their  usual  symbolical  dress,  and 
in  their  naked  simplicity  made  to  appeal  to  the  sympathies  of  the 
many.  Let  not,  however,  the  reader  (if  he  belong  to  the  many) 
imagine  that  thinking  can  be  dispensed  with ;  there  is  no  royal  road  to 
knowledge,  and  hard  thinking  and  rigid  fixation  of  ideas  are  required. 
Even  the  machinery  of  the  mathematician,  so  great  an  assistance  when 
made  to  work,  requires  severe  training  on  the  part  of  the  operator  to 
make  it  work.  But  earnest  students,  if  they  will  not  or  cannot  learn 
the  mathematical  methods,  need  not  therefore  be  discouraged,  for  the 
name  of  Faraday  will  shine  forth  to  the  end  of  time  as  a  beacon  of  hope 
and  encouragement  to  them.  He  was  no  mathematician,  yet  achieved 
results  i4>parently  only  attainable  by  such  methods.  It  need  not  be 
supposed  Uiat  he  had  the  peculiar  brains  of  a  calculating  boy,  able  to  do 
long  sums  "in  his  head"  by  special  methods  of  his  own.     The  work 

*^The  EUetrician,  section  I.,  Nov.  18,  p.  6;  section  IL»  Nov.  25,  p.  32; 
■eelum  m.,  Dec.  2,  pt.55 ;  section  IV.,  Dec.  30, 1882,  p.  151 ;  section  V.,  Jan.  6, 
1883,  p.  175 ;  section  VL,  Dec.  16,  1882,  p.  102.] 
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was  of  quite  a  different  kind,  and  probably  Faraday  could  never  have 
made  an  ordinary  mathematician,  with  the  best  of  training.  In  fact, 
mathematical  reasoning  does  not  necessarily  involve  any  calculating  in 
the  usual  sense,  though  it  is,  of  course,  greatly  assisted  thereby  some- 
times ;  and  a^s  for  the  use  of  sjrmbols,  they  are  merely  a  sort  of  shorthand 
to  assist  the  memory,  which  even  those  who  openly  contemn  mathe- 
matical methods  are  glad  to  use  so  far  as  they  can  make  them  out — in 
the  expression  of  Ohm's  law  for  instance,  to  avoid  spinning  a  long  yarn. 

To  introduce  the  subject,  we  start  with  the  case  of  a  long,  straight 
cylindrical  wire,  conveying  a  steady  current  C,  The  magnetic  force  is 
known  to  be  of  intensity  2(7/r  in  electromagnetic  measure  at  distance  r 
from  the  axis  outside  the  wire,  and  its  direction  to  be  perpendicular  to 
r  and  to  the  axis.  This,  however,  does  not  settle  in  which  direction 
along  the  perpendicular  the  force  acts,  and  so  a  rule  becomes  necessary. 
Look  along  the  axis  in  the  direction  the  current  is  going ;  the  magnetic 
force  is  then  in  the  direction  of  right-handed  rotation  about  the  axis. 
This  rule,  or  any  equivalent  one,  is  the  key  to  all  the  directional 
relations  in  electromagnetism.  The  hands  of  a  watch,  viewed  from  the 
front  (they  cannot  be  seen  from  the  back),  revolve  right-handedly,  so 
that  if  we  imagine  the  watch-face  to  be  a  section  of  the  wire,  and  the 
current  to  go  from  face  to  back,  the  magnetic  force  is  in  the  direction  of 
the  rotation  of  the  hands. 

The  force  being  of  the  same  intensity  at  the  same  distance  frt)m  the 
axis,  a  line  of  force  is  a  circle  embracing  the  axis,  and  the  axis  is 
perpendicular  to  its  plane.  Confining  ourselves  now  to  a  single  plane 
normal  to  the  axis,  all  circles  centered  upon  the  point  where  the  axis 
cuts  the  plane  are  therefore  lines  of  force.  But  if  we  wish  to  show 
graphically  the  intensity  of  force  as  well  as  its  direction  at  any  place, 
the  best  way  is  to  draw  the  lines  so  that  their  density  or  closeness 
together  shall  be  proportional  to  the  intensity  of  force  at  the  place.  In 
our  present  case  this  gives  us  the  rule  that  the  radii  of  successive  circles 
should  increase  geometrically. 

Within  the  wire  the  magnetic  force  is  known  to  be  of  intensity 
2Cr/a^  at  distance  r  from  the  axis,  a  being  the  radius  of  the  wire,  and, 
like  the  external  force,  perpendicular  to  r  and  to  the  axis,  with  right- 
handed  rotation.  At  the  surface  the  two  expressions  become  the  same, 
viz.,  2C/a,  The  force  being  now  directly  as  r,  a  different  rule  is  required 
to  make  the  density  of  lines  of  force  proportional  to  the  force.  The 
squares  of  the  radii  of  successive  circles  must  form  an  arithmetical 
progression.  Further,  the  scale  outside  and  within  should  be  the  same, 
80  we  require  a  relation  between  the  common  ratio  of  consecutive  radii 
outside  and  the  common  difference  of  squares  of  consecutive  radii  within. 
If  p  is  the  external  ratio  and  d  tne  internal  common  difference, 
d^  2a^  log  p.  For  let  o^  be  the  radius  of  first  circle  outside,  and  a^  that 
of  first  inside,  a^,  a,  and  a^  being  thus  consecutive,  we  must  have, 
k  being  any  constant. 


_k 
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AL.0  -* i-r^r,        ■.  A  =  C^'-c4 

Therefore  d=2aMogp. 

Id  the  figure  the  common  difference  d  is  chosen  =  1  and  the  radios 
a  =  2,  so  that  the  three  lines  within  the  wire  (which  is  bounded  by  the 
Uiick  circle)  hare  radii  1,  ^,  J§.  The  circle  a='/i  is  also  a  line  of 
force,  and  the  rest  bare  radii  2p,  %(?,  2f?,  etc.,  where  1  ^S  iog^p. 


Let  OS  now  examine  a  general  property  of  this  system  of  magnetic 
force.  If  wa  place  a  unit  magnetic  pole  at  any  point  in  the  external 
field,  and  sappoae  that  it  can  move  freely  under  the  infiueDce  of  the 
magnetic  force  of  the  current^  and  that  no  other  forces  act  upon  it,  the 
pole  will  evidently  describe  a  circle  about  the  axis,  and  the  work  done 
by  the  force  on  the  pole  during  a  complete  revolution  will  be 

force  X  distance  =  (2C/r)  x  27rr  =  4x0. 
And  evidently,  in  moving  through  any  stated  fraction  of  the  complete 
circle,  the  work  will  be  the  same  fraction  of  iirC.  Observe  that  this  is 
the  same  at  any  distance  from  the  wire,  and  the  work  depends  only 
npon  the  angle  turned  through.  Also,  if  the  pole  be  moved  either 
radially  from  the  axis  or  parallel  to  the  axis  there  is  no  work  done, 
because  there  is  no  force  m  those  directions.  Let  now  the  pole  be 
carried  from  any  one  place  to  any  other  by  any  path,  its  motion  at  any 
point  of  the  path  may  be  compounded  of  a  motion  from  the  axis,  a 
second  paraild  to  it,  and  a  third  round  it.  Since  the  last  alone  involves 
the  performance  of  work,  it  follows  that  the  work  done  on  the  pole 
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between  any  two  points  by  any  path  is  2(7  x  angle  turned  through  in 
the  positive  or  right-handed  direction,  between  the  first  and  last 
positions. 

Now,  limiting  our  consideration  to  motion  in  completely  closed  paths, 
if  the  curve  embraces  the  wire  once,  the  line  integral  of  the  force  once 
round  the  closed  curve  is  4ir(7,  and  if  it  goes  round  n  times  (in  +  direc- 
tion) it  is  n  X  iwC,  But  if  the  closed  path  does  not  embrace  the  current, 
or  if  embracing  it  a  certain  number  of  times  in  the  +  it  embraces  it  the 
same  number  of  times  in  the  -  direction,  so  that  if  the  path  were 
a  string  it  could  be  drawn  off  the  wire  without  cutting  it,  the  line- 
integral  is  nil.  In  this  case  the  angle  turned  through  about  the  axis 
comes  to  nothing  when  we  return  to  the  starting  point. 

Transferring  our  attention  next  to  the  current  passing  through  the 
closed  curve,  we  see  that  when  the  line-integral  is  nU  the  current  is  nil, 
and  when  the  line-integral  is  47r(7  the  total  current  through  the  curve  is 
Cy  and  when  it  is  w  x  iwC  the  total  current  is  nC.  This  may  be  all 
summed  up  in  one  statement.  The  line-integral  of  the  magnetic  force 
once  round  any  closed  curve  equals  Air  x  total  current  tiirough  the 
curve. 

Let  us  now  see  whether  the  force  within  the  wire  follows  the  same 
rule.  First  let  the  unit  pole  follow  a  line  of  force  once  round  the  axis 
at  distance  r.    The  work  done  by  the  force 

=  force  X  distance  =2Cr/a2  x  2wr=4irCV^/a*. 

Now,  C/wa^  is  the  current-density,  and  irr^  is  the  area  enclosed  by  the 
line  of  force,  so  that  Cr^/a^  is  the  current  through  the  closed  curve; 
and,  as  before,  line-integral  of  force  =  4ir  x  current  enclosed.  And, 
since  there  is  no  force  parallel  to,  or  radially  from  the  axis,  the  same 
statement  is  true  for  any  closed  path  whatever  within  the  wire ;  and, 
being  true  outside  the  wire,  is  also  true  for  any  path  partly  within  and 
partly  without,  and  so,  in  fact,  is  universally  true. 

Now  we  shall  generalise  the  statement.  It  is  not  merely  true  for  the 
magnetic  force  of  a  straight  current,  but  also  for  any  possible  system  of 
magnetic  force.  It  is  the  fundamental  relation  between  magnetic  force 
and  electric  current  Given,  then,  a  system  of  magnetic  force,  we  may 
find  the  corresponding  current  system  by  the  following  process: — 
Required  the  current  at  any  point  P.  Through  F  draw  any  straight 
line,  and  describe  a  small  plane  closed  curve  above  it  as  an  axis.  Find 
the  line-integral  of  the  magnetic  force  along  the  curve  once  round  the 
axis,  or  the  work  done  upon  a  unit  pole  during  one  rotation.  The 
result  is  iir  times  the  current  through  the  curve.  Divide  by  the  area 
enclosed,  and  we  obviously  get  Air  times  the  component  of  the  current- 
density  in  the  direction  of  the  axis. 

Let  the  axis  turn  about  the  point  P  as  fulcrum  into  any  other  position, 
the  closed  curve  moving  with  it  as  if  rigidly  attached ;  the  line-integral 
in  the  new  position  will  be  47r  x  current  through  curve  in  the  new 
position.  There  is  a  certain  direction  of  the  axis  for  which  the  line- 
integral  is  a  maximum;  this  direction  is  that  of  the  actual  current 
at  P,  and  the  maximum  line-integral  divided  by  Av  times  the  area  is 
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the  actual  coirent-density.  We  may  conyeniently  take  the  area  for 
unit  area,  so  as  to  get  the  current-density  at  once.  Or,  we  may  find  the 
current-density  by  the  above  process  in  any  three  rectangular  directions, 
and  their  resultant  will  be  the  actual  current-density. 

This  process,  by  which  we  derive  current  from  the  magnetic  force,  is 
of  great  importance  in  physics.  Especially  so  in  electromagnetism, 
where  there  are  several  quantities  bearing  to  one  another  the  same 
relation.  When  one  vector  or  directed  quantity,  B,  is  related  to 
another  vector,  C,  so  that  the  line-integral  of  B  round  any  closed  curve 
equals  the  integral  of  C  through  the  curve,  the  vector  C  is  called  the 
curl  of  the  vector  B.  The  term  curl  was  proposed  by  Maxwell,  though 
he  does  not  appear  to  have  used  it  much.  Its  appropriateness  is  evident 
on  considering  the  method  by  which  we  derive  C,  the  curl  of  B,  from 
B  itself;  and,  as  a  name  for  the  operation  is  wanted  for  descriptive 
purposes,  it  will  be  used  in  the  following.  Thus,  current  =  iir  x,  curl 
of  magnetic  force.* 

The  presence  of  the  factor  4ir  is  due  to  the  definition  of  a  unit 
magnetic  pole.  If  we  defined  the  unit  pole  so  that  the  unit  amount  of 
force  emanated  from  it,  the  force  at  distance  r  would  be  Ij^rrr^  since 
4irr^  is  the  area  of  the  spherical  siirface  over  which  the  force  is  spread 
at  distance  r.  Then  we  should  have  current  =  curl  of  magnetic  force. 
And  if  we  had  a  similar  definition  of  the  unit  of  free  electricity,  we 
should  have  the  electric  force  at  a  surface  numerically  equal  to  the 
surface  density,  instead  of,  as  at  present,  iir  times  as  much.  But  the 
actual  definitions  chosen  make  the  force  at  distance  r  from  a  unit 
pole  be  1/r^.  This  looks  simpler,  but  it  leads  to  the  awkward  result 
that  mathematical  investigations,  both  in  electrostatics  and  in  electro- 
magnetism,  are  filled  with  4?r's  and  l/4ir's.  Sometimes  we  multiply, 
at  other  times  divide.  They  would  mostly  be  got  rid  of  by  defining 
electric  and  magnetic  forces  as  fluxes  in  the  same  manner  as  the  electric 
current;  for  a  current,  (7,  spreading  from  a  centre  produces  current- 
density  C/ivr^  at  distance  r,  and  not  C/r\  At  the  same  time  iw  would 
make  its  appearance  in  certain  cases  where  it  is  now  absent,  such  as  in 
spherical  problems ;  and  its  presence  there  would  be  perfectly  natural 
4«r  being  the  area  of  the  unit  sphere. 

*[A8  thii  is  the  first  use  of  vectors  in  this  Reprint,  it  may  be  appropriately 
mentioned  here  that  the  algebra  and  analysis  of  vectors  is  introduced  very 
cpradoally.  At  first  the  same  type  was  used  both  for  vectors  and  scalars,  but  I 
tonnd  later  that  it  was  a  matter  of  some  practical  importance  to  facilitate  the 
reading  and  ease  the  stress  on  the  memory  by  employing  a  special  type  for  vectors. 
So,  the  German  type  used  by  MaxweU  beins  utterly  unpractical,  I  introduced 
Clarendon  type  for  the  parpose  in  the  Phil,  Juag.t  August,  1886,  and  later  papers, 
and  now  do  the  same  in  these  earlier  papers  to  harmonize.  It  will  be  found  to 
be  a  particularly  suitable  type,  being  very  neat,  easily  read,  and  well  adapted  for 
use  in  formnle  along  with  ordinary  type,  roman  and  italic.  When  only  the 
tensor  (or  size)  of  a  vector  is  concerned,  the  ordinary  type  is  used.  Thus  G  is  the 
tensor  of  0. 

In  MS.  work  special  letters  for  vectors  need  not  be  used,  but  ordinary  letters 
only.  The  tensor  may  then  be  Cq,  Or  the  letters  may  be  marked  in  some  con- 
ventional way  to  indicate  that  they  stand  for  vectors.  This,  of  course,  becomes 
when  the  MS.  is  to  be  "  copy  "  for  the  printer.] 


200  ELECTRICAL  PAPERS. 

To  show  that  the  idea  of  the  curl  is  not  without  practical  utility, 
even  to  non-mathematicians,  we  may  employ  the  process  to  find  the 
distribution  of  current  for  fresh  systems  of  magnetic  force,  starting  from 
the  one  already  treated.  Call  the  magnetic  force  of  a  straight  current 
B,  and  the  current  C,  this  being  now  the  current-density.  We  know 
that  47rO  =>  curl  of  B.  What  is,  next,  the  curl  of  C  ?  This  is  easily 
found.  Outside  the  wire  C  is  rUl,  therefore  so  is  its  curl.  Within  the 
wire  C  is  uniform,  so  that  its  curl  is  also  nil  there.  But  in  passing 
through  the  surface,  C  suddenly  changes  from  C  in  the  wire  to  0 
outside,  so  there  is  surface-curL    Let 
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pq  be  a  straight  line  upon  the  siirface  in  the  direction  of  C.  Let  the 
closed  curve  of  integration  be  the  rectangle  fghk^  consisting  of  two 
straight  lines  fg  and  ?ik  parallel  to  the  surface,  and  very  near  it,  with 
two  connecting  pieces  gh  and  kf;  and  let  the  rectangle  be  perpendicular 
to  the  surface.  We  have  to  find  the  line-integral  of  C  once  round 
fghk.  Evidently  the  portion  fg  contributes  fg  x  (7,  and  the  rest 
nothing;  the  connecting  pieces  because  they  are  perpendicular  to  C, 
the  other  because  it  is  outside  the  current.  Therefore  fg^C  is  the 
total  amount  of  the  curl  of  C  passing  through  the  rectangle,  i«.,  it 
is  of  strength  C  per  unit  of  length  along  pq.     Shorten  the  connecting 

gieces  indefinitely ;  we  have  still  the  same  result,  so  that  the  curl  of 
is  finally  a  vector  quantity  of  amount  C  per  unit  of  length  of  pq, 
drawn  upon  the  surface  at  right  angles  to  the  current.  Let  the  current 
go  from  right  to  left,  then  its  curl  is  directed  downwards  through  the 
paper,  that  is,  in  the  same  direction  as  the  magnetic  force.  The  same 
is  true  for  every  point  of  the  surface,  so  that  the  lines  of  the  curl  of  C 
are  circles  upon  the  surface,  centered  upon  the  axis. 

Let,  now,  C  represent  the  magnetic  force  in  a  new  system;  i.e.y  the 
magnetic  force  is  confined  to  the  space  within  a  long  cylinder,  and  is 
everywhere  parallel  to  its  axis,  and  of  imiform  intensity  C,  We  have 
found  the  curl  of  C,  so  we  know  the  corresponding  current  distribution. 
It  consists  of  a  cylindrical  current-sheet,  the  current  circulating  round 
the  axis,  its  amount  per  unit  length  of  cylinder  being  (7/4ir.  This  is 
the  case  of  a  long  solenoidal  coil  of  a  single  layer  of  wire ;  if  the  current 
per  unit  length  be  C,  the  magnetic  force  is  nil  outside,  and  of  uniform 
intensity  iirC  within,  parallel  to  the  axis.  Put  on  more  layers  of  wire, 
and  we  have  simply  to  add  on  the  additional  magnetic  force,  and  the 
result  is  that  the  magnetic  force  is  ivC  (where  C  is  the  total  current 
round  unit  of  length)  everywhere  inside  the  innermost  layer,  and  falls 
from  AirC  to  0  in  passing  through  the  layers  of  current  to  the  external 

space. 

For  another  example,  let  us  find  the  curl  of  the  current  in  the  last 
case.  Start  with  a  cylindrical  current  of  strength  Ci  per  unit  length, 
and  let  the  small  thickness  of  the  current  layer  be  ^  so  that  the  current- 
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density  is  C.    We  found  before  that  to  deduce  the  curl  of  a  vector  C, 
when  it  suddenly  changed  from  C  to  0  in  passing  through  a  surface,  we 
had  merely  to  turn  it  through  a  right  angle  upon  the  surface,  and  we 
obtained  the  new  vector.     The  direction  of  rotation  must,  however,  be 
carefully  attended  to.    If  we  look  down  upon  the  surface  beyond  which 
C  exists,  and  its  direction  is  as  shown,  then  its  curl,  D,  goes  from  left 
to  right     Now  our  current-sheet  has  two  surfaces,  inside 
and  outside.     In  passing  from  the  current  to  outer  space,     ^ 
we  therefore  rotate  one  way  through  a  right  angle,  thus 
bringing  us  parallel  to  the  axis ;  and  in  passing  from  the 
current  to  inner  space  we  rotate  the  other  way  through  a 

right  angle,  bringing  us  also  parallel  to  the  axis,  but      ^>D 

pointing  in  the  reverse  direction.    Since  we  get  the  same 

result  everywhere,  the  curl  of  C  consists  of  two  tubular  vector  systems 

separated  by  the  tiiickness  ^,  of  equal  strength,  but  oppositely  directed. 

If,  then,  C  represents  the  magnetic  force  in  a  new  system,  we  have 
the  following : — Two  thin  concentric  tubes,  distance  between  them  =  ^ 
with  a  current  of  total  strength 

C  X  27ra/4ir  =  \Ca, 

where  a  is  the  mean  radius  of  the  tubes,  straight  along  the  outer  .tube, 
returning  by  the  inner  one.  There  is  no  magnetic  force  within  the 
inner  or  without  the  outer  tube.  Between  them  the  magnetic  force 
is  in  circles  about  the  common  axis,  and  is  of  mean  strength  C, 

Further  application  of  the  same  process  only  gives  rise  to  repetitions 
in  a  more  complex  form  of  the  last  two  examples,  multiplications  of 
cylindrical  and  straight  tubular  currents  alternately,  and  we  need  only 
notice  the  first  of  the  series.  If  we  find  the  curl  of  the  current  in  the 
last  case,  and  then  transform  current  into  magnetic  force,  we  obtain 
four  cylindrical  current-sheets.  In  the  outer  and  innermost  the  current 
circulates  round  the  axis  one  way,  in  the  two  intermediate  the  other 
way.  The  magnetic  force  is  parallel  to  the  axis  between  the  first  and 
second,  and  also  between  the  third  and  fourth,  but  oppositely  directed, 
and  is  nil  everywhere  else. 

We  see  that  the  process  of  deriving  fresh  distributions  from  a  known 
one  by  curling  may  be  continued.  We  have  a  series  of  vector  systems, 
A,  B,  C,  etc.,  of  which  any  one  is  the  curl  of  the  preceding ;  and, 
tsikmg  any  one  to  represent  magnetic  force,  the  following  one  is  the 
corresponding  current,  excepting  a  constant  factor.  It  will  readily 
suggest  itself  that  the  series  may  be  continued  the  other  way.  This  is 
true,  but  is  not  so  easily  managed.  The  reverse  operation  to  finding 
the  curl  of  a  vector,  viz.,  to  find  the  vector  whose  curl  is  a  given  vector^ 
is  more  difficult  than  the  direct,  though  of  not  less  interest  or  importance. 
This  matter,  and  some  other  relations  between  current  and  magnetic 
force,  will  form  our  subject  later. 

Skction  II.    The  Potentials  of  Scalars  and  Vectors. 

In  the  preceding  section,  the  meaning  of  the  "  curl "  of  a  vector  was 
explained  and  illustrated  in  the  case  of  a  steady  current  in  a  long 
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straight  wire.  Also,  from  that  solution  were  derived,  by  the  Operation 
of  curling,  the  distributions  of  current  corresponding  'to  other  possible 
arrangements  of  magnetic  force.  We  now  come  to  some  other  properties 
of  magnetic  force  and  current,  and  more  generally  of  any  similarly 
related  vector  quantities.  To  fix  ideas,  let  B  be  a  possible  distribution 
of  magnetic  force,  and  C  the  corresponding  electric  current.  We  know 
that  C  =  curl  B/47r,  and  we  may  similarly  find  the  curl  of  C,  which  we 
may  call  D.     Thus, 

B  =  magnetic  force,  given. 

C  =  (47r)"i  curl  B  =  current,   )  i   i      ^ 
D  =  curie,  jdeaucea. 

Supposing,  however,  that  it  is  the  current  distribution  that  is  given, 
how  shall  we  find  the  magnetic  force  1  Considering  the  fundamental 
relation  only,  that  by  finding  the  line-integral  of  B  once  rawnd  any  axis 
we  get  47r  X  current-component  along  that  axis,  if  we  reverse  the  opera- 
tion we  discover  at  once  that  it  fails  to  work  in  a  suitable  manner.  We 
do  indeed  know  from  the  given  value  and  direction  of  the  current  at  a 
given  place  what  the  line-integral  of  magnetic  force  round  it  is,  but  that 
does  not  tell  us  the  magnetic  force  at  difierent  points  along  the  line  of 
integration.     Some  other  method  is,  therefore,  wanted. 

There  are  difierent  ways  of  obtaining  the  magnetic  force  from  the 
current.  We  shall  commence  with  that  one  of  them  which  has  the 
advantage  of  telling  us  immediately  in  a  great  many  cases  the  general 
nature  of  the  magnetic  force.  This  method  is  expressed  in  the  follow- 
ing statement : — The  magnetic  force  is  the  vector-potential  of  the  curl 
of  the  current.  Here  we  introduce  another  concept,  that  of  the  potential 
of  a  vector  quantity,  and  in  order  to  render  it  intelligible,  some 
explanation  becomes  necessary. 

The  meaning  of  potential  in  electrostatics  is  well  known,  therefore  we 
need  here  merely  remind  the  reader  that  the  potential  of  a  charge  e  at 
distance  r  therefrom  is  6/r,  where  we  suppose  «  to  be  at  a  point,  or,  at 
least,  within  a  very  small  space  surrounding  the  point  from  which  r  is 
measured.  It  is  the  work  that  must  be  done  to  bring  a  unit  charge 
from  an  infinite  distance  to  the  place  considered.  For  the  intensity  of 
electric  force  is  by  definition  ejr^,  and  the  work  done  in  bringing  a  unit 
charge  from  distance  r^  to  distance  r^  from  e  is 

Mean  force  x  distance  =  —  x  (r,  -  n )==  —  -  — : 

and  when  the  distance  r^  is  infinite,  the  work  becomes  simply  eJTy  The 
potential  of  any  system  of  free  electricity  is  the  sum  of  the  potentials  of 
the  elementary  charges  into  which  it  may  be  divided,  and  we  may 
write  it 

2?  =  ^  +  ^  +  ^+..., 

^      ^1      ^2      ^3 

e^,  «2»  •••  being  the  charges,  and  r,,  rg,  ...  their  distances  from  the  point 
where  the  potential  is  to  be  found.  The  electric  force  in  any  direction 
is  the  rate  of  decrease  of  the  potential  in  that  direction.    But  we  may 
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also  consider  it  as  the  snin  of  the  forces  due  to  the  elementary  charges. 

Here,  however,  we  must,  since  force  is  a  vector,  not  simply  add  the 
numerical  values  of  the  forces  together,  but  make  the  proper  allowance 
for  their  being  in  different  directions ;  that  is  to  say,  we  must  find  their 
resultant.  This  is  most  conveniently  expressed  by  saying  that  we 
find  the  vector  sum  of  the  separate  forces.  This  we  may  denote  by 
2(«/r2^ri,  where  e/r^f  the  intensity  of  force  due  to  the  charge  e,  is  multi- 
plied by  tj,  which  signifies  a  unit  vector  drawn  along  the  line  from  the 
charge  to  the  point  under  consideration,  thus  making  {e/r^)T.  be  the 
vedar  force  due  to  e.    The  sign  2  signifies  summation. 

Now,  in  finding  the  potential  of  a  vector  quantity,  such  as  current, 
we  add  together  the  potentials  of  the  elements  into  which  the  current- 
system  may  be  divided,  *.«.,  we  find  2C/r;  but  we  must  do  it  exactly 
as  in  the  last-mentioned  case  of  electric  force,  that  is,  find  the  vector 
sum.  Free  electricity  is  scalar  or  directionless,  and  so  is  its  potential, 
therefore  simple  addition  of  the  numerical  values  of  the  potentials  of 
the  elements  gives  the  value  of  the  whole  potential,  and  there  is  nothing 
else  to  consider.  But  if,  for  example,  one  current-element,  C,  is 
directed  from  right  to  left,  and  another  equal  one  from  left  to  right,  the 
sum  of  their  potentials  at  a  given  point  is  the  difference  of  their 
separate  potentials,  and  is  directed  parallel  to  the  greater. 

In  certain  cases,  however,  the  process  is  simplified.  In  a  straight 
current,  for  example,  the  current-elements  all  point  the  same  way ;  the 
potential  of  any  element,  C,  at  a  point  distant  r,  is  C/r,  and  is  parallel 
to  C ;  every  element  of  the  total  potential  is  parallel  to  G,  and  so  is 
the  total  potential,  and  its  value  is  the  scalar  siun  of  the  potentials  of 
the  elements.  We  should  therefore  find  the  potential  exactly  as  for 
free  electricity  occup3dng  the  same  space  as  the  current,  and  then  make 
it  a  vector  by  giving  it  direction  parallel  to  the  current.  Thus  the 
potential  of  a  system  of  parallel  straight  currents  at  any  point  is  a  vector 
drawn  from  that  point  parallel  to  the  current;  and,  in  general,  the 
potential  of  one  vector- system  is  another  vector-system.  To  distinguish 
it  from  ordinary  scalar  potential  it  is  sometimes  called  the  vector- 
potential.  In  the  same  way  as  we  represent  systems  of  magnetic  force 
or  current  by  means  of  lines,  we  may  represent  their  vector-potentials 
by  systems  of  lines,  the  direction  of  a  line  showing  that  of  the  vector- 
potential,  and  the  density  of  the  lines  its  magnitude  at  any  place. 

Thus  the  lines  of  vector-potential  of  a  straight  current  are  straight 
lines  parallel  to  it,  closely  packed  in  the  wire  and  near  it,  and  falling  off 
in  density  as  we  recede  from  the  wire,  according  to  the  logarithm  of  the 
distance. 

Consider  next  a  circular  current.  It  is  easily  seen,  in  the  first  place, 
that  the  vector-potential  at  any  point,  F,  upon  the  axis  of  the  circle  is 
nUy  for  all  the  current-elements  are  equidistant  from  P,  and  for  any 
element  pointing  one  way  there  is  just  one  other  (at  the  opposite  end 
of  the  diameter)  pointing  the  other  way,  so  that  the  vector-potential  of 
one  half  of  the  circular  current  is  annulled  by  that  of  the  other  half. 
Now,  let  P  be  no  longer  on  the  axis.  It  is,  consequently,  nearer  one 
side  of  the  circle  than  the  other.     The  vector-potential  of  the  nearer 
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side  preponderates,  and  the  result  is  a  vector  at  P  drawn  parallel  to  the 
nearest  part  of  the  circle.  Let  P  describe  a  circle  about  the  axis, 
parallel  to  the  current ;  at  every  point  of  this  circle,  from  symmetry, 
the  same  statement  holds  good,  consequently  the  circle  described  by  P 
is  a  line  of  vector-potential.  Thus  the  lines  of  vector-potential  of  a 
circular  current  are  parallel  circles,  centred  upon  the  axis,  closely 
packed  in  the  current  and  close  around  it,  and  falling  off  in  density  both 
towards  the  axis  in  the  neighbourhood  of  the  circle,  and  away  from  it 
outside  it. 

If  the  current  flows  in  a  plane  sheet,  the  current  lines  are  closed 
curves  in  the  sheet.  The  lines  of  vector-potential  must  be  in  planes 
parallel  to  the  sheet,  since  there  is  no  current  perpendicular  to  it^  and 
they  are  also  closed  curves. 

In  all  cases  we  may  find  the  vector-potential  by  means  of  three  scalar 
sums  instead  of  the  vector  sum;  this  is  most  conveniently  done  by 
forming  the  scalar  sums  of  the  components  in  three  rectangular 
directions,  and  then  compounding  them.  But^  though  convenient  for 
calculations,  this  method  often  very  much  obscures  the  matter  under 
consideration. 

Now,  we  stated  that  the  magnetic  force  was  the  vector-potential  of 
the  curl  of  the  current  Take  a  straight  current,  for  instance.  As 
explained  in  the  last  section,  the  curl  of  the  current  is  confined  entirely 
to  the  surface  of  the  wire,  its  strength  is  numerically  equal  to  the 
current  density,  and  its  direction  is  perpendicular  to  the  current,  so 
that  the  lines  of  the  current-curl  are  equidistant  circles  on  the  surface, 
enclosing  the  current.  From  symmetry,  together  with  the  late  remarks 
on  the  vector-potential  of  a  circular  current,  we  see  that  the  vector- 
potential  of  the  curl  of  the  current  is  also  in  circles,  in  planes  perpen- 
dicular to  thb  axis,  and  centred  thereon — that  this  must  be  the  case 
both  within  and  without  the  wire,  and  that  they  must  be  closely  packed 
near  the  surface,  and  fall  off  in  density  both  ways,  i.e.,  towards  the  axis 
within  the  wire,  and  from  it  outside.  These  characteristics  will  be 
readily  recognised  to  be  those  of  the  magnetic  force  of  a  straight 
current. 

Again,  consider  a  current-system  in  a  plane  sheet,  and  derive  the 
general  nature  of  the  magnetic  force  as  far  as  we  can.  The  current- 
density  is  supposed  to  be  constant  through  the  small  thickness  of  the 
sheet,  so  that  the  current  has  no  curl  within  the  sheet  and  parallel 
thereto.  But  the  current  will  in  general  vary  from  place  to  place  in 
the  plane  of  the  sheet ;  it  has,  therefore,  curl  perpencficular  to  it,  to  be 
found  by  the  line-integral  of  the  current  round  a  small  area  in  its  plane. 
This  curl  is  a  vector  drawn  perpendicular  to  the  sheet,  at  some  places  it 
may  be  from  the  -f-  side,  at  other  places  from  the  -  side.  Its  vector- 
potential  is  the  component  of  magnetic  force  perpendicular  to  the  sheet, 
and  we  see  immediately  that  it  has  the  same  strength  and  direction  at 
corresponding  points  on  opposite  sides,  and  that  it  is  continuous  at  the 
sheet  itself.  If  to  the  sheet  on  one  side,  it  is  from  the  sheet  at  the 
nearest  point  on  the  other  side.  But,  besides  this,  there  is  the  surface- 
curl  of  the  current  to  be  considered.    As  explained  in  the  last  section. 
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it  is  got  by  taming  the  vector  representing  the  current-density  through 
a  right  angle  upon  the  surface.  Since  the  sheet  has  two  sides,  we  have 
two  systems  of  surface-curl,  both  exactly  alike,  but  oppositely  directed. 
The  lines  of  surface-curl  intersect  the  current-lines  at  right  angles. 
The  vector-potential  of  this  double  system  is  the  component  of  magnetic 
force  parallel  to  the  sheet  Now,  on  either  side  of  the  sheet,  the 
nearer  side  preponderates  over  the  other  in  contributing  to  the  vector- 
potential,  and  since  the  surface-vectors  only  differ  in  being  oppositely 
directed,  it  follows  that  the  vector-potential  is  numerically  the  same  at 
corresponding  points  on  the  +  and  -  sides,  but  oppositely  directed. 
Thus  there  is  a  remarkable  difference  between  the  components  of 
magnetic  force  perpendicular  and  parallel  to  the  sheet.  The  former  is 
continuous,  the  latter  discontinuous,  as  may  be  thus  diagrammatically 
represented : — 


I 


1 


NormaL  Tangential. 

Returning  now  to  the  general  relations,  it  will  be  observed  that 
whilst  D,  the  curl  of  the  current,  is  derived  from  B,  the  magnetic  force, 
by  double  curling  (with  division  by  47r),  on  the  other  hand  B  is  derived 
from  D  by  finding  its  vector-potential.  That  is  to  say,  the  operation  of 
finding  the  vector-potential  is  exactly  annulled  by  double  curling  and 
division  by  iv  (the  last  operation  being  a  question  of  units).     Thus, 

4irD  =  curl  curl  potential  D. 

This  suggests  that  if  we  form  a  new  vector,  viz.,  the  vector-potential 
of  C,  Us  cm  will  be  the  magnetic  forca  Thus,  calling  the  new  vector 
A,  and  at  the  same  time  introducing  another  vector  E  at  the  other  end 
of  the  series,  we  have 

A = potential  of  C. 

B  =  curl  A  =  potential  of  D  =  magnetic  force. 

C  =  (4ir)"^  curl  B  =  potential  of  E  =  current. 

D  =  curlC. 

E=:curID. 

Of  the  series,  only  B  and  C  represent  quantities  having  undoubted 
existence  as  physical  realities ;  the  rest  are  purely  concepts.  But  the 
last  introduced  quantity  A,  the  vector-potential  of  the  current,  is  of  as 
much  importance  in  electromagnetism  as  the  potential  of  free  electricity 
is  in  electrostatics,  being  in  fact  its  exact  counterpart.  D  is  also  very 
useful  sometimes ;  the  rest  of  the  possible  series  up  or  dbwn  cannot  be 
said  to  be  more  than  curiosities.  A  is  found  from  the  current- 
distribution  in  an  analogous  manner  to  scalar  potential  from  free 
electricity,  only  compounding  the  component  parts  like  velocities,  or 
taking  the  vector  sum  instead  of  the  scalar  sum.     And  as  we  derive 
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electric  force  from  the  static  potential  by  finding  the  direction  in  which 
the  potential  decreases  fastest,  and  the  rate  of  its  decrease,  the  former 
giving  the  direction  and  the  latter  the  magnitude  of  the  electric  force, 
so  we  derive  magnetic  force  from  the  vector-potential  of  the  current  by 
curling,  that  is,  by  finding  the  direction  of  the  axis  round  which  the 
line  integral  of  the  vector-potential  is  greatest,  and  its  amount;  the 
first  being  the  direction  of  the  magnetic  force,  the  second  proportional 
to  its  magnitude.  This  is  the  most  usual  way  in  electromagnetic 
investigations ;  it  does  not,  however,  usually  give  so  much  information 
without  calculation  as  the  method  previously  described,  as  may  be 
illustrated  in  the  case  of  a  straight  current. 

If  we  have  found  the  vector-potential  of  a  current-system,  we  know 
the  magnetic  force,  viz.,  its  curl.  But  it  is  also  the  vector-potential  of 
the  curl  of  current,  so  we  have 

B  =  curl  potential  C  =  potential  curl  C. 

Thus  the  two  operations  of  curling  and  finding  the  potential  are 
reversible,  or  rather  commutative.     This  putting  the  cart  before  the 
horse  is  a  slight  change  only  in  words,  yet  makes  a  vast  difference  when 
we  come  to  carry  it  out,  although  the  final  result  is  the  same. 
From  this  commutative  property  we  have 
47rC  =  curl  curl  potential  C, 
=  curl  potential  curl  C, 
=  potential  curl  curl  C,  =  potential  E. 

As  may  be  seen  from  the  last  list,  the  whole  series  from  A  to  E  is 
involved  in  the  above,  which  is  the  expression  of  a  characteristic 
property  of  the  class  of  functions  to  which  magnetic  force  and  current 
belong.  They  have  all  the  property  of  continuity  which  distinguishes 
the  electric  current,  viz.,  that  of  flow  in  closed  paths  like  an  incom- 
pressible fluid.  It  is  of  the  greatest  assistance  to  conceive  them  as 
fluxes  like  the  current,  not  merely  as  quantities  having  certain  values 
at  certain  places.  Given  one  of  them,  and  then  forming  the  others,  any 
one  of  them  may  be  taken  to  represent  a  possible  system  of  either 
current  or  magnetic  force. 

The  vector-potential  A,  for  instance,  of  a  straight  current  C  is  a  flux 
parallel  to  the  current,  its  strength  proportional  to  C  log  (a/r),  where  a 
is  a  constant,  and  r  the  distance  from  the  axis.  Let  this  flux  A  be  a 
system  of  magnetic  force ;  its  curl  is  the  corresponding  current,  which 
must  therefore  be  B ;  or  the  lines  of  current  flow  are  exactly  those  of 
the  magnetic  force  of  a  straight  current. 

Similarly,  if  we  find  the  vector-potential  of  B,  say  Aq,  we  know  that 
its  curl  is  proportional  to  A,  so  that  if  Aq  represent  magnetic  force,  the 
corresponding  current  is  proportional  to  C  log  {air).    And  so  on. 

Section  III.    Connected  General  Theorems  in  Electricity 

AND  Magnetism. 

In  mathematical  investigations  relating  to  electromagnetism,  it  often 
happens  that  the  equations  assume  such  a  very  complex  form  that  the 
real  meaning  of  the  relations  expressed  by  them  becomes  hidden  away. 
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as  it  were,  beneath  a  tangled  mass  of  2;,  y,  s^b,  and  can  only  be  recognised 
by  groping  about  from  one  equation  to  another,  comparing  them, 
selecting  certain  equations  as  important,  rejecting  others  as  needless, 
and,  finally,  from  the  few  selected  main  equations,  serving  as  successive 
stepping-stones,  determining  the  essential  nature  of  the  relations  under 
investigation.  That  there  are  so  many  quantities  involved  in  electro- 
magnetism  is  one  reason  for  this  complexity  and  obscurity,  but  it  is 
immensely  increased  by  the  circumstance  that  they  are  usually  vectors, 
or  directed  quantities,  requiring  three  specifications,  instead  of  the  one 
which  is  sufficient  for  a  scalar  quantity ;  and  from  the  ordinary  Xy  y,  z 
system  only  recognising  magnitudes ;  so  that  a  set  of  three  equations  is 
required  to  fully  exhibit  a  single  relation  between  a  pair  of  vectors. 
Thus  we  may  say,  in  words,  that  the  current  is  the  curl  of  the  magnetic 
force,  but  if  we  have  to  express  this  symbolically  we  require  three 
equations,  which  express  the  same  thing  for  the  components  in  three 
rectangular  directions. 

A  very  remarkable  system  of  mathematics  was  invented  by  Sir  W. 
Hamilton,  called  Quaternions,  which  may  be  described  as  the  calculus 
of  vectors.  Owing  to  the  universal  presence  of  vectors  in  physical 
science,  it  is  exactly  fitted  to  express  physical  relations.  Instead  of 
breaking  up  vectors  into  three  components,  working  with  them  as 
scalars,  and  then,  when  required,  compounding  them  again  to  get  back 
to  vectors  (a  most  roundabout  method),  in  the  calculus  of  vectors  we 
may  fix  our  attention  upon  the  vectors  themselves,  and  work  with  them 
direct  One  equation  takes  the  place  of  three.  Investigations  are 
greatly  shortened.  The  real  relations  between  the  quantities  are  not 
lost  sight  of,  and  this  again  serves  to  annihilate  a  lot  of  useless  work 
that  might  be  done  in  the  scalar  system  owing  to  obscurity. 

The  calculus  of  Quaternions  ought  then,  one  would  say,  to  speedily 
supplant  the  ordinary  methods  in  physical  applications ;  in  fact,  it 
should  have  done  so  already.  But  it  has  not.  Does  this  arise  from 
mere  Conservatism — the  hatred  of  having  to  leave  the  old  ways  even 
for  better  9  Although  this  may  be  partly  true,  it  cannot  be  the  whole 
truth.  Against  the  above  stated  great  advantages  of  Quaternions  has 
to  be  set  the  fact  that  the  operations  met  with  are  much  more  difficult 
than  the  corresponding  ones  in  the  ordinary  system,  so  that  the  saving 
of  labour  is,  in  a  great  measure,  imaginary.  There  is  much  more 
thinking  to  be  done,  for  the  mind  has  to  do  what  in  scalar  algebra 
is  done  almost  mechanically.  At  the  same  time,  when  working  with 
vectors  by  the  scalar  system,  there  is  great  advantage  to  be  found  in 
continually  bearing  in  mind  the  fundamental  ideas  of  the  vector  system. 
Make  a  compromise;  look  behind  the  easily-managed  but  complex 
scalar  equations,  and  see  the  single  vector  one  behind  them,  expressing 
the  real  thing. 

An  easily-grasped  example  of  the  importance  of  considering  the 
vector  ItseLT  may  be  here  given.  In  a  field  of  electric  force,  what 
relation  does  the  total  amount  of  force  passing  outward  through  a 
completely  closed  surface  bear  to  the  amount  of  free  electricity  enclosed 
by  it  f    Consider  a  single  charge  e  within  the  surface.    By  definition. 
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the  electric  force  is  radial,  of  strength  e  4-  r'  at  distance  r ;  and  since 
ivr^  is  the  area  of  the  spherical  surface  of  radius  r,  the  total  force 
through  it  is  {e -i- r^)  x  ivr^  =  4ve.  This  is  perfectly  clear  when  the 
closed  surface  is  that  of  a  sphere,  and  the  charge  is  at  its  centre.  But 
put  the  charge  at  some  other  part  of  the  enclosed  space.  The  force  is 
now  of  different  strength  at  different  pajts  of  the  surface ;  and,  more- 
over, it  does  not  go  straight  through,  perpendicular  to  it,  and  it  is  quite 
a  complex  matter  to  sum  up  the  total  force  by  algebraical  methods. 
But  if  we  fix  our  attention  upon  the  system  of  force,  which  we  may  do 
by  imagining  a  set  of  equably  distributed  radial  lines  drawn  from  the 
charge,  inseparably  connected  with  it,  we  see  at  once  that  the  same 
amount  of  force  as  before,  viz.,  iire,  goes  through  the  spherical  surface 
at  whatever  part  of  the  enclosed  space  the  charge  may  be  placed,  just  as 
the  same  amount  of  light  would  come  from  a  candle  substituted  for  the 
charge;  and,  moreover,  that  the  same  is  exactly  true  for  any  other 
closed  surface,  however  complex  its  form  may  be,  and  however  many 
times  a  radius  drawn  from  the  charge  cuts  the  surface  before  finally 
emerging  never  to  enter  again.  The  only  essential  thing  is  that  the 
surface  must  enclose  the  charge.  Now  this  being  true  for  one  charge  is 
true  for  any  number,  so  that  the  total  amount  of  force  passing  out 
through  a  closed  surface  is  always  iw  x  total  charge  within,  however 
it  may  be  distributed. 

If  the  surface  be  unclosed,  we  may,  in  the  case  of  a  single  charge, 
substitute  for  it  a  portion  of  a  spherical  surface  bounded  by  the  same 
lines  of  force,  whence  it  follows  that  the  amount  of  force  passing  through 
the  unclosed  surface  is  iire  x  ratio  of  area  of  the  portion  of  spherical 
surface  to  the  whole,  that  is,  e  x  solid  angle  subtended  at  e  by  the  line 
bounding  the  unclosed  surface,  by  the  definition  of  a  solid  angle. 

An  immediate  consequence  is  that  the  electric  force  at  the  surface  of 
a  charged  conductor  is  47r<r,  where  <r  is  the  surface-density.  For,  by 
the  foregoing,  iirar  is  the  amount  of  force  coming  from  unit  of  area 
of  the  surface.  Now  there  is  no  force  within  the  surface,  otherwise 
there  could  not  be  equilibrium,  therefore  47rcr  is  the  external  force; 
it  is  perpendicular  to  the  surface,  because  if  it  were  not,  there  would  be 
force  along  the  surface,  which  is  against  equilibrium  again. 

Besides  the  complexity  above  referred  to,  there  is  in  general  working 
a  frequent  repetition  of  the  same  succession  of  operations  in  different 
places.  These  operations  may  themselves  be  of  a  complex  nature,  yet, 
if  they  are  carried  out  in  one  investigation,  the  results  may  be  trans- 
ferred to  another,  perhaps  relating  to  a  quite  different  matter.  Hence 
the  utility  of  general  theorems.  The  three  allied  theorems  which  we 
will  now  discuss  are  of  great  assistance  in  electricity  and  magnetism. 
Analytical  proofs  of  them  may  be,  and  are  given,  which  are  only  to 
be  followed  with  some  difficulty,  especially  as  regards  Theorem  (B) 
below;  one  I  have  seen  in  a  German  work  of  Theorem  (A),  which 
is  comparatively  simple,  was  about  six  pages  long.  This  is  by  no 
means  necessary,  for  without  losing  the  character  of  exactness,  the 
demonstrations  may  be  given  in  words;  although  in  the  final  expression 
of  the  theorems  symbols  are  desirable. 
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(A.)  Theorem  of  Divergence. — The  first  theorem  relates  to  the  surface- 
integral  of  a  vector  over  a  closed  surface,  and  we  require  to  substitute 
for  it  a  volume-integral  taken  throughout  the  enclosed  space.  We  have 
already  had  one  example  of  this,  viz.,  for  electric  force ;  the  quantity 
integrated  throughout  the  space  being  iirp,  where  p  is  the  volume- 
density  of  electricity.  We  now  require  it  in  a  more  general  form, 
applicable  to  any  vector.  But,  to  fix  ideas,  we  may  conveniently  think 
of  electric  force.  What  we  really  require  is  the  excess  of  the  amount  of 
force  leaving  the  surface  at  some  places  over  that  entering  it  at  other 
places.  We  may  go  all  over  the  surface,  dividing  it  into  little  bits,  find 
the  fiow  through  each  little  bit,  and  add  the  results  together.  If  B  is 
the  force,  dS  an  element  of  surface,  e  the  angle  between  B  and  the 
normal  outwards,  the  force  through  dS  is  B  cob€ dS,  and  the  surface- 
integral  is  lli^coscc^S  over  the  whole  surface.     We  now  require  to 

express  this  in  the  form  of  a  volume-integral  taken  throughout  the 
enclosed  space. 

In  the  first  place,  we  may  easily  prove  that  this  is  capable  of  being 
done.  For  divide  the  volume  V  into  two  parts,  V^  and  Fg-  The  act  of 
division  creates  a  fresh  surface,  or,  rather,  a  pair  of  twin  surfaces,  born 
at  identically  the  same  moment,  like  +  and  -  electricity.  Now 
consider  the  integrals  of  the  vector  over  the  two  complete  surfaces  of  F^ 
and  F'g.  The  surface-integral  over  F^  consists  of  the  integral  over  that 
portion  of  the  surface  of  F  which  the  piece  F^  possesses,  and  of  the 
integral  over  the  new  surface,  one  of  the  twins.  Similarly,  the  integral 
over  surface  of  F2  consists  of  the  integral  over  the  other  portion  of  the 
surface  of  F,  and  of  the  integral  for  the  other  twin.  Now  regard  only 
the  twin  surfaces.  Put  the  surfaces  together,  so  as  to  get  the  original 
volume;  the  two  integrals  for  the  twins  are  exactly  equal,  for  the 
surfaces  coincide.  But  they  are  reckoned  positively  in  opposite  direc- 
tions ;  therefore,  by  addition,  they  cancel.  Therefore  the  integral  over 
the  closed  surface  of  F  equals  the  sum  of  the  two  surface-integrals  over 
the  complete  surfaces  of  the  two  pieces  F^  and  Fo  into  which  we  divided 
F.  The  same  thing  is  obviously  true  if  we  divide  each  of  our  two 
volumes  into  two  more ;  the  original  integral  now  equals  the  sum  of 
the  four  complete  surface-integrals,  the  newly  created  twin  integrals 
always  cancelling  when  taken  together.  And  since  this  may  be  carried 
on  to  any  extent,  we  may  divide  the  volume  F  into  an  indefinitely  great 
number  of  elements,  each  =  dFy  and  our  surface-integral  is  exactly 
equal  to  the  sum  of  all  the  surface-integrals  outwards  over  the  complete 
surfaces  of  all  the  elementary  volumes.  Thus  the 
volume-integral  is  possible;  and  further,  we  know 
what  the  element  of  the  volume-integral  is.  It  is  the 
integral  of  force  outward  over  the  surface  of  the  ele- 
ment of  volume.  _ 

It  now  only  remains  to  put  this  element  of  the  ^ 

volume-integral  into  a  symbolical  form  in  terms  of  the  force.      Let 
the  element  of  volume  be  a  cube,  edges  dx,  dy,  and  dz.    Let  X,  F,  Z 
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be  the  components  of  B  at  the  comer  where  (fe,  dy,  and  dz  meet. 
The  amount  of  force  leaving  the  cube  ia  the  sum  of  the  six  amounts 
leaving  it  through  the  six  plane  faces ;  each  of  these  is  force  x  surface, 
therefore  they  are 


-  Xdydz     and      (x+  ^dz\dydz. 


-  rdzdx     and 


-Zdxdy     and       (Z  +  -^z\dzdy. 
Adding  these  together,  we  get 

where  dV=dxdydz^  the  element  of  voluma  This  is  the  element  of  the 
volume-integral ;  consequently  we  have 

for  the  complete  expression  of  the  theorem.  The  left  side  is  the  integral 
of  B  over  the  surface  of  V\  the  right  side  is  the  equivalent  volume- 
integral,  to  be  extended  throughout  V. 

Although  we  have  spoken  of  force,  it  is  true  for  any  vector.  K  B  is 
the  velocity  of  an  incompressible  fluid  at  any  point,  and  X,  F,  Z  its 
components,  then,  since  the  same  quantity  of  fluid  must  enter  as  leaves 
any  closed  surface,  the  surface-integral  is  nt/,  and 

dX    dY    dZ  _  n. 

dx     dy     dz 

is  true  everywhere.  This  is  the  equation  of  continuity.  If  B  is  current- 
density,  the  same  equation  is  true.  If  B  is  electric  force,  the  same 
equation  applies  wherever  there  is  no  electrification. 

Where  there  is  electrification,  let  p  be  its  volume-density,  thenp(iF' 
is  the  amount  within  the  element  of  volume  dV,  We  know  that  4ir 
times  this  is  the  surface-integral  of  force  over  the  element.  Con- 
sequently, 

or  47r   =^+^+^- 

dx     dy     dz  ' 

which  is  the  general  relation  between  electric  force  and  electrification. 
Now,  when  />  is  -,  lines  of  force  converge  to  the  element,  whence 

—  '^—■\-—\  was  called  by  Maxwell  the  "convergence"  of  the 

vector  B.  Electric  force  has  no  convergence  save  where  there  is  electri- 
fication ;  on  the  other  hand,  electric  currents  have  no  convergence  any- 
tohere,  neither  has  their  magnetic  force,  nor  their  vector-potential,  nor 
any  of  the  quantities  considered  in  Section  II. 
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(B.)  Theorem  of  Fersion. — We  now  come  to  unclosed  surfaces,  or 
surfaces  bounded  by  a  closed  curve.  If  we  take  any  closed  curve,  then, 
by  Theorem  (A),  the  surface-integral  of  electric  force  over  any  two 
surfaces  bounded  by  the  curve  is  the  same,  provided  there  be  no  free 
electricity  between  them,  the  integrals  being  reckoued  in  the  same 
direction  through  the  curve.  And  this  is  true  for  any  vector-quantity 
which  has  no  convergence.  The  surface-integral  thus  depends  on  the 
form  of  the  bounding  curve  only,  and  we  may  naturally  expect  that  it 
can  be  put  in  the  form  of  a  line-integral  taken  round  the  curve.  But  it 
is  convenient  for  the  demonstration  to  commence  with  the  line-integral. 
Let  B  be  any  vector,  which  we  may  now  consider  as  magnetic  force ; 
the  line-integral  of  B  once  round  the  closed  curve  is  then  the  amotmt  of 
work  done  by  the  magnetic  force  on  a  unit  magnetic  pole  when  it  is 
caused  to  move  once  round  the  curve.  If  ds  is  an  element  of  the  curve, 
the  work  for  the  path  ds  ia  ds  x  component  of  force  along  ds,  or 
B  coB€ ds,  where  €  is  the  angle  between  B  and  ds;  consequently,  the 

line-integral  is  expressed  by  \R  cos  €ds.     We  require  now  to  express 

this  in  the  form  of  an  equivalent  surface-integral  of  another  vector  over 
any  surface  bounded  by  the  curve,  and  to  find  what  relation  the  new 
vector  bears  to  B. 

The  proof  that  the  surface-integral  is  always  possible  is  easy. 
Imagine  any  surface  S  bounded  by  the  closed  curve.  As  in  the  first 
theorem  we  divided  the  volume  we  started  with  into  two,  so  now  we 
divide  the  surface  S  into  two,  S.  and  S^  by  means  of  a  line  joining  any 
two  points  of  the  boundary  of  S.  We  thus  form  two  closed  curves, 
each  having  the  new  line  in  common.  Now  reckon  the  line-integral  of 
force  once  round  both  of  the  closed  curves,  rotating  the  same  way.  In 
going  round  the  first  we  move  one  way  along  the  common  path,  and  in 
going  round  the  second  we  move  the  other  way ;  therefore,  the  sum  of 
the  two  integrals  is  equal  to  that  round  the  original  closed  curve,  for 
the  integrals  for  the  common  portion  cancel  when  added.  This  device, 
which  is  due  to  Ampere,  may  be  naturally  extended.  Divide  the  whole 
area  S  into  an  indefinitely  great  number  of  elements,  dS ;  find  the  line- 
integral  round  every  element,  add  together  all  the  results,  and  the  sura 
is  equal  to  the  line-integral  once  round  the  bounding  curve  of  S,  owing 
to  ail  the  inner  line-integrals  cancelling.  The  direction  of  rotation 
must,  of  course,  be  the  same  for  every  element  of  surface.  The 
elementary  part  of  the  equivalent  surface-integral  is,  therefore,  nothing 
more  than  the  line-integral  of  B  round  an  element 

of  surface.     To  find  the  exact  relation  between  this  ^ 

and  B,  it  is  best  to  suppose  in  the  first  place  that  .       r            I     i 
the  surface  S  is  made  up  entirely  of  plane  portions,  Tjl  J 

all  of  which  are  either  parallel  to  the  planes  of  y,z,  '  "^  | |     ^ 


OT  of  z,Xy  or  of  x,y.     Take  an  element  parallel  to  the 
plane  of  y,z;  axis  along  z.     The  +  direction  of  rota-  ^'^ 

tion  is  right-handed,  and  the  +  direction  of  x  down- 
wards through  the  paper.     Now,  X,  Y,  Z  being  the  components  of  B 
at  the  comer  P,  we  have  nothing  to  do  with  the  component  X,  because 


c 
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it  is  at  right  angles  to  the  closed  cun^e.  The  integrals  for  the  four 
sides  of  the  square  are,  starting  from  P, 

Vdy,     (^Z+^df^dz,      -{Y+^z\dy,      -Zdz, 

Adding  these  all  together  we  get  simply 

V  -  -^  yydz  =  X^dydz,  say. 

Similarly,  the  line-integrals  round  elements  of  surface  dzdx  and 
dxdy  are 

f  -T^  -  -T-  \dzdx  =  Y^dzdXy  say,      and      (--= —  -j-  \dxdy  =  Z^dxdy^  say. 

If,  then,  we  assume  X^,  Y^  Z^  to  be  the  components  of  a  new  vector 
Rj,  we  have  line-integral  of  B  =  surface-integral  of  E^,  provided  that 
the  surface  is  made  up  as  above  stated. 

But  if  we  differentiate  the  three  components  of  B^  to  :r,  ^  and  z,  and 
then  add  the  results,  we  find 

^  +  ^  +  ^1  =  0, 
dx       dy       dz 

which  shows  that  the  new  vector  has  no  convergence  anywhere,  and 
consequently  its  surface -integral  over  any  surface  bounded  by  the  closed 
curve  is  the  same.  Consequently,  the  theorem  (attributed  to  Stokes)  is 
proved  for  any  surface.     We  may  write  it  simply 

liJcos€(f5=  lli?iCOS€j(;?iS', (B) 

the  left  side  being  the  line-integral  of  B,  the  right  the  surface-integral 
of  B^ ;  €  the  angle  between  B  and  the  element  of  curve  ds ;  €,  the  angle 
between  B^  and  the  normal  to  the  surface-element  dS ;  and  tne  relation 
between  the  components  of  B^  and  those  of  B  being  those  above  given. 

If  B  is  magnetic  force,  Bj  is  iir  x  current-density. 

If  B  is  the  vector-potential  of  current,  B^  is  magnetic  force.  And,  in 
general,  Bj  is  the  curl  of  B. 

(C.)  Theorem  of  Slope. — There  is  yet  one  more  connected  theorem, 
which  relates  to  unclosed  curves.  If  a  vector,  B,  has  no  curl,  the  line- 
integral  once  round  any  closed  curve  is  zero,  by  the  last  theorem. 
Such  a  vector  is  electrostatic  force.  Taking,  then,  two  points  A  and  Z 
on  the  closed  curve,  the  line -integral  of  B  from  ^  to  ^  by  one  path  is 
cancelled  by  that  from  -^  to  -^  by  another ;  or  the  line-integral  of  E 
from  A  to  Z  is  the  same  along  any  path ;  it  therefore  depends  only 
upon  the  position  of  A  and  Z,  the  common  terminations  of  the  paths. 
Let,  then,  at  every  point  of  space  the  value  of  a  scalar  quantity  P  be 
given,  its  values  at  A  and  Z  being  P^  and  Fg^  and  similarly  for  any 
other  point.  Divide  any  line  joining  A  and  Z  into  pieces  AB,  BCy 
CD,  etc.,  FZ,    Then,  evidently, 

or  the  difference  in  the  values  of  P  at  ^  and  Z  =  sum  of  the  differences 
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for  all  the  pieces  into  which  the  whole  path  AZ  is  broken.  P^  -  Fg  is, 
therefore,  expressible  as  a  line-integral  along  the  path;  if  ds  is  an 
element  thereof,  the  element  of  the  integral  is 

\        as  J  as 

Consequently, 

Pj-P,^{'  ^^ds^{'Bcos€ds (C) 

This  theorem  is  sufficiently  obvious.  It  is  added  for  the  sake  of 
completeness.  If  F  be  the  electrostatic  potential,  B  is  the  electric  force, 
and  its  component  in  any  direction  8  is  -  dF/ds,  If  F  be  the  magnetic 
potential  of  electric  currents  B  is  the  magnetic  force,  provided  that  the 
line  of  integration  does  not  pass  through  electric  current.  For  the 
magnetic  force  has  no  curl  where  there  is  no  current.  Magnetic  force 
is,  therefore,  derivable  from  a  scalar  potential,  like  electrostatic  force, 
everywhere  except  where  there  is  current.  But  it  must  be  added  in 
this  case  that  P^  -  Fg  is  only  the  same  for  the  two  paths,  provided  they 
do  not  embrace  a  current,  for  if  they  do,  the  line-integral  of  magnetic 
force  once  round  the  closed  curve  formed  by  the  two  paths  will  equal 
the  surface-integral  of  the  curl  of  the  magnetic  force  over  any  surface 
bounded  by  the  curve,  and  this  surface  will  have  current  through  it  at 
some  places,  and  there  the  curl  is  not  zero,  but  47r  x  current-density. 

A  comparison  of  the  three  theorems  is  instructive.  Starting  with 
the  third  theorem  (C),  we  find  that  the  difference  in  the  values  of 
a  scalar  function  at  the  two  points  =  line-integral  of  a  derived  vector 
along  any  connecting  line. 

Join  the  points  by  a  second  line,  thus  forming  a  closed  curve,  and  the 
second  theorem  (B)  tells  us  that  the  line-integral  of  a  veciar  once  round 
it  =  surface-integral  of  a  related  vector  over  any  surface  bounded  by  it. 

Lastly,  let  two  surfaces  have  the  same  bounding  curve,  so  that,  taken 
together,  they  form  a  closed  surface ;  the  first  theorem  (A)  tells  us  that 
the  surface-integral  of  a  vector  over  it  =  volume-integral  of  a  related 
scalar  throughout  the  enclosed  space. 

Here  we  stop.  Space  has  but  three  dimeusions,  and  we  cannot  make 
a  fourth  to  please  anybody.  Starting  with  a  scalar  for  points,  we  have 
vectors  for  lines  and  surfaces,  and  a  scalar  again  for  a  volume.  I  am 
not  able  to  fathom  the  nature  of  the  corresponding  magnitude  to  be 
integrated  in  four  dimensions,  but  probably  it  does  not  matter. 

Section  IV.  The  Characteristic  Equation  of  a  Potential,  and 

ITS  Solution. 

In  sections  I.  and  II.  we  have  explained  the  nature  of  two  operations 
of  frequent  occurrence  in  electromagnetism,  viz.,  from  a  given  vector- 
function  to  derive  its  "  curl,"  and  also  to  find  its  vector-potential ;  and 
some  of  the  relations  of  these  functions  were  mentioned.  But  that  was 
for  descriptive  purposes  merely  ;  the  only  proof  that  curling  the  mag- 
netic force  gave  rise  to  the  current  was  that  derived  from  the  known 
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magnetic  force  of  a  straight  current,  together  with  the  assumption  of  a 
certain  distribution  of  force  within  the  current  itself. 

We  have  now,  to  make  the  matter  a  little  more  complete,  to  prove 
that  the  properties  ascribed  to  the  vector-potential  of  current  and  its 
curl  are  really  true,  and  to  further  develop  them.  It  need  not  be 
thought  that  a  knowledge  of  mathematical  analysis  of  a  high  order  is 
required,  for  it  so  happens  that  nearly  the  whole  of  investigations  in 
electromagnetism  (although  they  may  be  of «  very  involved  nature,  the 
causes  whereof  were  briefly  alluded  to  in  Section  UL)  are,  when  resolved 
into  their  simplest  forms,  merely  the  application  in  various  shapes  of 
the  three  theorems  given  in  Section  III.;  and  these  theorems  are  of  such 
a  nature  that  they  may  be  reasoned  out  mentally,  without  symbolical 
aid  save  for  final  expression ;  and,  in  fact,  in  thinking  them  out  in  this 
way  we  may  obtain  a  far  clearer  conception  of  what  the  theorems  really 
mean  than  by  working  them  out  analytically,  blindfolding  the  mind,  so 
to  speak,  and  working  mechanically.  No  disparagement  is  intended  of 
strictly  symbolical  demonstrations,  or  of  the  laboui*s  of  the  great  mathe- 
matical electricians.  To  use  a  simile  which  may  be  readily  applied, 
when  once  a  bold  explorer  has  reached  the  top  of  a  hitherto  inaccessible 
mountain,  by  circuitous  paths  and  with  the  expenditure  of  great  labour, 
others  can  do  it  after  him,  and  easier  routes  may  be  discovered ;  and  in 
course  of  time  people  may  travel  up  comfortably  seated  in  railway 
carriages.  And,  of  course,  it  is  still  easier  to  start  from  the  top  and 
travel  down.  (A  fall  down  a  precipice,  in  seeking  a  short  cut,  may  be 
compared  to  an  abrupt  breach  of  continuity  in  the  reasoning.)  A  sound 
knowledge  of  the  fundamental  principles  of  the  Calculus  is  desirable,  but, 
so  far  as  general  results  go,  apart  from  special,  very  little  of  the  prcucHce 
thereof,  for  differentiations  and  integrations  are  usually  merely  indicated, 
not  performed. 

We  have,  in  the  first  place,  to  clearly  conceive  what  is  meant  by  a 
flux  of  no  convergence,  and  this  is  best  done  by  means  of  a  material 
analogy.  Think  of  an  incompressible  fluid  filling  all  space.  Within  a 
given  volume  there  must  be  always  the  same  amount  of  fluid.  If,  then, 
we  suppose  the  volume  fixed  in  space  and  the  fluid  to  be  in  motion,  the 
same  amount  of  fluid  as  enters  it  through  its  surface  at  some  places 
must  leave  it  at  others,  in  any  given  time ;  or,  algebraically,  the  total 
flux  through  the  closed  surface  from  within  outwards  must  be  nil.  This 
is  self-evidently  true  for  any  closed  surface  anywhere  situated,  and  how- 
ever the  fluid  may  be  moving.  The  flux  through  the  surface  of  the 
element  of  volume  is 

^(^j^^^^      \  X  volume,  per  second, 
\dx     ay     dz  J 

if  JT,  Y^  Z  are  the  component  velocities  in  the  directions  of  the  axes  of 
X,  y,  z  (Theorem  A) ;  consequently 

dx     dy     dz 
in  the  case  of  an  incompressible  fluid. 
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If  we  have  any  vector  or  directed  quantity,  B,  components  X,  F,  Z, 

and  we  say  that  ^+^+^=0, 

ax     ay      dz 

or  that  it  has  no  convergence,  we  simply  imply  that  the  distribution  of 
B  is  similar  to  that  of  velocity  in  a  possible  case  of  motion  of  an  incom- 
pressible fluid,  so  that  we  may,  without  going  wrong,  guide  ourselves 
by  the  material  analogy. 

We  may  represent  the  fluid  motion  by  means  of  lines,  their  direction 
showing  that  of  the  motion,  their  density  the  velocity.  Or,  rather,  this 
is  a  convenient  method  of  imagining  the  motion,  because,  if  we  draw 
the  lines  on  a  sheet  of  paper,  we  can  only  strictly  represent  in  this  way 
the  nature  of  the  motion  in  a  section  of  the  fluid  bounded  by  two  close 
parallel  planes,  and  we  may  require  a  diflerent  diagram  for  another  part 
of  the  fluid.  We  may,  indeed,  represent  on  paper  the  distribution  in 
three  dimensions  accoi^iing  to  Maxwell's  system,  but  this  has  the  dis- 
advantage of  requiring  interpretation,  for  in  many  cases  it  makes  the 
lines  densest  where  they  (in  a  plane  section)  would  be  furthest  apart. 
•Similarly,  we  may  employ  lines  to  indicate  the  distribution  through 
space  of  any  vector-magnitude,  B.  When  there  is  no  convergence  any- 
where the  lines  form  closed  curves.  We  may,  indeed,  imagine  lines  of 
force  to  go  out  to  infinity,  and  so  to  be  lost  sight  of.  Thus  we  may 
imagine  an  indefinitely  long,  straight  current  coming  from  -  oo ,  and 
going  to  +  00 ,  and  the  corresponding  lines  of  vector-potential  will 
behave  similarly.  But  this  is  not  realisable.  However  long  the  straight 
portion  of  the  current  may  be,  it  must  ultimately  return  to  the  starting 
point,  when  the  lines  of  flow  will  form  closed  curves ;  and,  at  the  same 
time,  the  lines  of  vector-potential  will  also  do  so. 

We  have  next  to  consider  vectors  that  have  convergence.  In  an  in- 
compressible fluid  this  would  imply  that  at  a  place  of  convergence  more 
fluid  arrived  than  left  in  a  given  time,  or  vice  versd,  and  that  would 
mean  that  fluid  was  perpetually  going  out  of  or  coming  into  existence 
at  the  place — an  annihilation  or  creation  of  fluid.  Places  of  convergence 
are,  therefore,  sources  or  sinks.  In  a  field  of  electric  force,  e.g.,  that 
between  two  charges  +  e  and  -  6  on  insulated  conductors,  the  lines  of 
force  start  from  the  surface  of  one  and  terminate  on  that  of  the  other. 
They  do  not  form  closed  curves.  In  the  dielectric  between  the  con- 
ductors, the  force  has  no  convergence.  Imagine  any  closed  surface 
entirely  in  the  dielectric ;  every  Ime  of  force  which  enters  the  enclosed 
space  leaves  it  again.  Such  a  line  is  the  representative  of  a  tube  of 
force,  across  every  section  of  which  the  same  amount  of  force  passes. 
But  if  the  closed  surface  be  partly  within  and  partly  without  one  of  the 
conductors,  say  the  -H ,  a  certain  number  of  lines  of  force  leave  it  on  one 
side  and  none  enter  it  upon  the  other  side ;  there  is,  therefore,  negative 
convergence,  and  similarly  at  the  -  conductor  there  is  4-  convergence. 
The  amount  of  convergence  per  unit  of  surface  is  a  measure  of  the 
surface-density  of  the  negative  electrification.     In  any  vector-system  B, 

the  quantity-  f -7—-!--^ -I- -p)  is  a  measure  of  the  convergence  at  any 
place,  expressed  per  unit  volume. 


216  ELECTRICAL  PAPERS. 

The  corresponding  expression  for  nnit  of  surface  is 

{IL  cos  €j  +  ^j.cos  Cj), 
where  B^  and  B^  are  the  values  of  B  on  opposite  sides  of  the  surface, 
and  €j,  €^  the  angles  E,  and  Bj  make  with  the  normals  drawn  to  the 
surface  from  opposite  sides.  £i  cos  c^  is  the  amount  of  E  reaching  the 
unit  of  surface  from  one  side,  and  B^  cos  c^  from  the  other  side.  In  the 
case  of  no  convergence  these  quantities  are  numerically  equal,  but  of 
opposite  signs,  so  that 

-Bi  cos  €j  -h  -^2  cos  €2  =  0 

J    ,        dX    dV    dZ    r, 
corresponds  to      __  +  -_-  4-  __  =  0. 

dz     dy     dz 

To  further  illustrate  the  distinction  between  converging  and  non- 
converging  vectors,  consider  a  linear  current  with  its  ends  immersed  in 
a  conducting  medium.  The  lines  of  flow  in  the  medium  from  the  +  to 
the  -  end  are  exactly  similar  to  the  lines  of  force  between  the  two 
charges  +  e  and  -  e  before  considered,  so  that  if  we  were  to  ignore  the 
linear  current  there  would  be  +  convergence  at  the  place  where  the 
current  enters  the  wire  and  -  at  the  other  end.  Similarly,  if  we  ignored 
the  current  in  the  medium,  we  should  have  convergence  at  the  ends  of 
the  wire  of  opposite  sign  to  the  last.  But,  considering  the  complete 
system,  there  is  no  convergence  anywhere,  the  above  convergences 
cancelling.  In  the  static  electrical  case  there  is  no  channel  joining  the 
conductors  to  make  a  complete  circuit  for  the  force,  so  there  is  really 
convergence. 

It  will  be  convenient,  preliminarily,  to  alter  the  definition  of  potential. 
Instead  of  the  potential  of  any  agent  e  at  distance  r  being  €/r,  let  it  be 
ejiTor.  If  e  is  a  scalar,  so  is  its  potential ;  if  a  vector,  its  potential  is 
also  a  vector,  to  be  drawn  parallel  to  direction  of  e.  In  the  case  of 
electrostatic  force,  this  definition  of  potential  implies  that  the  force  at 
distance  r  is  of  strength  ejA-nr^  so  that  the  whole  amount  of  force  leaving 
e  is  numerically  equal  to  e.  Now,  the  whole  amount  of  force  leaving 
any  space  is  independent  of  the  distribution  of  the  free  electricity 
within  it,  and  is  numerically  expressed  by  the  amount  of  the  latter. 
Expressed  for  a  unit-volume,  we  now  have,  by  Theorem  (A), 

dX^dY^dZ^  (1) 

dx     dy     dz 

p  being  the  volume-density,  so  that  -  p  measures  the  convergence. 

We  shall  now  prove  an  important  property  of  converging  vectors 
having  no  curl.  Let  a  vector  be  denoted  by  B,  and  suppose  it  is  given 
in  direction  and  magnitude  throughout  all  space.  Measure  its  con- 
vergence everywhere ;  i.e.,  divide  all  space  into  elements  of  volume,  find 
the  excess  of  the  amount  of  B  leaving  any  one  of  them  over  that 
entering  it,  and  denote  it  by  p  per  unit  volume.  Then  we  have  equa- 
tion (1)  again,  where,  however,  p  does  not  now  mean  the  density  of  free 
electricity,  but  merely  the  divergence  of  the  vector  B.  p  is  then  known 
everywhere,  being  0  at  those  places  where  there  is  no  convergence. 

Next,  let  B  have  no  curl  anywhere.  The  line-integral  of  B  once 
round  any  closed  curve  is  then  zero,  by  Theorem  (B),  therefore,  the 
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integral  of  B  from  any  one  point  A  to  any  other  Z  is  the  same  by  any 
path,  being  determinea  solely  by  the  positions  of  A  and  Z ;  therefore, 
by  Theorem  (C),  the  integral  of  R  from  A\Xi  Z\%  Fj^-  Pg  where  P  is 
a  scalar  function  of  position,  and  the  component  of  R  in  any  direction  8 
is  -  dPjds.  The  direction  of  the  resultant  vector  R  is  that  in  which  P 
decreases  fastest,  and  its  magnitude  is  the  rate  of  decrease.     We  may 

denote  the  resultant  vector  by  -VP  — R,  with  components  -dP/dXy 
-  dPjdy^  -  dP/dz  in  the  three  rectangular  directions  of  x,  y,  z. 

The  question  now  arises,  how  is  the  quantity  P  to  be  determined, 
starting  with  p  given,  and  with  the  condition  that  R  has  no  curl ;  i.e. 
what  is  the  explicit  relation  of  P  to  p  1  If  we  consider  a  single  element 
of  volume,  a  unit  cube  for  example,  taking  the  unit  indefinitely  small, 
p  is  the  excess  of  the  amount  of  R  leaving  it  over  that  which  enters. 
Now,  disregarding  altogether  the  manner  in  which  R  really  enters  and 
leaves  the  space,  let  the  quantity  p  give  rise  to  a  vector  R'  in  the  same 
manner  as  free  electricity  gives  rise  to  electrostatic  force ;  that  is,  let 
R'  =  p/iirr^  at  distance  r  from  p,  and  be  directed  along  r  from  p  out- 
wards, so  that  the  whole  amount  of  R'  leaving  p  is  numerically  =  p.  Let 
the  same  thing  take  place  wherever  there  is  convergence,  and  then 
find  the  resultant,  i.e.,  the  vector-sum  of  p/47rr2,  or, 

R'  =  y  -^r 

where  r^  is  a  unit  vector  drawn  from  P  along  the  line  r  whose  length  is 
r.  This  new  vector  R'  obviously  satisfies  the  condition  expressed  by 
equation  (1)  above ;  by  the  manner  of  its  construction  the  convergence 
anywhere  is  -  p,  for  those  of  the  lines  of  R'  which  proceed  from  centres 
lying  outside  any  one  of  the  elements  of  volume  which  enter  the  latter 
leave  it  again. 

47rr'^  dr  47rr ' 
i.e.,  the  flux  from  the  element  p  is  derived  from  the  potential  p/47rr,  for 
the  latter  plainly  decreases  fastest  along  r  outwards,  and  its  rate  of 
decrease  is  the  strength  of  the  assumed  flux.  Form  next  the  sum  of  the 
potentials  as  above  for  all  the  elements,  or  Ipj^wi',  and  call  it  P ;  then 
since 

47rr  dr  47rr        Airr^  ^' 

therefore  R'  =  -  VP. 

We  have  thus  found  a  scalar  potential  whose  variation  in  space  is  a 
vector  R'  which  has  the  same  convergence  as  R,  and  we  may  now  easily 
prove  that  R',  like  R,  has  no  curl.  For,  by  the  general  equations, 
Tlieorem  (B),  connecting  a  vector  and  its  curl,  the  x  component  of  the 
curl  of  E'  is 

d^_dT^d^fdP\^d^/iiP\^^ 

dy      dz      dy\     dz )     dz\     dy)       ' 
identically ;  and  similarly  for  the  y  and  z  components. 

Now,  is  it  possible  for  R'  to  differ  from  R  ?    If  they  do  differ,  let  R" 
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be  the  difference.  It  must  have  no  convergence,  because  B  and  B'  have 
the  same  convergence.  But  if  B"  had  convergence,  some  of  the  lines  of 
B''  would  terminate  at  certain  places ;  therefore,  having  none,  the  lines 
of  B"  must  be  closed  curves  [if  B"  vanishes  at  infinity].  But  if  we 
integrate  B"  once  round  one  of  these  closed  curves,  we  obtain  a  finite 
quantity,  because  the  direction  of  B"  at  any  place  coincides  with  that  of 
the  curve.  But  B  and  B'  have  no  curl,  hence  their  difference  B"  has 
none,  consequently  the  line-integral  of  B"  round  any  closed  curve  is  nil. 
Thus  the  lines  of  B'^  cannot  be  closed,  and  since,  also,  they  cannot  ter- 
minate anywhere,  it  follows  that  they  do  not  exist  Therefore,  B"  is 
non-existent,  and  B'  =  B  identically.     That  is, 

^-^6^'^ (2) 

is  the  complete  solution  of  (1)  with  the  condition  that  B  has  no  curl 
and  that  it  vanishes  at  an  infinite  distance  from  the  sources,  that  is, 
Tom  the  places  where  p  exists.  For  example,  B  =  constant  over  all 
space  gives  no  curl  and  no  divergence  anywhere ;  but  it  does  not  vanish 
at  infinity]. 

Now,  if  in  (1)  we  put  for  X,  V,  -^  their  values  in  terms  of  P,  viz., 
-  dP/dXj  -  dP/dy,  -  dP/dz,  we  obtain 

dWd^P^d^P  .^. 

d^-^df-^W^^'^ ^^^ 

Therefore,  we  have  also  found  a  solution  of  this  last  equation,  viz. : — 

^=2,-^- • • <*) 

It  may  be  shown  that  any  other  solution  of  (3)  can  only  differ  from 
this  one  by  a  constant  quantity.     For  if  there  be  another  solution,  say 

P+Fj  then  -  VP'  must  have  no  convergence  anywhere,  because  the 

convergence  is  fully  given  by  that  of  -  VP  or  B ;  and  it  must  have  no 
curl  anywhere,  because  like  B  it  is  derived  from  a  scalar  potential- 
therefore  by  the  same  reasoning  as  that  proving  that  B"  was  non. 

existent,  we  see  that  -VF  is  non-existent,  and  hence  F  must  be 
constant  everywhere.  This  constant  allows  us  to  locate  the  zero  of  P 
where  we  like ;  it  is  most  convenient  to  put  P  =  0,  so  that  P  =  0  at  an 
infinite  distance  from  places  where  p  exists,  and  then  (4)  is  the  complete 
solution  of  (3). 

Section  V.    Relations  of  Curl  and  Potential,  directt  and 
INVERSE.    Scalar  Potentlal  of  a  Vector, 

Coming  now  to  the  electromagnetic  problem,  we  have  two  distinct 
things  to  do.  First  to  prove  the  properties  stated  in  Sections  I.  and  IL, 
as  applied  to  the  system  of  vectors  therein  defined,  quite  apart  from 
any  physical  application — (this  will  be  comparatively  easy  with  the  aid 
of  (4)  and  (3)  above,  which  are  the  characteristic  equations  of  the 
potential  function,  (3)  giving  p  in  terms  of  the  second  derivatives  of  P, 
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and  (4)  giving  P  in  terms  of  p  and  distances) — and  next,  to  show  that 
magnetic  force  and  electric  current  belong  to  the  system. 

Let  A  be  any  vector  of  no  convergence,  to  be  imagined  by  the  fluid 
analogy.  Its  components  will  be  represented  by  A^  jI^  A^,  and 
similarly  for  other  vectors.  Derive  from  A  its  curl  a.  The  funda- 
mental relation  between  A  and  B  is  that  the  line-integral  of  A  round 
any  closed  curve  equals  the  amount  of  B  passing  through  it  The  com- 
ponents of  B  are  expressed  in  terms  of  those  of  A  by  means  of  the 
equations 

T>     dA^    dAq       T>     dA-,    dAo       -n     dAq    dA^  .^x 

^^'-df-^'   ^'=ii-di'   ^»=^-^' <^) 

by  theorem  (B).  If  we  differentiate  B^^  B^  B^  with  respect  to  «,  y,  z 
and  add,  we  find  that  B  has  no  convergence,  for  the  sum  is  zero. 
Similarly,  derive  from  B  its  curl,  C,  and  from  C  its  curl,  D,  and  so  on. 
They  are  all  vectors  of  no  convergence.  Now  the  equations  for  the 
components  of  C,  similar  to  (5),  are 

p  _dB^    dB^       p  ^^^i    ^^s       p  _^^2    ^^i 
^      dy  ~  dz'        ^      dz       dx*        ^      dz       dy' 

In  these,  substitute  the  values  of  B^^  B^^  B^  from  (5),  and  we  obtain 

n  _  d /dA^    dA{\_  d/dA^    dAA 
^    dy\  dz       dy  )     dz\  dz       dz  )' 

Ee-arranging   the   terms,  and   adding  and  subtracting  ~  — i,   this 

CLX    CbOa 

becomes 

c  =  -/'^i+^+^U-(^^+— «+^^\ 

^         \dx^       dy^       dz^  J     dx\  dx       dy       dz  J 

Here  we  at  once  recognise  the  quantity  in  the  second  ( )  to  be  the 
divergence  of  A.  But  A  has  no  divergence,  so  we  are  reduced  to  the 
quantity  in  the  first  ( ).  Compare  with  equation  (3)  above.  For  Ay^ 
write  P,  and  for  C^  write  p.  Since  (4)  is  the  solution  of  (3),  or  P  the 
potential  of  /o,  therefore  in  the  present  case  A^ib  the  potential  of  Cy 
Similarly  we  shall  find  A^  to  be  the  potential  of  C^  and  -^o  of  Cg. 
Now  compound  A-^^  A^  and -^^g,  and  we  obtain  the  vector  A.  Similarly 
compound  C^  C^  and  Cg,  and  we  get  the  vector  C.  Therefore,  A  is  the 
«ec^-potential  of  C. 

Similarly  B  is  the  vector-potential  of  D,  and  so  on. 

Thus,  whilst  the  operation  of  curling  carries  us  one  step  down  the 
scale,  that  of  finding  the  vector-potential  carries  us  two  steps  up. 
This  we  may  express  by 

curl  (curl  A)  »=  C,    or    (curl)2A  =  C ; 

also  A  »  potential  C,  therefore 

curl  curl  potential  C  «  G. 
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We  may  now  show  that  the  operations  carl  and  potential  are 
commutative,  or  curl  potential  C  =  potential  curl  G.     For 

B  =  potential  D ;  just  proved. 
=  potential  curl  C,  by  definition  of  D. 
=  curl  A,  by  definition  of  B. 
=  curl  potential  C ;  just  proved. 
Therefore,         B  =  potential  curl  C  =  curl  potential  C. 

We  may  thus  fiud  any  one  of  the  series  from  the  next  following  by 
either  first  going  up  two  steps  by  the  potential  and  then  down  one  by 
curling,  or  else  by  first  going  down  one  step  and  then  up  two.  E.g,^ 
given  C,  to  find  B,  we  may  go  up  to  A  and  down  to  B,  or  down  to  D 
and  up  two  steps  to  B. 

These  roundabout  methods  may  be  replaced  by  a  single  operation — 
very  complex,  however,  though  for  single  elements  easily  enough  under- 
stood ;  that  is  to  say,  we  may  find  B  direct  from  C  without  reference  to 
the  other  vectors.  The  operation  has  no  name ;  since  its  effect  is  the 
inverse  of  curling,  we  might  denote  it  by  (curl)~^,  just  as  we  might 
denote  vector-potential  by  (curl)"'-,  thus  indicating  its  property. 

The  vector-potential  of  an  element  of  C,  say  c,  at  a  point  Q  distant  r 
therefrom,  is  a  =  o/iirr  directed  parallel  to  c.  (Small  letters  when 
referring  to  elements.)  Let  the  direction  of  c  be  parallel  to  the  2:*axis. 
Then 

a^  —  0,         flg  =  0,         flg  =  c/iirr 

express  the  components  of  a  at  Q,  Find  the  curl  of  a  by  equations  (5) 
above;  thus, 

,  _  c    dr~^  _       cy         y c    dv^  _   ex         h  —n 

Now  let  h  be  the  perpendicular  from  Q  on  to  the  axis  of  the  current 
(the  axis  of  0),  and  let  the  //-axis  be  parallel  to  h,  so  that  y  —  0  and 
z  =  hf  the  origin  being  at  the  clement.  Since  63  =  0,  b  is  in  the  plane  of 
X,  y ;  and  since  y  =  0,  therefore  \  =  0,  and 

ch 
6  =  —-^,      perpendicular  to  r  and  to  h,  (6) 

with  right-handed  rotation  about  the  axis  of  the  current  when  we  look 
along  it  the  way  the  current  is  going. 

The  lines  of  b  are,  therefore,  circles  about  the  axis  of  c  in  planes  per- 
pendicular to  it,  and  the  strength  of  b  varies  inversely  as  the  square  of 
the  distance  from  c,  and  is  at  the  same  time  proportional  to  A/r,  which 
is  the  sine  of  the  angle  between  r  and  the  axis  of  c.  Every  element  of 
c  must  be  understood  to  produce  such  a  system  b,  and  the  vector-sum 
of  the  whole  will  give  the  complete  value  of  B.     Thus, 

B  =  2— b,  =  2-—  *^V,  (7) 

where  b^  is  the  unit  vector  of  the  elementary  b,  inserted  in  order  to 
vectorize  its  magnitude  ch/iitr^.  In  an  exactly  similar  manner  A  may 
be  expressed  in  terms  of  B,  or  C  in  terms  of  D.  Thus,  to  express  A  in 
terms  of  B,  change  B  to  A  and  c  to  5  in  (7),  and  also  change  b^  to  a^. 
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(The  above  method  of  expressing  (ciirl)~^C  was  obtained  by  finding 
the  curl  of  the  vector-potential  of  an  element  of  C.  We  shall  get 
exactly  the  same  result  by  finding  the  vector-potential  of  the  curl  of  an 
element  of  C.  Thus,  take  a  cylindrical  element,  of  length  dSy  circular 
section  va-,  radius  a.  Current-density  c,  directed  parallel  to  axis  ds. 
The  surface-curl  of  c  is  (Section  I.)  of  strength  c/ira^y  and  is  directed  in 
circles  about  the  axis  on  the  curved  portion  of  cylinder. 

Now,  the  vector-potential  of  a  unit  circle  of  radius  a,  when  a  is 
infinitely  small,  may  be  obtained  from  equation  (9),  Section  VI.,  by 
taking  the  first  term  only  of  the  series,  viz., 

Or,  without  making  use  of  the  equation  (9)  for  a  finite,  let  ajr  in  the 
previous  equation  (6),  Section  VI.,  be  infinitely  small,  and  expand 
\jp  by  the  binomial  tneorem;  thus 

1     1     Aa  sin  6 

p     r         r* 

then  we  get  I        ^"  ^d<t>  =  1  -4  8in2<f>  rf</)  =  Tra^ 

Up  Jo  ^  ^-^ 

as  before.  Multiply  by  cjira^  and  we  get  the  intensity  of  the  required 
vector-potential  of  curl  of  c,  viz.,  chji^^  which,  when  divided  by  47r  to 
suit  our  present  definition  of  potential,  agrees  with  (6)  above.) 

At  a  distance  r  from  a  small  plane  closed  curve  great  compared  with 
its  Unear  dimensions,  its  form  is  immaterial.  The  vector-potential  is 
of  intensity  hjj^  x  area,  and  is  directed  perpendicular  to  h  and  r. 

We  are  now  able  to  make  another  step.  We  proved  before  that 
when  a  vector  has  no  curl  anywhere,  the  vector  itself  is  the  space- 
variation  of  P,  and  P  is  the  potential  of  the  divergence  of  the  vector. 
Now,  our  vectors  A,  B,  G,  ...  have  curl,  but  not  necessarily  everywhere, 
and  by  Theorems  (B)  and  (C)  a  vector  may  be  derived  from  a  scalar 
potential  function  wherever  it  has  no  curl.  But  A,  B,  C  have  no  con- 
vergence anywhere,  so  the  scalar  potential  cannot  be  found  in  the  same 
manner  for  a  vector  which  has  curl  in  some  parts  of  space  and  not  in 
others,  as  for  a  vector  which  has  no  curl  anywhere  (in  which  case  (4)  is 
the  solution).  To  find  the  nature  of  the  scalar  potential  for  a  vector  of 
no  convergence,  let  the  vector  c  be  confined  to  the  boundary  of  a  small 
plane  area  rf5,  ie.,  let  c  circulate  round  the  closed  curve  bounding  dS, 
and  be  nothing  everywhere  else.  The  vector  b,  of  which  c  is  the  curl, 
must  be  derivable  from  a  scalar  potential  in  all  space  except  in  c  itself 
Now,  we  know  the  vector-potential  of  c,  viz., 

a  = 5ai,      perpendicular  to  r  and  h, 

4777*^ 

where  r  is  the  straight  line  from  c  to  the  place  where  a  is  measured, 
and  h  the  perpendicular  from  the  latter  on  to  the  axis  of  c ;  and  that 
its  three  components  are 

^     47r    rfy       '        ^         ^ir    dx      '        ^ 
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From  these  derive  b  by  means  of  equations  (5).    Thus 

^     ^ir  dx    dz      '      ^     iir  dy    dz      '      ^        47rV  dx-        dy^  J 

Here  consider  h^     Since  cj^irr  is  the  scalar  potential  of  a  quantity  of 
"  matter  "  c  collected  at  the  origin,  we  have,  by  equation  (3), 


c  /dh--^    fi?V-i  .  dh'^' 


inVdx^  "^  dy^  "^  dz^' )      ' 
everywhere,  except  at  the  origin.    Therefore, 

6  =—  —  ^^dS 
^    iir  dz    dz 

Thus,  5p  h^  &3  are  the  components  of  the  space  variation  of  a  scalar 
Q  given  by 

o        cdSdr'^     cdS 
0=  — = cos€, 

4ir     dz      4wr^ 

if  e  is  the  angle  r  makes  with  the  axis  of  c.     That  is, 

,  dn      ,         dQ      .  dQ 

^^="3?     ^'^'Ty^     ^^^"W 

This  scalar  potential  12  is  of  a  singular  nature.  It  varies  inversely  as 
the  square  of  the  distance,  and  as  the  cosine  of  the  angle  e.  It  is 
evidently  not  the  potential  of  any  collection  of  matter  at  the  origin, 
either  wholly  +  or  wholly  - ,  but  we  can  show  that  it  is  the  potential 
of  equal  amounts  of  +  and  -  matter  infinitely  near  each  other. 

Coat  the  small  plane  area  dS  with  matter  of  surface  density  m,  so 
that  its  quantity  is  mdS,  Its  potential  at  Q,  distant  r,  is  evidently 
mdS/iirr.  Now  shift  this  matter  through  a  small  space  dz  in  the  + 
direction  along  the  axis  of  c.  Its  potential  at  the  same  point  Q  will 
now  be 


mdSn  _  dr2^\ 
47r  \r      dz      / 


It  is  therefore  increased  by  the  amount  -  ^lidSdz-^  or  ^ — ^  cose 

47r  dz  4«r* 

Hence  if  we  coat  the  surface  dS  with  a  quantity  mdS  on  its  +  side  and 
with  -mdS  on  its  -  side,  at  the  small  distance  dz  apart,  the  potential 

of  the  combination  will  be  -j— j-  cos  c.     This  becomes  identically  the 

same  as  12  if  we  make  mdz—c. 

Up  to  the  present  the  vectors  A,  B,  C  have  been  treated  quite  apart 
from  whether  any  of  them  represented  physical  quantities  (although 
they  may  all  be  possible  cases  of  velocity  distribution  in  an  incom- 
pressible fluid).  The  properties  are  true  whether  electric  current  or 
magnetic  force  exist  or  not     But  the  last  step  made,  the  nature  of  the 
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scalar  potential  whose  space-variation  gives  b,  brings  us  into  contact 
with  magnetism,  and  will  enable  us  to  fit  current  and  magnetic  force 
into  the  system.  One  experimental  truth  suffices.  A  small  plane 
electric  current  and  a  small  magnet  produce  exactly  similar  fields  of 
magnetic  force,  not  too  near  them,  when  we  reckon  the  +  direction  of 
the  axis  of  the  magnet  to  be  from  its  S.  to  its  N.  pole,  and  that  of  the 
current  to  be  such  that  when  we  look  along  the  axis  in  the  +  direction 
the  current  circulates  right-handedly  about  it.  If  the  magnet  is  very 
small,  and  also  the  current  area,  the  similarity  exists  everywhere  except 
very  close  to  them.  We  may  go  through  a  current,  but  not  into  a 
magnet.  Let  the  magnet  and  the  current  area  be  infinitely  small, 
then  we  may  say  there  is  identity  of  magnetic  force  at  any  finite 
distance. 

Now,  the  magnetic  force  of  a  magnet  may  be  conceived  to  arise  from 
an  imaginary  substance,  free  magnetism,  having  the  same  self-repulsive 
power  as  the  imaginary  free  electricity,  with  the  same  law  of  force,  viz., 
that  of  the  inverse  square,  so  that  the  magnetic  force  at  distance  r  from 
a  charge  m  of  magnetism  is  m  -r  4ir7^,  and  that  if  this  acts  upon  a  charge 
m',  the  repulsion  is  mm'/^wr^. 

If,  then,  our  vector  c  stands  for  electric  current,  the  "  matter  "  pro- 
ducing the  potential  Q  must  be  magnetism,  and  since  the  unit  of 
magnetism  is  expressible  in  terms  of  the  fundamental  units  of  length, 
mass,  and  time,  we  may  define  the  unit  current  so  that 

{mdS)dz  =  cdSy 
or,  strength  of  pole  x  length  =  current  x  area, 

either  of  which  may  be  called  the  magnetic  moment  (of  the  magnet,  or 
of  the  current).  (Having  nothing  to  do  here  with  the  electrostatic 
system  of  units,  we  do  not  introduce  the  factor  fi  for  induced  magnetiz- 
ation.) 

After  having  thus  made  use  of  magnetism,  we  might  dismiss  it  for 
good.  In  fact,  we  might  replace  every  magnetised  particle  by  its 
equivalent  electric  current,  according  to  Ampere's  theory  of  magnetiz- 
ation. This  theory  generally  strikes  one  on  first  acquaintance  as  very 
fanciful,  the  idea  of  electric  currents  flowing  round  molecules  being  so 
difficult  to  swallow.  But  it  explains  magnetism — one  mystery  takes 
the  place  of  two ;  and  since  we  neither  know  what  an  electric  current 
is  nor  what  magnetism  is,  it  is  well  to  abolish  one  of  them,  and  there 
can  be  no  question  as  to  which  it  should  be. 

Having  now  identified  C  with  electric  current  and  B  with  its  corre- 
sponding magnetic  force,  it  will  be  as  well  to  point  out  the  modifications 
needed  to  suit  the  adopted  unit  magnetic  pole  and  the  common  definition 
of  potential.  They  were  temporarily  discarded  in  the  consideration  of 
the  properties  of  A,  B,  C,  in  order  to  have  a  uniformity  of  relations,  for 
otherwise  the  ivs  would  not  come  in  regular  order.  We  must  now 
remember  that  the  force  of  a  magnetic  pole  is  of  strength  m/r^  at 
distance  r,  but  that  a  current  c  spreading  from  a  centre  has  density 
c/4irr2.  On  the  other  hand,  potential  follows  the  rule  m/r  or  c/r  in 
both  cases. 
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We^  therefore,  have 

Potential  of  C  =  A  =  2^-  =  2-^ a,. 

Magnetic  force  =  B  ^  2-  =  S-g  b|  =  curl  A. 

Current  =  C  =  -—  curl  B. 

D  =  curl  C. 

From  the  uniformity  of  properties  of  A,  B,  C,  as  originally  defined, 
any  one  of  them  may  be  current,  the  one  preceding  it  being  its  magnetic 
force,  of  which  examples  were  given  in  Sections  I.  and  II.  The  same 
is,  of  course,  true  in  the  last  system,  except  that  the  47r'8  require 
shifting  occasionally. 

There  is  one  more  remark  to  be  made.  We  started  with  A,  a  vector 
of  no  convergence,  and  of  course  C  has  also  none.  But  we  identified  C 
with  current.  This  is  admitted  to  have  no  convergence  in  conducting 
circuits,  and  in  Maxwell's  theory  it  has  none  anywhere.  Much  con- 
fusion would  arise  were  convergence  allowed.  All  vectors  below  C  are 
therefore  also  non-converging,  but  we  have  not  shown  that  those  above 
it  ate.  For  proof  it  is  sufficient  to  observe  that  the  vector-potential  of 
a  small  plane  closed  current  (components  given  above)  is  non-converging, 
and  that  any  current-system  may  be  built  up  of  such  closed  currents. 
This  makes  the  matter  square. 

Section  VI.    Magnetic  Force  of  Return  Current  through 

THE  Earth,  and  Allied  Matter. 

The  magnetic  force  of  a  current-system  can  only  be  completely  known 
when  the  current  is  everywhere  known  (or  equivalent  information 
must  be  given),  and  no  part  of  the  system  can  in  strictness  be  neglected. 
If,  then,  the  circuit  of  a  linear  current  is  completed  through  the  earth, 
the  earth-current  itself  contributes  something  to  the  magnetic  force. 
This,  as  will  be  seen,  is  quite  a  small  matter ;  yet  its  investigation  is 
both  interesting  in  itself  as  affording  an  excellent  example  of  the  rela- 
tions between  the  current,  its  vector-potential  and  magnetic  force,  and 
on  account  of  a  current-sheet  analogue  that  presents  itself. 

The  magnetic  force  of  a  straight  current  C  at  distance  h  from  the  axis 
is  of  intensity  2C/h,  and  is  perpendicular  to  the  plane  containing  h  and 


the  axis,  provided  the  point  chosen  be  not  near  the  ends  of  the  wire, 
nor  at  a  very  great  distance  from  the  wire.  But  in  our  present  case 
we  shall  require  the  correction  for  the  ends. 
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Let  MN  bo  the  wire,  the  current  C  going  from  if  to  JV;  and  let  P  be 
any  point  distant  r^  from  N,  and  r^  from  il/,  and  h  from  the  axis  or  its 
continuation.  Let  Oy^  and  0^  be  the  angles  r^  and  r^  make  with  the 
axis.  Then  the  magnetic  force  at  P  of  the  wire  current  alone  (vector- 
potential  of  curl  of  current)  is 

^'(cos  ^2  -  cos  e^)  =  ^(1  -  cos  e^)  -  ^(1  -  cos  e^\  (1) 

and  its  direction  is  perpendicular  to  the  plane  of  r^,  r2,  and  h,  being,  in 
the  diagram,  upwards  through  the  paper.  When  the  point  P  is  near 
the  wire,  but  not  near  the  ends,  we  may  put  O^^^^ir,  0^  =  0,  and  we 
then  obtain  the  former  expression  2C/h.  Confining  ourselves  to  the 
neighbourhood  of  one  end,  say  iV^,  we  may  put  0^  =  0 ;  consequently  the 
magnetic  force  is  of  intensity 

J(l-cos^,) (2) 

Just  over  the  end,  ^i  =  i^,  and  the  force  is  Cjh  only;  and  along  the 
continuation  of  the  wire  it  is  zero. 

Now,  although  the  expression  (1)  is  the  vector-potential  of  the  curl 
of  the  wire  current  only,  it  is  also  the  complete  magnetic  force  of  the 
closed  circuit  which  would  be  formed  by  immersing  the  ends  of  the 
wire  in  an  infinitely  extended  conducting  medium,  so  that  the  current 
C  leaving  N  spread  out  uniformly,  the  tubes  of  flow  afterwards  bending 
round  and  finally  converging  uniformly  to  M,  I.e.,  (1)  expresses  the 
magnetic  force  of  the  straight  current,  together  with  a  radial  current 
of  density  Cj^irr*  parallel  to  r^,  and  of  another  of  density  -  C/iirr} 
parallel  to  r^^. 

For  consider  the  first  mentioned  radial  current.  Its  three  com- 
ponents are 

Cx  __  Cy  ^_Cz 

iirrf  ^irrf  imf 

ifxyy^z  are  the  components  of  r^.  The  a;-component  of  the  curl  is,  by 
Theorem  (B), 

dy     dz    47r\  dy\r^)     ^dz\i^)] 

and  similarly  the  y  and  z  components  are  nil,  therefore  the  curl  of  the 
radial  current  is  nil,  and  likewise  the  vector-potential  of  the  curl;  hence 
the  radial  currents  contribute  nothing  to  the  magnetic  force. 

Here  we  may  notice  that  any  radial  vector-function  has  no  curl. 
For,  let  /(r)  parallel  to  r  be  such  a  function,  then  f{r)xlTy  f{r)y/r,  f{r)z/r 
are  its  components,  and  the  o^component  of  its  curl  is 

But  in  the  actual  case  of  return  through  earth  the  diffusion  is  one- 
sided only.  The  curl  of  current  within  the  earth  is  nil,  as  before,  but 
since  there  is  now  a  bounding  surface,  and  consequently  surface  curl, 
the  earth  current  does  give  rise  to  magnetic  force.     If  D  is  the  surface- 

H.B.F. — VOL.  X.  p 
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curl,  its  fltrength  is  Ci'Itot  at  distance  a  from  the  electrode  (meaDing 
the  point  X  on  the  earth's  surface),  and  its  direction  is  perpendicular 
to  a  (Section  L).  I.e.,  the  lines  of  surface-cnri  are  concentric  circles 
drawn  upon  the  earth's  surface,  centred  at  the  electrode.  The  vector- 
potential  of  D  is  the  magnetic  force  of  the  earth  current.  Calling  it  B, 
since  D  has  no  vertical  component^  neither  has  B ;  and  evidently  B  has 
^he  same  value  and  direction  at  two  corresponding  points  above  and 
below  the  surface  (one  being  the  image  of  the  other).  From  the 
symmetry  about  the  electrode,  we  see  that  the  lines  of  magnetic  force 
are  circles  in  planes  parallel  to  the  earth's  surface,  and  centred  upon 
the  vertical  axis  through  the  electrode.  As  we  recede  from  the  latter, 
the  strength  of  force  rapidly  diminishes. 

The  strength  of  force  may  be  determined  indirectly  thus : — Let  us 
denote  by  C^  the  uniformly-difFnsed  radial  current  of  density  C/ivrJ. 
If  to  this  we  add  another  radial  current  of  the  same  density  ever^'where 
as  C],  but  directed  to  the  electrode  above  the  earth,  and  from  it  below 
— which  system  we  may  call  Co — their  sum  will  be  0  above  and  C/2irrJ 
below  the  earth's  surface,  and  this  is  the  density  of  the  real  earth- 
current 

Now,  if  we  take  the  curl  of  the  vector  (2),  we  shall  obtain  the 
current  C^  (disregarding  the  wire  current).  We  may  do  this  by  using 
the  components  of  (2) ;  or,  more  simply,  thus : — The  line  integral  of 
(2)  round  the  circle  of  radius  h  perpendicular  to  the  axis  is 

^(1  -  cos  ^i)  X  27rA  =  ^ .  2irr?(l  -  cos  Oj). 

This  is  4ir  X  current  through  the  circle  (Section  L).     Now, 

27rrf(l-co8^i) 

is  the  area  of  the  portion  of  spherical  surface  with  centre  at  N  and 
radius  r^  bounded  by  the  circle ;  consequently  C/iirri  is  the  current- 
density. 

Now,  the  curl  of  the  magnetic  force  B  of  earth-current  must  be 
4ir  X  Cg.  But  C,  and  C^  are  identical  within  the  earth,  therefore  B 
must  be  of  the  same  form  as  (2),  i.e,, 

^=|(l-cos</>), (3) 

where  h^  is  the  distance  of  the  point  considered  from  the  axis  of  the 
earth-current  (not  of  the  wire),  i.e.,  the  vertical  through  the  electrode, 
and  </>  the  angle  between  r^  and  this  axis  (positive  direction  downwards). 
But,  above  the  earth,  Cg  and  C,  are  oppositely  directed ;  B  must,  there- 
fore, be  so  changed  that  its  curl  becomes  reversed.  This  may  be  done 
by  making 

^  =  ^(l+C08</>)  (4) 

We  may  express  (3)  and  (4)  in  one  formula,  thus : — 

5  =  ^(1 -^/aS^); (5) 

t.0.,  we  take  the  numerical  value  of  cos  </>,  whether  it  is  +  or  ~ . 
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The  actual  magnetic  force  near  the  electrode  is  the  vector-sum  of  (2) 
and  (5).  One  case  may  be  noticed,  where  it  simplifies.  Let  0.^<l>  and 
h^hj,  so  that  the  wire  enters  the  earth  perpendicularly.  Above  the 
earth,  we  shall  have 

5=  f  (1  -  cos  ^i)  +  f  (1  +  cos  e,)  =  ^ 
n  n  h 

perpendicular  to  r^  and  h.     And  below  the  surface, 

£ = ^(1  -  cos  ^, )  +  ?(1  -  cos  ^, )  =  ^(  1  -  cos  ^i). 
n  n  n 

We  may  now  examine  an  interesting  analogy  which  has  a  realisable 
existence,  and  may  serve  to  clarify  the  above.  Suppose  that  we  have 
an  infinite  thin  plane  sheet  of  conducting  material ;  choosing  any  point 
N  in  it  for  origin,  let  currents  circulate  in  the  sheet  in  circles  about  N^ 
the  strength  being  C/2ira^  at  distance  a.  If  when  we  view  the  sheet  we 
see  the  current  circulate  right-handedly,  we  see  the  negative  side,  and 
the  +  direction  of  the  axis  of  the  currents  is  from  the  negative  to  the 
positive  side  of  the  sheet.  Now  we  have  found  the  vector-potential  of 
this  current-system ;  it  is  expressed  by  equation  (5),  using  the  same 
notation  as  regards  h^  and  0.  The  magnetic  force  is  the  curl  of  (5), 
and  is  therefore  radial,  of  intensity  C/r^  on  the  +  side  and  -  C/r^  on  the 
-  side.  That  is,  the  magnetic  force  of  the  current-sheet  is  that  which 
would  be  produced  by  a  magnetic  pole  of  strength  C  placed  at  the 
origin,  with  this  difference,  that  it  acts  as  a  4-  pole  on  the  +  side  and 


as  a  ~  pole  on  the  -  side  of  the  sheet,  as  shown  in  the  diagram 
annexed.  (We  have  here  an  illustration  of  the  continuity  of  the 
normal  and  discontinuity  of  the  tangential  component  of  magnetic  force 
referred  to  in  Section  II.) 

How  produce  such  a  current  system  ?  Easily  enough  ;  permanently, 
if  we  had  a  sheet  of  infinite  conductivity,  transiently  and  imperfectly 
with  a  resisting  sheet. 

It  is  a  cardinal  truth  in  electrostatics  that,  when  an  uncharged 
insulated  conductor  is  placed  in  an  electric  field,  it  becomes  charged  in 
such  a  manner  that  the  force  due  to  its  charge  exactly  annuls  that  of 
the  undisturbed  field  for  all  internal  points,  so  that  there  is  no  electric 
force  within  the  conductor. 

Now,  there  is  a  corresponding  theorem  in  electromagnetics.  If  a 
cloeed  sheet  of  infinite  conductivity,  having  no  current  in  it  initially,  be 
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placed  in  a  magnetic  field,  a  system  of  currents  will  be  set  up  in  it  of 
such  a  nature  that  the  magnetic  force  due  to  it  exactly  annuls  that  of 
the  undisturbed  field  within  the  space  bounded  by  the  sheet  (or,  in  the 
case  of  an  infinite  sheet,  on  the  further  side  from  the  source  of  magnetic 
force).  Practically,  with  a  resisting  sheet,  bringing  it  rapidly  into  the 
magnetic  field,  or,  bringing  the  field  to  it,  would  set  up  the  currents 
approximately,  to  be  quickly  killed  by  the  resistance. 

Let  us  then  bring  a  magnetic  pole  of  strength  C  suddenly  to  the 
origin  on  the  +  side.  Its  force  is  Cjr^  radial,  on  both  sides.  But  there 
must  be  no  force  on  the  -  side,  by  the  above-mentioned  theorem.  So 
the  magnetic  force  of  the  currents  set  up  will  be  -  Cjt^  radial  on  the 
-  side,  and  on  account  of  the  reversal  of  the  tangential  component  in 
passing  through  the  sheet,  it  must  be  +  Cjr^  radial  on  the  +  side.  But  since 
this  field  is  exactly  that  produced  by  the  distribution  of  current  assumed 
before,  it  must  be  the  current  set  up  by  the  magnetic  pole.  The  actual 
magnetic  force  of  pole  and  current  together  is  0  on  the  -  and  ^Cjrl  on 
the  +  side,  i.e.,  similar  to  the  distribution  of  the  current  entering  eiuiJi. 

A  magnetic  shell  which  would  produce  the  same  field  of  force  would 
have  strength  rCda      C 

J  a  27ra2     2va 

This  would  be  the  magnetic  moment  per  unit  area. 

(Test.  Curl  of  intensity  of  magnetisation  =  vol.  density  of  equivalent 
current.  Taking  the  curl  of  C/'2'jrr  \\  z,  we  find  x-component  =  -  Cy/2vi^; 
y-component  =  Cx/27rr^;  2:-component  =  0.  Residtant,  C/2fn^±T  in  plane 
of  sheet.) 

As  the  mode  of  obtaining  equation  (5)  may  be  considered  obscure,  it 
is  desirable  to  check  it  by  direct  integration.  It  comes  to  the  same 
thing  if  we  find  the  vector-potential  of  the  current-sheet,  of  density 
CI2ira^±&  at  distance  a  from  the  origin.  Let  the  sheet  be  in  the  plane 
of  Xy  y,  and  measure  z  positive  from  tne  origin  on  the  +  side.  Let  6  be 
the  angle  between  r  the  radius-vector  of  a  point  P  and  z,  and  z,  y,  z  the 
co-ordinates  of  F.     First  find  the  vector-potential  at  P  of  a  circular 


r^'-^ 

? 

»  ^^^^ 

a 

.^ 

A 

z 

a 

unit-current  of  radius  a.  If  h  is  parallel  to  the  avaxis,  the  y-components 
of  the  current  contribute  nothing  to  the  vector-potential;  the  a>-com- 
ponent  of  the  element  ad<f>  (measuring  <f>  from  the  x-axis)  is  a  sin  <l>dif>; 
therefore  the  vector-potential  of  the  circular  unit-current  is 

r- a  sin  <f>d<l> (6) 
P 
where  p  is  the  distance  of  P  from  the  element  a  d<f>,  and  is  given  by 

p^  =  r^  +  a^--2hasm<f>. 
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The  complete  vector-potential  of  the  current-sheet  is  therefore 

B^^rri.8m<t>dad<f> (7) 

Let  the  lunits  for  a  be  first  a  and  oo  ;  a  to  be  afterwards  made  0.    Then, 
by  integration  to  a,  we  find 

=  Bi  +  B^  say. 

Now  the  definite  integral 

--  I  sm  <f>  log  {m  +  n  sm  <f>)  a<p  = ^ ^  ; 

consequently,  ^i  =  (f^v""')^ 

Now,  in  the  second  integral  ^o,  «  has  to  be  ultimately  0.  The 
quantity  under  the  radical,  *.«.,  in  the  expression  for  p,  therefore  varies 
infinitely  little  from  r*,  whilst  0  goes  from  0  to  27r.  The  quantity  to 
be  integrated  then  becomes  of  the  same  form  as  in  ^^ ;  but  also,  we  shall 
have  m  =  00 ,  .*.  ^2  =  0.     Thus  

B^B.^C^'-^'l^^'^'^C^"^^ (8) 

is  the  complete  solution,  showing  that  (5)  is  correct. 

The  integral  (6)  does  not  admit  of  finite  expression,  being  elliptic 
(see  Maxwell's  "Electricity,"  Vol.  IL,  Art.  701).  Its  expansion  in 
spherical  harmonics  will  furnish  us  with  another  proof  of  (8).  Sub- 
stitute for  the  circular  unit-current  of  radius  a  an  equivalent  plane 
magnetic  shell  of  unit  strength,  so  that  there  is  magnetism  of  unit 
density  on  its  +  and  of  density  -  1  in  its  -  face.  Let  V  be  the 
potential  of  the  +  magnetism,  then  -hdV/dy  and  -dVjdx  will  be  the  x 
and  y  components  of  the  vector-potential.  First  find  V  for  a  point 
upon  the  axis,  then 


'-rrji!.-'"-^-''-'- 


Expand  this  by  the  Binomial  Theorem  in  powers  of- 2^,  and  call  it  Fj 


when  z<a  and  V^  when  z>a.    Then 


r,=  -2W+2W1 +J  ^--L  -,+^^  -,-■■■)> 

\  2  o^  2.4  a*  2.4.6  a''  / 
9  /  1  tt2  1  a*  1.3  a«_  \ 
^"■\       2P    O?"^ 2^476  i*     "7 


^2  = 


Next  let  the  point  be  not  on  the  axis ;  we  may  generalise  the  last  by 
writing  rQ^  for  z,  r^Q^  for  ^'-,  etc.,  in  V^,  and  QJr"+^  for  1/^"+'  in  Fg, 
where  the  axis  of  Q's  is  along  z.     Thus,  ^ 

^'=^2  f'20-274  A^JATe  li^*--} 
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Consequently  the  o^component  of  the  vector-potential  is 

dy         A.    2^2.4a«'rf/t     2.4.6  o*  d/*         / 

or  ^-l^a^yf     U   1    «*<^C8       1-3    «*<^06.      \ 

or  _^_2Ta^^(^--  +  ^-,^^-^^^_^+...j. 

according  as  r  is  <  or  >  a.  In  getting  the  last  expressions  we  have 
made  use  of  the  relations 

where  /*  =  cos  6.  The  ^-component  is  got  by  writing  -  x  for  y,  so  that 
the  actual  magnitude  of  the  vector-potential  of  the  circular  unit 
current  is 

a\     2     2.4  o«  rf/»^  2.4.6  "o*  d/i       '7        *     ^'1     (9) 

or         2.a^*f  +  l    ^^!^+  1;3    .^^-...U^^say.   '" 

r»\     2     2A  r-  dfi     2.4.6    »^  (i/x         /        ^     -^  . 

Now,  since  the  current  strength  in  the  sheet  is  CI2,va\  the  complete 
vector-potential  is 


"-'m^ 


A^da 


2ira2 

Substituting  the  above  values  of  A-^  and  A^  and  performing  the 
integrations, 

J.    Ch(\    1       I      1^  .    1.3     1^        \ 

^  =  ^V-'2-2"2.4-4^'"*"2X6-6^'--) 

,Ch(    \       1      1^.      1.3     1^        \ 

^Ch/3^J_     I   p,      11       1.3  ^^     \  .jQv 

i^U     3.4-2:4^'^6:6-2X6^'      '7 ^^"^ 

where  C^  is  written  for  dQJdfi, 

We  must  now  prove  that  HO)  is  the  expansion  of  (8)    Any  function 
F  of  fi  may  be  expanded  in  aQ/dfi*a  or  Q^a ;  thus 

and  the  value  of  any  coefficient  F^  is  given  by 

Now  in  the  present  case  B  in  (8)  is 
and  1  -  -Jfjfl  is  such  a  function  of  /x  that 
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Also  Q'm  is  an  even  function  of  /a  when  n  is  odd,  and  an  odd  function 
when  n  is  even.     Therefore,  since  from  ^  =  0  to  ^  =  J^r  we  have 

p    C  1-u    C  sin^ 

r  smO     r  l+fA 
if  we  expand  (1+/*)"^  in  odd  Q*a  between  fi  =  0  and  ft=l,  the  same 
expression  resulting  will  give  the  proper  value  between  /a  =  - 1  and 
fi  =  0.     So  we  shall  have 

u     Csin^       1        C^8in^.„^^„^  v 


-^«-     ""'^^i^'-''^^''''^ 


and,  the  limits  being  halved,  the  outer  factor  has  been  doubled,  and 
only  odd  values  of  n  are  taken.  Carrying  this  out»  we  shall  obtain  the 
expression  for  B  in  (10). 


XXV.— THE  ENERGY  OF  THE  ELECTRIC  CURRENT.* 

Section  I. — The  Mutual  Potential  Energy  of  Magnetic  Shells 

AND  Linear  Currents. 

As  was  remarked  towards  the  close  of  Section  5,  Art.  xxiv.,  p.  223,  if 
we  adopt  Ampere's  theory  of  magnetism,  and  substitute  for  every 
magnetised  particle  a  closed  current  flowing  ix)und  it,  we  may  do  away 
with  free  magnetism,  or  imaginary  magnetic  matter,  and  have  nothing 
but  electric  currents  to  deal  with.  It  is,  indeed,  not  necessary  to 
introduce  magnetism  at  all.  We  did  that  in  order  to  reach  the 
definition  of  a  unit  current  in  the  electromagnetic  system,  which  is 
based  upon  that  of  a  unit  magnetic  pole.  We  might,  for  example, 
obtain  an  equivalent  result  from  the  mechanical  force  between  the 
terminations  of  two  long  solenoids,  which  varies  inversely  as  the  square 
of  the  distance ;  or  in  various  other  ways. 

We  found  that  the  magnetic  force  of  a  small  plane  closed  current 
could  be  derived  from  a  scalar  potential,  that  the  force  was  what  would 
be  produced  by  equal  quantities  of  positive  and  negative  matter  very 
close  together— in  fact  supposed  to  be  infinitely  near  each  other — the 
quantity  of  matter  being  at  the  same  time  infinitely  great,  but  so  that 
the  product  of  the  quantity  into  the  distance  was  finite.  If  magnets 
were  unknown,  this  matter  would  be  certainly  purely  imaginary ;  quite 
as  much  so  as  the  matter  which,  quite  similarly,  would  give  rise  to  a 
scalar  potential,  whose  derivatives  would  express  the  vector-potential  of 
electric  currents  in  space  where  there  was  no  magnetic  force ;  or,  to 
come  nearer  home,  the  matter  whose  potential  derivatives  express  the 
electric  force  wherever  it  has  no  curl,  which  last  matter  is  the  imaginary 
matter  of  free  electricity.  The  fact  that  magnets  exist  does  not  make 
the  magnetism  any  the  more  real,  considered  merely  as  a  self-repulsive 

*  [The  Electrician,  1883 ;  Section  i.,  Jan.  20,  p.  233 :  ii.,  Feb.  23,  p.  342 ;  iii. 
March  9,  p.  390 ;  iv.,  March  23,  p.  437.] 
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substance  existing  wholly  on  the  surface  of  a  solenoidal  magnet,  and 
also  within  its  substance  when  not  solenoidal ;  and  the  same  may  be 
said  of  the  electricity  once  supposed  to  reside  upon  the  surface  of 
conductors. 

But  it  happens  to  be  a  considerable  assistance  to  make  use  of  the  idea 
of  magnetism  (or  of  magnetic  polarisation,  which  comes  to  the  same 
tbing^  in  reasoning  regarding  electric  currents,  and  it  is  particularly 
useful  when  we  are  considering  the  energy  of  currents.  In  fact,  it 
would  certainly  be  employed  for  this  purpose  were  magnetisation 
unknown,  (presuming  that  this  would  not  involve  the  non-existence  of 
current,)  in  the  form  of  a  magnetic  shell,  for  the  idea  presents  itself  in 
a  perfectly  natural  manner. 

Suppose  we  have  a  current  circulating  in  a  closed  path  of  any  form, 
which  we  may,  when  we  do  not  want  to  go  into  the  space  occupied  by 
the  current,  regard  simply  as  a  closed  curve.  Such  a  current  is  a  linear 
closed  current.  Let  C  be  the  strength  of  current  If  we  join  any  two 
points  of  the  circuit  by  means  of  another  line,  and  let  the  same  current 
C  go  both  up  it  and  down  it  at  the  same  time,  we  form  two  closed 
circuits  both  with  equal  currents  of  strength  C  flowing  round  them, 
with  the  same  direction  of  rotation  as  regards  lines  drawn  through  the 
original  closed  curve,  which  lines  we  may  reckon  to  be  positively 
directed  when  the  current  flows  round  them  righthandedly.  Now,  since 
the  two  circuits  have  a  portion  of  their  length  in  common,  in  which 
equal  currents  are  oppositely  directed,  there  can  be  no  change  in  the 
magnetic  action  at  all;  hence  the  two  closed  currents,  when  taken 
together,  are  exactly  equivalent  to  the  original  one. 

Therefore,  by  the  same  reasoning  as  was  employed  in  the  demonstra- 
tion of  Theorem  (B),  p.  211,  if  we  suppose  the  original  circuit  to  be  the 
boundary  of  a  surface  6',  and  we  divide  this  surface  into  an  indefinitely 
great  number  of  small  elements  of  area  dS^  and  let  the  same  current  C 
flow  round  the  boundary  of  every  one  of  these  elements  with  the  same 
direction  of  rotation,  we  know  that  the  whole  collection  of  small  closed 
currents  produces  identically  the  same  field  of  magnetic  force  as  the 
single  current  C  flowing  round  the  boundary  of  the  whole.  The  form 
of  the  surface  is  quite  indiflerent ;  the  essential  circumstance  is  that  it 
must  be  bounded  by  the  real  current. 

Now,  we  found  [p.  223]  that  the  magnetic  force  of  a  current  C  circu- 
lating round  the  boundary  of  a  small  area  dS  was  the  same  as  that  due 
to  charges  of  magnetism  of  amounts  mdS  and  -  mdS  placed  on  opposite 
sides  of  dS  at  the  small  distance  dz  apart,  the  axis  of  z  being  that  of  the 
current;  that  is  to  say,  z  is  the  normal  to  dS.  The  condition  connecting 
m  and  C  is  that  mdz=C,  or  magnetic  moment  of  magnet  =  that  of  the 
current  (per  unit  of  area,  here). 

Let  the  surface  of  every  one  of  the  small  closed  circuits  we  have 
imagined  to  replace  the  real  circuit  be  similarly  covered  with  magnetism 
on  its  two  faces,  according  to  the  same  rule.  This  is  equivalent  to 
covering  the  complete  surface  S  to  surface-density  m  on  one  side  and 
-  VI  on  the  other,  with  the  condition  mdz  =  C  everywhere.  Here 
m  dz,  the  magnetic  moment  per  unit  area,  is  called  the  Strength  of  the 
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shell  The  thickness  of  the  shell  must  he  infinitely  small,  hut  it  need 
not  be  constant.  If  it  vary,  m  must  vary  inversely,  so  as  to  keep  the 
strength  constantly  =  C  The  magnetic  force  of  this  shell  and  that  of 
a  current  C  round  its  edge  are  identical  everywhere,  except  in  the  shell 
itself. 

Now,  since  the  mechanical  action  between  a  magnet  and  a  small 
closed  current  is  the  same  as  that  between  the  magnet  and  a  small 
magnet  of  the  same  moment  as  the  current,  similarly  placed,  and  since 
we  may  build  up  any  closed  linear  current  by  putting  together  an 
immense  number  of  such  little  closed  currents,  it  follows  that  the 
mechanical  action  between  a  magnet  and  any  linear  current  is  the  same 
as  that  between  the  magnet  and  an  equivalent  magnetic  shell.  But  the 
magnet  may  itself  be  a  second  magnetic  shell;  and,  since  we  may 
substitute  for  it  a  current  round  its  edge,  it  follows  that  the  mechanical 
action  between  two  closed  currents  is  the  same  as  that  between  two 
magnetic  shells  whose  edges  are  bounded  by  the  currents,  and  of 
numerically  the  same  strength  as  the  latter.  And  the  mutual  potential 
energy  of  the  two  currents  must  be  the  same  as  that  of  the  shells, 
which  may  be  found  from  the  distribution  of  the  magnetic  matter. 

Now,  we  found  [p.  222]  the  magnetic  potential  of  an  element  dS  of  a 
shell  of  strength  C  to  be 

dz 

(now  employing  the  common  definition  of  unit  pole),  where  /*  is  the 
tensor  of  r,  the  vector  drawn  from  dS  to  the  point  Q  where  12  is 
measured,  and  z  the  normal  to  dS.  The  differentiation  in  the  above  is 
performed  at  Q,    If  we  perform  it  at  dS,  we  must  write 

J2  =  +  CdS%-, 
dz 

because  if  1/r  decreases  when  dS  is  fixed  and  Q  is  shifted  in  direction  z, 
it  increases  when  Q  is  fixed  and  dS  shifted  in  the  same  direction. 

Place  a  magnetic  pole  of  strength  C  at  the  point  Q.  Its  potential  at 
dS  is  C/r,  therefore  its  force  at  dS  in  the  direction  z  is  -  C{dr~'^/dz) ; 
and  since  z  is  normal  to  dS  the  whole  amount  of  force  passing  through 
dS  from  its  -  to  its  +.  side,  due  to  the  pole  C  at  Qy  is  -  C{dr~^/dz)dS,  the 
differentiation  being  performed  at  dS.  But  this,  with  sign  changed,  is 
our  expression  for  Q,  the  magnetic  potential  at  Q  of  the  element  of  the 
shell  at  dS.  The  same  appnes  to  every  element  of  the  shell ;  conse- 
quently, by  summation,  it  follows  that  the  magnetic  potential  12  at  Q  of 
the  complete  shell  =  amount  of  force  passing  through  the  shell  in  the 
positive  direction,  due  to  a  pole  of  strength  -  C  placed  at  0,  or  in  the 
negative  direction  if  of  strength  +  C.  Thus,  we  may  express  12  in 
terms  of  a  solid  angle,  as  for  electrostatic  force  [on  p.  208]  j  thus, 
(Q  at  0)  =  C  X  solid  angle  subtended  at  Q  by  the  edge  of  the  shell.  The 
magnetic  potential  of  a  current  C  round  the  edge  of  the  shell  is,  of 
course,  the  same. 

The  magnetic  potential  12  must  not  be  confounded  with  the  vector- 
potential  A.     The  curl  of  the  latter  gives  the  magnetic  force  every- 


234  ELECTRICAL  PAPERS. 

where,  both  within  and  without  a  current;  whereas  0  is  scalar,  and  the 
magnetic  force  =  -  VO,  where  V  has  the  same  meaning  as  before  [p.  2 1 7], 
but  this  is  only  in  space  where  there  is  no  current  Ther^ore,  in 
currentless  space  only, 

B  =  curl  A=  -VQ; 

otherwise  B  =  curl  A,  and  0  is  non-existent. 

Next,  consider  two  shells  of  strength  C^  and  C^  and  let  O^  and  O^  be 
their  magnetic  potentials.  The  mechanical  force  between  them  may  be 
ascribed  to  the  mutual  actions  of  the  magnetic  matter,  and  calculated 
therefrom.  To  fix  ideas,  let  the  shells  be  circular  planes.  If  we  place 
them  parallel  to  one  another,  upon  the  same  axis,  and  so  that  the  N. 
side  of  one  is  next  the  S.  side  of  the  other,  there  is  attraction  between 
them.  We  may  call  the  N.  face  of  a  shell  the  +  face,  and  the  S.  the  - 
(N.  and  S.  meaning  north-seeking  and  south-seeking,  as  applied  to  a 
needle),  so  that  the  N.  face  of  snell  is  the  same  as  the  +  face  of  the 
corresponding  current  round  its  edge.  The  +  direction  through  the 
shell  or  the  current  is  from  the  -  to  the  +  face.  The  magnetic  force 
of  a  closed  current  goes  through  it  in  the  +  direction ;  it  also  goes 
righthandedly  about  the  current,  and  the  current  goes  righthandedly 
about  a  line  of  force.  These  relations,  which  are  sometimes  puzzling  to 
others  besides  beginners,  are  important  to  be  remembered,  for  confusion 
will  inevitably  arise  if  we  do  not  keep  to  one  consistent  system.  In 
our  present  case  the  parallel  shells  with  contrary  faces  next  each  other 
attract  The  corresponding  currents  round  their  edges  are  similarly 
directed,  so  there  is  consistency  with  the  fact  that  parallel  currents 
attract  or  repel  according  as  their  directions  are  similar  or  opposed. 

Since  we  (temporarily)  ascribe  the  force  between  the  sheUs  to  the 
attraction  of  matter,  their  mutual  energy  is,  on  this  view,  potential 
energy,  and  tends  to  decrease.  If  one  shell  be  fixed,  and  the  other 
move  through  a  distance  dz  parallel  to  itself,  and  F  be  the  mechanical 
force  in  the  direction  of  motion,  the  work  done  by  the  force  is  Fdz, 
This  is  also  the  reduction  in  the  amount  of  potential  energy ;  or  -  dM, 
if  M  be  the  mutual  energy.     Therefore, 

F=  -^ 
dz 

is  the  expression  for  the  force.  This  is,  in  the  case  considered,  a  real 
force  in  the  dynamical  sense,  viz.,  acceleration  of  momentum.  But  we 
may  give  an  extended  meaning  to  the  term  force  (and  this  is  important 
in  the  theory  of  energy).  Let  dz  indicate  any  '*  displacement,''  and 
-dM  the  corresponding  fall  in  the  potential  energy,  then  F=  -dM/dz 
is  the  "  force  "  in  the  generalised  sense,  so  that  "  force  "  x  "  displace- 
ment" always  equals  the  decrease  of  potential  energy  during  the 
displacement. 

The  two  shells  with  contrary  faces  nearest,  would  attract  each  other 
from  an  infinite  distance,  and  their  potential  energy  would  decrease  all 
the  time ;  hence,  if  the  energy  be  taken  to  be  nil  at  an  infinite  distance, 
where  the  force  is  evanescent,  the  energy  is  negative  at  any  finite 
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distance,  and  becomes  more  and  more  negative  as  the  shells  approach. 
Turn  one  of  them  round,  so  that  similar  faces  are  nearest;  the  potential 
energy  is  now  positive,  the  amount  of  work  done  in  turning  the  shell 
round  being  the  whole  increase  of  energy.  (Rigid  magnetisation  is 
supposed.)  Similar  remarks  apply  to  the  currents  round  the  edges  of 
the  shells;  but  we  have  not  at  present  under  consideration  what 
becomes  of  energy  added  to  the  system  by  externally  performed  work. 

The  mutual  energy  of  two  shells  or  currents  admits  of  tolerably 
simple  expression  by  means  of  the  theorem  conoecting  line  and  surface 
integrals.  If  a  charge  m  of  magnetism  be  brought  from  an  infinite 
distance  to  a  place  in  a  magnetic  field  where  the  potential  is  12,  the 
work  done  against  the  repulsion  is  ml2,  which  is  consequently  the 
potential  energy  of  m  with  respect  to  the  field  in  which  it  is  placed. 

Apply  this  to  a  shell  placed  in  the  field  of  a  second  shell.  Let  dS  be 
an  element  of  area  of  the  first  shell,  of  strength  (7,  and  dz  its  thickness, 
2  being,  therefore,  the  normal  at  dS.  On  the  +  face  there  is  magnetism 
to  the  amount  mdS=^  (C/dz)dS.  Let  fi'  be  the  magnetic  potential  of  the 
second  shell  there.  The  energy  of  mdS  with  respect  to  the  second 
shell  is  then  {Cldz)Q.'dS.  Now,  12'  becomes  Q!  -  {dQ! Idz)dz  when  we 
pass  through  dS  to  the  other  side,  where  there  is  a  quantity  -  {C/dz)dS 
of  magnetism,  whose  energy  with  respect  to  the  second  shell  is,  there- 
fore, -  (C/dz)dS  {Q'  -  {dQ'laz)dz\.  The  energy  of  the  combination  is  the 
sum  of  Uie  separate  energies  ot  the  two  charges  of  magnetism,  that  is, 
CdS{dQf/dz). 

But  dQ'/dz  is  the  magnetic  force  at  dS  of  the  second  shell  in  the 
direction  of  the  normal  from  the  positive  to  the  negative  side ;  there- 
fore, dS{dQf/dz)  is  the  amount  of  magnetic  force  arising  from  the  second 
shell  which  passes  through  dS  in  the  negative  direction.  The  same  is 
true  for  all  areas  in  the  first  shell ;  hence,  by  summing  up,  we  find  that 
the  energy  of  the  first  shell  with  respect  to  the  second  =  strength  of 
first  shell  X  total  amount  of  magnetic  force  passing  through  it  in  the 
negative  direction  arising  from  the  second  shell.  Or,  if  M  denote  the 
energ}',  and  we  always  reckon  the  force  in  the  positive  direction  through 
a  shell,  then 

M=  -Cxamoimt  of  mag.  force  through  Cdue  to  (7, (1) 

if  (7  is  the  strength  of  the  second  shell     Similarly,  by  starting  with 
the  second  shell,  we  find 

if  =  -  (7  X  amount  of  force  through  C  due  to  C.  (2) 

It  is  customary  to  speak  of  the  "  number  of  lines  "  of  force,  each  line 
being  the  representative  of  a  definite  "  amount "  of  force,  or  "  surface- 
in  tegral'  of  force,  to  use  the  mathematical  expression.  But  no  one 
speaks  of  the  '*  number  of  lines  "  of  current  passing  through  a  surface ; 
the  expression  "  amount "  or  "  quantity  "  would  rather  be  used.  Frac- 
tional parts  of  a  line  of  force  are  awkward,  but  there  is  no  such 
difficulty  with  amount  or  quantity.  On  the  other  hand,  "surface- 
intesral "  is  rather  too  scientific. 

The  right-hand  members  of  equations  (1)  and  (2)  are  identically 
equal,  and  a  remarkable  reciprocal  property  of  closed  currents  or  shells 
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is  disclosed.  Make  the  currents  each  unity ;  then  it  follows  that  the 
unit  current  in  the  first  circuit  sends  the  same  amount  of  force  through 
the  second  as  the  unit  current  in  the  second  circuit  sends  through  the 
first,  whatever  may  be  the  form  or  relative  position  of  the  circuits. 

Equation  (1)  does  not  apply  merely  to  the  field  of  a  shell  or  single 
circuit.  By  the  manner  of  its  derivation  it  applies  to  any  magnetic 
field  whatsoever  produced  by  magnets  or  currents,  substituting  for 
"  due  to  (7  "  the  expression  "  due  to  the  field."  This  is  to  exclude  the 
magnetic  force  of  the  current  C  itself. 

Equations  (1)  and  (2)  may  be  immediately  put  in  another  form. 
The  magnetic  force  of  a  current  is  the  curl  of  its  vector-potential, 
therefore,  by  Theorem  (B),  [p.  211],  the  amount  of  magnetic  force 
through  any  circuit  =  line-integral  once  round  it  of  the  vector-potential, 
whose  curl  is  the  force  considered.  So  let  A  and  A'  be  the  vector- 
potentials  of  the  complete  currents  C  and  (7,  then  (1)  and  (2)  become 

M-  -C  X  line-integral  of  A  once  round  C, (3) 

=  -C  X  line-integral  of  A' once  round  C  (4) 

These,  again,  may  be  put  in  another  form,  which  will  be  useful. 
Consider  (3)  only.  Let  ds'  be  an  element  of  length  of  the  current  (7. 
The  portion  of  Af  due  to  it  alone  is 

-  AC  ds' cos(Aa), 

Here  it  will  be  convenient,— its  importance  will  be  seen  later, — to 
introduce  the  notion  of  the  scalar  product  of  a  pair  of  vectors.  If  a 
and  b  be  any  vectors,  a  and  h  their  tensors  or  magnitudes,  and  6  the 
angle  between  them,  then  the  scalar  ab  cos  6  is  called  the  scalar  product 
of  a  and  b,  and  is  denoted  by  ab  simply.  Suppose,  for  instance,  F  is  a 
force  and  v  the  velocity  of  its  point  of  application,  then  Fv  is  its 
activity.  Should  P  and  v  be  parallel,  Fv  reduces  to  Fv  simply,  the 
product  of  their  tensors  or  magnitudes. 

Thus,  in  our  present  case,  the  portion  of  M  due  to  the  element  of 
current  C  at  ds'  is  -  AC  ds'. 

But  A  is  itself  a  line-integral,  viz.,  once  round  the  current  C,  Let  ds 
be  an  element  of  length  of  &,  then  the  portion  of  A  contributed  by  it  is 
(by  the  definition  of  vector  potential)  (p/r)ds  at  a  point  distant  r  from 
the  element  G,  and  its  direction  is  parallel  to  C.  Therefore  the  portion 
of  M  due  to  the  pair  of  elements  C  ds  and  C  ds'  is 

^9£cos{0a)dsds'     or      ^99idsds\ (6) 

and  the  complete  energy  is  the  sum  of  all  such  terms,  so  as  to  include 
the  whole  of  both  currents ;  that  is, 

M=--Cc{{^^dsds\  (6) 

where  r  is  the  distance  between  ds  and  ds\  and  €  the  angle  between 
their  directions,  and  the  integration  extends  once  round  each  circuit, 
the  direction  chosen  being  that  of  the  current  in  each  case.  (6)  is  one 
of  the  simplest  forms  of  Neumann's  celebrated  formula. 
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With  respect  to  (5)  and  (6),  the  latter,  referring  aa  it  does  to  closed 
circuits,  is  exact ;  but  as  regards  the  former  all  we  can  say  at  present  is 
that  the  potential  energy  of  two  closed  currents  is  the  same  as  if  a  pair 
of  linear  elements,  one  taken  from  the  first  circuit,  the  other  from  the 
second,  possessed  the  mutual  energy  expressed  in  (5) ;  for  such  elements 
could  not  exist  alone. 

Section  II. — Variation  of  the  Energy  with  the  Size  of  the 
System.  The  Mutual  Energy  of  any  two  Distributions 
OF  Current. 

Given  two  closed  circuits  of  any  form  with  steady  currents  in  them, 

f placed  at  any  distance  apart  in  any  relative  positions,  we  have  found 
Section  I.,  p.  234]  that  the  mechanical  force  between  them  may  be 
completely  defined  by  the  variation  of  a  certain  quantity,  M,  which  has 
a  definite  value  for  every  configuration.  Any  linear  displacement  dx 
of  one  conductor,  moving  as  a  whole  without  rotation,  is  assisted  by  a 
real  force  arising  from  the  mutual  action  of  strength  -  dMcLr,  or  the 
rate  of  decrease  of  M  per  unit  displacement ;  and,  extending  the  mean- 
ing of  a  displacement  to  signify  any  small  change  of  position,  and  at  the 
same  time  generalising  the  meaning  of  force  so  that  its  definition  shall 
be  contained  in  the  statement  "  force  x  displacement  =  work  done  by 
the  force  during  the  displacement,"  we  have  the  same  relation,  force 
=  -  dM/dx. 

This  expression  of  the  force  as  the  variation  of  the  quantity  M  is 
simply  a  reversal  of  the  statement  that  M  is  the  integral  of  the  force. 
For  tne  method  of  obtaining  M  is  entirely  founded  upon  the  fact  that 
the  mechanical  force  between  two  conductors  bearing  currents  is  the 
same  as  that  between  two  magnetic  shells  of  the  same  strengths  as 
the  currents,  and  with  coincident  edges,  which  again  is  reducible  to 
forces  acting  according  to  the  law  of  the  inverse  square  of  the  distance 
between  quantities  of  magnetic  matter,  so  that  M  is  really  the  mutual 
potential  energy  of  the  distributions  of  matter.  We  may  also  say  that 
M  is  the  mutual  potential  energy  of  the  currents,  remembering,  how- 
ever, that  the  currents  must  not  vary;  for  our  equivalent  magnetic 
shells  are  rigidly  magnetised,  and  we  so  far  ignore  the  existence  of 
changes  in  the  currents  produced  by  the  relative  motion  of  the 
circuits. 

The  quantity  M  for  the  complete  circuits  is  the  same  as  if  any  pair 
of  current-elements  of  strengths  C  and  (f  and  lengths  ds  and  ds,  at 
distance  r  apart,  one  being  in  the  first  and  the  other  in  the  second 
circuit,  contributed  the  amount  -  (CC  ds  ds' /r)  [equation  (5),  p.  236} 
From  this  we  may  see  how  the  energy  and  the  forces  are  affected  by 
changes  of  dimensions  in  similar  systems.  For  let  there  be  another 
pair  of  circuits  similar  to  the  first,  of  7^-fold  linear  dimensions,  and 
similarly  situated,  so  that  every  line  joining  corresponding  points  is 
magnified  n  times ;  divide  the  circuits  into  the  same  number  of  elements 
of  length  as  the  first  pair,  thus  making  each  element  n  times  as  long ; 
then  (fl8d8')/r  is  multiplied  {nxn)-rn  =  n  times.     Hence  if  the  currents 


238  ELECTRICAL  PAPERS. 

arc  the  same  in  both  cases,  the  energy  is  n  times  as  great  in  the 
magnified  system. 

As  for  the  forces,  they  are  quite  unaltered  For  it  dx  he  a  displace- 
ment in  the  first  case,  it  becomes  ndz  in  the  second ;  and  the  changes 
in  M  corresponding  are  dM  and  n  dM,  But  the  force  is  the  change  in 
M  per  unit  displacement,  and  is  therefore  simply  dM  as  before.  Tlius^ 
in  similar  linear  systems  with  the  same  currents,  the  forces  are  inde- 
pendent of,  and  the  energy  varies  as  the  linear  dimensions. 

This  law,  that  the  force  in  similar  systems  is  unchanged,  was  made 
one  of  the  bases  of  Ampere's  theory,  as  an  experimental  fact ;  from  it 
follows,  that  if  the  actually  observed  actions  were  due  to  mutual  forces 
between  the  different  part«  of  the  two  conductors  or  currents,  such 
forces  must  vary  as  the  inverse  square  of  the  distance,  when  the 
inclinations  of  elements  are  the  same.  This,  of  course,  also  follows 
from  (ds  ds)/r ;  its  rate  of  decrease  along  r  being  ds  ds'jr^. 

In  varying  the  linear  dimensions  we  kept  the  currents  constant^  so 
that  it  did  not  matter  whether  we  varied  the  sections  of  the  conductors 
or  not.  But,  varying  all  the  linear  dimensions,  if  we  keep  the  current- 
densUies  constant,  so  that  with  a  doubled  sectional  area  we  have  a 
doubled  current,  then,  since  an  7i-fold  increase  of  linear  dimensions 
multiplies  each  of  the  sections  n^  times,  the  currents  are  made  n^  times 
as  great;  hence  in  the  magnified  system  the  energy  is  multiplied 
»  X  n^  X  n^,  or  n^  times  instead  of  only  n  times,  whilst  the  forces  are 
multiplied  n*  times. 

This  law  of  the  fifth  power,  which  in  its  application  to  dynamos  has 
been  pointed  out  by  M.  Marcel  Deprez,  is  a  particular  case  of  a  more 
general  law.  The  potential  energy  of  any  similar  distributions  of 
matter  with  the  gravitational  law  of  inverse  squares  varies  as  the  fifth 
power  of  the  linear  dimensions  and  as  the  squares  of  the  densities. 
(Thomson,  "Electrostatics  and  Magnetism,''  p.  435.)  The  matter  may 
be  of  the  electric  or  magnetic  kind,  repulsion  between  like,  and  attrac 
tion  between  unlike  kinds.  If  p  is  the  volume-density  and  P  the 
potential,  ^2  Pp  is  the  potential  energy,  the  summation  including  all 
the  matter.  Here  P=:2p/r  aa  usual;  hence  the  energy  is  ^^^pp'/r, 
where  p  and  p'  are  the  quantities  of  matter  in  any  two  elements  of 
volume  and  r  their  distance  apart.  Now,  in  a  system  of  f^fold  dimen- 
sions, divided  into  the  same  number  of  elements  of  volume,  each  of 
them  is  n^  times  as  large,  and  their  distances  apart  are  all  multiplied 
n  times ;  hence  the  energy  is  multiplied  n^  n^jn  =  n^  time&  And,  of 
course,  when  the  density  varies,  the  energy  varies  as  its  square,  since 
p  and  p'  are  both  similarly  increased. 

But  applying  this  law  to  similar  magnets  of  different  dimensions, 
but  of  the  same  intensity  of  magnetization  at  corresponding  places,  the 
law  becomes  that  of  the  cube,  not  of  the  fifth  power.  This  may  be 
easily  seen  by  comparing  two  similar  magnets,  solenoidally  magnetised. 
If  their  intensities  of  magnetisation  are  the  same,  the  surfacendensities 
of  free  magnetism  are  the  same.  But  the  law  of  the  fifth  power  applies 
to  ro/t«77if-densities,  hence  there  is  a  loss  of  two  dimensions.  Or, 
replace  the  surface-density,  say  o-,  by  a  volume-density  <r/^  t  being  the 
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small  thickness  of  the  layer.  An  n-fold  increase  of  linear  dimensions 
with  volume-density  constant  would  increase  the  energy  n^  times,  as 
before ;  but  then,  since  t  would  be  multiplied  n  times,  o-  would  experi- 
ence a  like  increase  to  keep  a-jt  the  volume-density  constant;  conse- 
quently, the  intensity  of  magnetisation,  which  is  numerically  the  same 
as  the  surface  density,  would  also  vary  as  the  linear  dimensions. 
Thus,  with  the  intensity  of  magnetisation  kept  constant,  an  7&-fold 
increase  of  linear  dimensions  of  a  magnet  makes  the  volume-density 
(replacing  the  surface-density)  vary  inversely  as  n.  Hence,  remember- 
ing that  the  energy  varies  as  the  square  of  the  volume -density,  we 
have  the  energy  multiplied  only  n^jn^  or  n^  times. 

Yet,  although  the  n^  law  holds  for  magnets  with  intensity  of  magne- 
tisation constant,  it  does  not  hold  for  current  systems,  with  the  density 
of  current  kept  constant,  even  when  we  replace  the  currents  by  mag- 
netic shells  producing  the  same  fields  of  force.  For  the  strength  of  the 
equivalent  shell  in  any  case  is  its  intensity  of  magnetisation  multiplied 
by  its  thickness,  and  the  strength  must  be  numerically  equal  to  the 
strength  of  the  current  it  replaces.  Now,  the  latter  varies  as  n^  with 
constant  current-density ;  hence,  if  the  thickness  of  the  shell  becomes 
n  times  as  great  in  the  magnified  system,  its  intensity  of  magnetisation 
or  the  surface-density  must  be  also  multiplied  n  times  to  keep  pace 
with  the  current  it  replaces.  Thus  we  have  the  case  of  similar  magnets 
whose  intensities  of  magnetisation  vary  as  the  linear  dimensions,  or  of 
similar  distributions  of  matter  of  constant  volume-densities,  and  there- 
fore the  n*  law  holds.  I  observe,  however,  that  Sir  W.  Thomson,  in 
the  paper  above  referred  to  (/oc.  cit.^  p.  435),  makes  the  cube  law  hold 
both  for  magnets  ("  polar  magnets '')  with  constant  intensities  of  mag- 
netisation, and  for  current  systems  ("electromagnets,"  or  systems  of 
magnetic  force  due  entirely  to  electric  currents)  with  constant  densities 
of  current  (or  "  intensities  "\  This  may  be  a  slip,  or  I  may  not  catch 
the  meaning  correctly,  or  tne  n^  law  may  not  apply  to  currents  as  it 
appears  to  do. 

As  regards  the  magnetic  force  in  similar  systems  of  current,  since  at  a 

>int  P  it  is  the  sum  of  {Chl'i^)\ds  for  each  element  of  a  linear  circuit 
224,  anU\  r  being  the  distance  of  P  from  the  element,  and  h  its 
[istance  from  the  axis  of  the  current,  ^,  r,  and  ds  are  all  multiplied  n 
times  in  a  system  of  refold  linear  dimensions  with  the  same  integral 
current  C  in  corresponding  places;  the  magnetic  force  is  therefore 
multiplied  n.njn^  or  l/n  times,  and  thus  varies  inversely  as  the  linear 
dimensions.  JBut  under  the  same  circumstances,  with  density  of  current 
constant,  so  that  C  varies  as  n\  the  magnetic  force  varies  as  n^/n  or  n ; 
Le,,  directly  as  the  linear  dimensions. 

Now,  the  energy  is  expressible,  as  will  be  seen  later,  also  in  the  form 
2(8ir)"i  (force)^,  the  summation  being  extended  throughout  all  space. 
Here  (force)^  varies  as  n^  under  the  last-mentioned  circumstances,  and 
the  Yolume  as  n^ ;  hence  we  obtain  the  n^  law  again  with  density  of 
carrent  constant 

Leaving  now  the  question  of  dimensions,  let  us  pass  on  to  the  more 
general  case  of  the  mutual  energy  of  two  arbitrary  current  systems. 
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If  we  have  a  closed  linear  current  C  in  presence  of  any  number  of 
others,  (/,  (T,  etc.,  we  know  exactly  the  value  of  M  for  our  selected 
circuit  C  and  any  one  of  the  others,  say  C,  if  the  rest  of  the  system 
were  non-existent.  It  is  numerically  C  x  amount  of  magnetic  force 
through  it  due  to  C,  or  conversely.  Also,  -if  is  the  amount  of 
mechanical  work  that  would  have  to  be  done  by  external  force  against 
the  electromagnetic  forces  to  separate  C  and  C  from  their  actual 
positions  to  an  infinite  distance  apart,  keeping  the  currents  constant 
Now,  this  being  the  case  for  C  and  C  alone,  and  for  0  and  CT  alone, 
when  C  and  C  exist  together,  the  mechanical  work  required  to  remove 
C  is  simply  the  sum  of  the  amounts  of  work  done  separately  in  the 
former  cases.  It  is,  indeed,  obvious  that  the  amount  of  magnetic  force 
that  C  and  C  when  co-existent  send  through  C  is  the  sum  of  the 
amounts  they  would  separately  send  through  C ;  and  that  the  corre- 
sponding proposition  is  true  for  the  work  done  follows  from  the  mutual 
nature  of  the  mechanical  forces  between  the  conductors,  and  is  most 
easily  seen  to  be  true  by  replacing  the  currents  by  magnetic  shells,  by 
which  we  are  reduced  to  mutual  forces  between  sets  of  attracting  or 
repelling  points.  In  the  case  of  the  current,  we  may  either  remove  C, 
fixing  C  and  G\  or  fix  C  and  remove  C  and  CT,  or  remove  both  C  and 
the  pair;  but  the  pair  must  move  as  a  rigid  body  without  relative 
motion ;  or,  if  there  be  any,  it  must  be  cancelled  later.  And,  in 
general,  the  energy  of  C  with  respect  to  any  current-system  is  the  sum 
of  its  energies  with  respect  to  the  individual  members  of  the  system. 
And  here  remark  that  we  have  no  concern  with  the  mutual  energies  of 
the  members  of  the  system  amongst  themselves. 

This  being  true  for  one  closed  current  in  presence  of  a  system,  is 
true  for  a  second,  or  for  any  number;  and,  therefore,  we  have  the 
result  that  the  mutual  energy  of  two  arbitrary  current  systems  (arbi- 
trary in  all  except  that  they  must  consist  entirely  of  closed  currents)  is 
the  sum  of  the  mutual  energies  of  all  the  pairs  that  can  be  made,  taking 
one  member  of  a  pair  from  one  system,  and  the  other  from  the  second ; 
and,  since  in  neither  system  are  we  concerned  with  the  internal 
energy,  their  mutual  energy  is  the  work  to  be  done  to  bring  them 
together  to  their  actual  positions  moving  as  rigid  bodies,  without 
internal  relative  motion  ;  or,  if  there  be  such,  we  must  not  count  work 
so  performed. 

For  the  expression  of  this  and  other  results  in  a  simple  manner,  it 
will  be  convenient  to  introduce  volume-elements  of  current,  instead  of 
the  linear  elements  previously  used.  If  we  have  a  current  in  a  wire, 
and  consider  the  latter  as  a  mere  line,  we  have,  of  course,  infinite  con- 
centration of  current.  There  is  no  appreciable  error  caused  by  replac- 
ing wires  by  lines  so  long  as  the  wires  are  not  very  close  together,  and 
there  will  be  no  error  if  we  locate  the  lines  properly ;  but  when  we  are 
considering  currents  in  general,  it  is  best  to  take  things  as  they  are, 
viz.,  finite  currents  across  finite  areas. 

A  current  system  may  be  split  up  into  tubes  of  flow,  which  are  all 
closed.  Any  tube  is  independent  of  the  rest,  in  so  far  that  there  is  no 
current  from  it  to  its  neighbours,  for  it  is  bounded  by  lines  of  flow. 


THE  ENERGY  OF  THE  ELECTRIC  CURRENT.  241 

Now,  by  splitting  up  the  tabes  into  an  indefinitely  great  number,  we  at 
the  same  time  i^uce  their  sections  indefinitely,  and  also  the  currents 
they  carry ;  hence  in  the  limit  we  may  treat  every  current-tube  as  a 
closed  linear  circuit  carrying  an  infinitely  small  current.  Let  ds  be  an 
element  of  length  of  such  a  tube,  dS  its  section  anywhere,  then  ds  dS 
is  an  element  of  volume,  say  dF,  Let,  now,  C  be  the  current-density, 
i.e.,  C  dS  *=  cuTTent  crossing  dS,  so  that  C  would  be  the  current  across 
unit  of  area  normal  to  the  current  were  its  density  all  over  the  unit 
area  the  same  as  at  dS.  Now,  our  linear  element  [p.  2361  was  integral 
current  X  element  of  length;  this  now  becomes  (Cd^)ds  or  CdF. 
Further,  we  may  conveniently  take  the  element  of  volume  to  be  the 
nnit  volume,  since  the  latter  may  be  as  small  as  we  please.  We  now 
have,  instead  of  equation  (5)  [p.  236],  the  following : — The  mutual 
energy  of  two  closed  currents  is  the  same  as  if  every  pair  of  unit 
volumes,  one  belonging  to  the  first,  and  the  other  to  the  second  circuit, 
contributed  the  amount 

-CC7r=  -AC'=  -A'C (1) 

Here,  A  =»  C  -f  r  is  the  vector-potential  of  C  at  C,  and  A!  =  C'  -rr  is  the 
vector-potential  of  C  at  C,  r  being  their  distance  apart 

Now,  apply  (1)  to  two  arbitrary  current-systems.  We  know  that 
(1)  is  true  when  summed  up  for  two  closed  tubes  of  indefinitely  small 
section,  and  that  our  systems  may  be  split  up  into  such  tubes.  It 
follows  that  when  we  divide  space  into  elements  of  volume  (ignoring 
the  tubes  completely),  and  apply  (1)  to  every  pair  of  volume-elements 
that  can  be  made  between  the  two  systems,  and  sum  up,  we  shall 
obtain  the  mutual  energy,  for  as  soon  as  we  have  finished  the  summa- 
tion we  have  closed  all  the  tubes. 

Therefore^  the  mutual  potential  energy  M  of  two  systems  of  densities 
C  and  C,  is 

if  =  -22CC7r=  -2AC'=  -2A'C, (2) 

where  A  is  the  complete  vector-potential  of  the  first,  and  A'  of  the 
second  systenL  In  one  form  we  have  a  double  summation,  viz.,  to  all 
pairs  of  current- elements ;  in  the  other  forms  there  is  but  one  summa- 
tion, because  the  vector-potential  itself  is  obtained  by  a  summation. 
Thus,  in  Uie  form-2Au',  we  sum  up  AC  for  every  element  of  the 
second  system;  here  A  expresses  a  summation  over  the  first  system, 
viz.,  2  C/r  (vector  sum). 

Corresponding  to  (2)  these  are  exactly  analogous  expressions  for  the 
mutual  energy  of  two  systems  of  electrification,  and  the  comparison  is 
instructive,  p  and  p  being  the  volume-densities  of  free  electricity, 
P  and  P  the  potentials,  and  M  the  energy,  we  have 

M^22pp'/r=:I.Pp'  =  :^Fp (3) 

Here  p,  the  density  of  electrification,  corresponds  to  G,  the  current- 
density  in  (2),  and  P  the  scalar  potential  to  A,  the  vector-potential. 
Both  p  and  P  are  scalars,  and  their  product  is  found  as  in  algebra. 
Bat  in  (2)  both  the  currents  and  their  potentials  are  vectors,  which  is 
how  it  comes  about  that  we  have  to  multiply  by  the  cosine  of  the  angle 

B.B.P. — ^VOL.  I.  Q 
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between  their  directions.  As  for  the  negative  sign  in  (2)  and  positive 
in  (3),  it  arises  from  similarly  directed  currents  attracting,  whilst 
similar  electrifications  repel. 

The  following  rule  is  useful  in  adding  the  scalar  products  of  vectors. 
If  Aj,  A^,  A3,  . . .  are  any  vectors  whose  vector-sum  is  A,  and  C  is  any 
other  vector,  then 

AiC  +  A2C  +  A3C  +  ...  =  AC. 

[Similarly  C  may  be  split  up  into  any  number  of  vectors  C^,  C^, . . . ;  from 
which  we  see  that  in  the  formation  of  scalar  products  of  pairs  of  vectors, 
each  of  which  is  the  sum  of  any  number  of  other  vectors,  we  proceed 
precisely  as  in  common  algebra.     For  example, 

(Ai  +  A2)  (Ci  +  C2)  =  AiCi  +  A1C2  +  AgCi  +  A^Cj 

=  CiAi  +  C2Ai  +  CiA2  +  C2A2. 

The  practical* utility  of  the  algebra  of  vectors  is  easily  seen.] 

Section  III.    The  Sklf-Energy  of  a  Current-System. 

We  have  next,  in  natural  order,  to  consider  the  potential  energy  of 
a  current-system  on  itself,  as  distinguished  from  its  energy  with  respect 
to  another  system.  The  latter  being  called  the  mutual  energy,  we  may, 
for  brevity,  term  the  former  the  self-energy,  just  as  the  induction  of  a 
current  on  itself  is  called  self-induction.  The  meaning  of  self-energy 
follows  plainly  from  that  of  mutual  energy;  and  hence,  after  the 
method  previously  given  [p.  240,]  we  may  define  the  self-energy  (poten- 
tial) of  a  current-system  to  be  the  amount  of  work  spent  by  exter- 
nally applied  forces  against  the  electromagnetic  forces  in  building  up 
the  system  by  bringing  together  to  their  required  positions  from  an 
infinite  distance  all  the  infinitely  fine  tubes  of  current  into  which  the 
system  may  be  split  up,  each  infinitely  small  current  being  of  constant 
strength.  Now  this  amount  is  always  negative  (as  is  plain  in  simple 
cases,  and  is  proved  for  an  arbitrary  system  below),  though  the  mutual 
energy  of  two  systems  may  be  positive  or  negative;  hence  the  self- 
energy  (potential),  with  sign  changed,  is  the  work  needed  to  pull  the 
system  to  pieces  against  the  electromagnetic  forces,  finally  bringing  it 
to  a  state  of  division  into  infinitely  fine  tubes,  infinitely  widely 
separated. 

The  calculation  may  be  made  by  the  same  method  of  pairing  tubes  as 
for  the  mutual  energy,  with  one  important  difference,  however,  which, 
when  attended  to,  allows  the  method  to  give  us  the  formula  for  the 
self-energy.  Divide  the  system  into,  say,  n  tubes,  and  remove  them, 
one  at  a  time,  to  an  infinite  distance.  Or,  simply  turn  any  tube  in  the 
act  of  removal  into  such  a  position  that  the  total  amount  of  magnetic 
force  through  it  arising  from  that  part  of  the  system  which  remains  is 
nil,  and  then  cancel  it  The  required  total  amount  of  work  performed 
is  obviously  the  sum  of  the  mutual  energies,  first  of  No.  1  tube  with 
respect  to  the  remaining  (n  - 1 ) ;  then  of  No.  2  with  respect  to  the 
remaining  {n  -  2),  and  so  on.     Thus,  in  pairing  the  tubes,  we  count 
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each  once  only  with  respect  to  all  the  rest,  or  we  form  all  the  different 
pairs  that  can  be  made  in  the  system. 

Now,  imagine  there  to  be  another  system,  exactly  equal  to  the  first, 
and  coincident  therewith.  In  calculating  their  miUual  energy,  we 
should  form  all  the  pairs  that  can  be  made,  taking  one  member  from 
the  first,  and  the  other  from  the  second  system.  Now,  we  have,  for 
example,  the  mth  tube  in  the  first  paired  with  the  nth  in  the  second 
system,  and  also  the  nth  in  the  first  paired  with  the  mth.  in  the  second. 
But  the  energies  corresponding  to  these  two  pairs  are  equal,  by  the 
assumption  that  the  systems  are  exactly  equal.  So  the  pairing  is  the 
same  as  if,  in  the  previous  case  (for  the  self-energy),  we  had  counted 
every  pair  twice  over,  with  only  thiB  difference,  that  we  have  additional 
pairs  l,r,  2,2',  3,3',  etc.,  the  accents  referring  to  the  imagined  system. 
But  the  sum  of  the  energies  corresponding  to  these  pairs,  when  the  sub- 
division is  carried  to  extremes,  becomes  infinitely  small  compared  with 
the  sum  of  all  the  rest  Hence  we  have  the  result  that  the  self-energy 
of  a  system  is  exactly  one-half  its  energy  with  respect  to  an  exactly 
equal  coincident  systeuL  The  latter  we  know  to  be  2  AC,  where  C  is 
the  current  and  A  the  vector-potential  of  either  system.  Consequently, 
if  Jlfj  be  the  self-energy,  we  have 

-ifi  =  2iAC (1) 

Any  other  method,  properly  carried  out,  will  lead  to  the  same  result. 
Thus,  first  divide  the  system  into  two  coincident  systems,  each  of  half 
the  strength,  and,  therefore,  having  the  vector-potential  halved  as  well 
as  the  density  of  current,  and  separate  them.  The  work  done  is 
^.^2 AC,  being  their  mutual  energy,  with  sign  changed.  Next^ 
similarly  divide  the  two  halves  into  systems  of  a  quarter  the  current- 
density  and  vector-potential,  and  separate  as  before.  The  work  done 
is  2.^.^2  AC.  In  the  third  similar  operation  the  current  and  vector- 
potential  are  (C  -r  8)  and  (A  -r  8)  and  there  are  four  pairs ;  hence  the 
work  done  amounts  to  4.^.^2  AC.  Carry  this  on  ad  infinitum^  and 
sum  up  the  amounts  of  work  spent.     The  result  is 

2AC(J-hJ  +  ^+...)  =  2^AC,  as  before, 

since  the  sum  of  the  series  =  ^. 

Collecting  results,  let  ifcfi  and  M2  be  the  self-energies,  M^  the  mutual 
energy  of  two  arbitrary  systems,  in  which  C,  and  Cg  are  the  currents, 
and  A^  and  Aj  the  vector-potentials,  and  let  M  be  the  complete  energy. 
Then  we  have 

-if=  -(M,  +  M,  +  M,,)  ^2  iA,G,  +  2iA,C,  +  :^A,C,, (2) 

where,  instead  of  the  last  term,  we  may  write  1^  AjC,. 

We  may  easily  show  that  (2)  is  consistent  with  (1)  by  regarding  the 
two  systems  as  a  single  one.  For  the  actual  vector-potential  at  any 
point  is  the  vector-sum  of  A^  and  Ag,  say  A.  Now  if  we  substitute  for 
the  last  summation  in  (2)  one  half  of  (£'AiC2  + wAgC^),  which  we  may 
do  because  the  two  sums  are  equal,  and  rearrange  terms,  we  get 

-  if  =  2  J(AiCj  +  A2C1)  -*-  2  i  (A1C2  -*.  A2C2)  =  2  i ACj  -*-  2  JACg. 

[See  rule  on  p.  242].     Therefore,  if  the  systems  nowhere  overlap,  this 
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is  reduced  to  2^ AC,  extending  the  summation  over  both  systems. 
And  when  they  do  overlap  it  is  the  same.  For  in  the  overlapping 
parts  the  actual  current  is  the  vector-sum  of  C^  and  C^  hence  we  are 
reduced  to  S^AC  always,  agreeing  with  equation  (1)  for  the  self- 
energy  of  a  system. 

There  is  another  very  important  and  significant  expression  for  the 
energy,  which  involves  a  transformation  of  an  extraordinary  character. 
Expressed  generally,  it  amounts  to  this : — Let  A  be  any  vector  function 
of  no  convergence,  B  its  curl,  and  C  that  of  B,  then 

2:AC  =  2B2,  (3) 

the  summations  being  taken  throughout  all  space ;  or,  which  comes  to 
the  same  thing,  the  first  summation  extended  to  all  places  where  C 
exists,  and  the  second  over  all  space  where  B  exists.  A,  B,  C  are  here 
defined  exactly  as  for  the  volume-element  of  a  current,  viz.,  amount 
crossing  unit  of  area  x  volume,  and  taking  the  volume-element  as  the 
unit  volume.  By  making  use  of  the  fundamental  theorem  connecting  a 
vector  and  its  curl,  and  by  following  the  tubes  of  flow  in  our  summa- 
tions, the  proposition  admits  of  proof  in  a  manner  which  makes  evident 
how  the  transformation  takes  place. 

Since  B  and  C  are  non-converging,  these  systems  may  be  completely 
divided  into  tubes  of  flow  (t.^.,  of  flow  as  applied  to  a  liquid),  which  are 
all  closed.  We  shall  first  prove  (3)  in  the  case  of  a  single  tube  of  C, 
which  may  have  any  form,  but  is  of  indefinitely  small  section;  i.^., 
C=0  everywhere  except  along  a  certain  closed  channel,  across  every 
section  of  which  we  have  a  constant  amount  of  C,  which  we  may  call 
Cy  Let  B^  and  A,  be  the  corresponding  values  of  A  and  B.  (A,  is 
the  vector-potential  of  C^,  and  B^  the  curl  of  A^  as  before  shown.)  we 
know  by  the  fundamental  relation  of  Theorem  (B),  [p.  211],  that  the 
line-integral  of  B^  once  round  any  closed  curve  =  whole  amotmt  of  C^ 
through  the  curve ;  hence  the  line  integral  is  zero  unless  the  tube  of  C^ 
goes  uirough  it  (the  closed  curve).  Now,  the  system  Bj  is  wholly  made 
up  of  closed  tubes,  and  since,  if  we  integrate  B^  once  round  one  of 
them,  we  always  get  a  finite  result  (because  the  direction  of  Bj  is  along 
the  tube),  it  follows  that  all  the  tubes  of  B^  pass  through  the  circuit  of 
C^  and  complete  their  circuits  outside. 

Let  any  surface  be  described  whose  edge  is  bounded  by  the  circuit  of 
C^ ;  then,  by  what  was  said  last,  it  cuts  sJl  the  tubes  of  B,.  Next,  let 
it  be  so  situated  as  to  cut  them  at  right  angles,  and  describe  a  series  of 
other  surfaces  indefinitely  close  together,  all  similar  to  the  first  in  that 
they  are  bounded  by  the  circuit  of  C^  and  cut  the  tubes  B^  perpendicu- 
larly. This  is  possible,  because  in  space  where  B^  has  no  curl,  that  is, 
wherever  (7=0,  or  everywhere  except  within  the  tube  of  C^,  B^  may  be 
derived  from  a  scalar  potential;  and  these  surfaces  are  the  eauipotential 
surfaces.  (We  need  not  consider  any  correction  in  the  following  due 
to  B,  within  C^,  because  we  take  that  space  infinitely  small.) 

We  have  to  prove  that  2  AjC^  =  2  B^  Now  the  summation  of  2  AjCj 
extends  only  to  the  tube  of  C^.     Hence 

2AjCi  =  Cj  X  line-integral  of  Aj  once  round  C^; (4) 
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(not  meaning  round  C^  in  the  sense  that  a  tube  of  B^  goes  round  G^,  but 
along  the  tube  of  C,).  But  Bj^curl  A^,  therefore  (4)  becomes,  by 
Theorem  (B),  [p.  211], 

2  AjCj  =  Ci  X  integral  of  B^  over  any  surface  bounded  by  Cy  ...  (5) 

But  again,  C^  =  curl  B^  therefore,  by  Theorem  (B)  again, 

Cj  =  integral  of  B^  once  round  any  tube  of  B^ (6) 

Hence,  by  substituting  (6)  in  (5)  we  find 

2  AjCj  =  line-integral  of  B^  x  surface-integral  of  B^ (7) 

It  is  important  to  notice  that  any  tube  of  B^  will  do  for  the  line- 
int^ral,  and  any  surface  bounded  by  C^  for  the  surface-integral.  But 
all  the  tubes  of  B^  are  cut  by  the  surface,  and  when  it  is  an  equi- 
potential  one  they  are  cut  perpendicularly.  The  same  being  true  for 
the  whole  series  of  equipotential  surfaces,  it  follows  that  the  product  of 
the  line  and  surface-integrals  in  (7)  includes  every  place  where  Bj 
exists ;  hence  we  may  ignore  the  tubes  completely,  and  write 

2AiCi  =  2B«, 

extending  summations  through  all  space;  whence  the  proposition  is 
proved  in  the  case  of  an  infinitely  fine  tube  of  G. 

Now,  in  the  general  case  of  an  arbitrary  system,  divide  C  into  its 
tubes,  and  consiaer  one  of  them,  say,  C^,  as  before.  We  have  A  and  B 
instead  of  A^  and  B^  and  2  AG^  instead  of  2  A^Cj ;  hence,  by  the 
previous  reasoning, 

2  AGj  =  Cj  X  line-integral  of  A  round  G^, 

=  Cj  X  surface-integral  of  B,  (8) 

the  latter  being  over  any  surface  bounded  by  C^.  Divide  space  as  pre- 
viously by  means  of  the  equipotential  surfaces  of  Bj  and  the  tubes  of 
Bj  (not  of  B).  The  tubes  of  B  will  not,  save  exceptionally,  cut  the 
surfaces  at  right  angles,  hence  we  have  to  take  the  normal  component 
of  B  in  the  surface  integral  in  (8) ;  that  is,  B  cos  (BB^).  Also  G^  has 
the  same  relation  to  B^  as  before,  therefore,  by  (6)  and  (8), 

2  ACj  =  line-integral  of  B,                        1  .qv 

X  surface-integral  of  B  cos  (BB^).   J  *  * "  '  ' 

But  BBi  cos  (BB^)  =  BB^^,  and  the  space  integrated  over  is  as  before  ; 
therefore, 

2ACi  =  2BBi (10) 

Similarly  for  a  second  tube  of  C,  say  G^,  we  shall  have 

2AC2  =  2BB2; 

and  when  we  do  the  same  for  all  the  tubes  of  G,  and  add,  we  get 

2AG=  2(BBi-*-BB2  +  BB3+...). 

But  B  is  the  vector  sum  of  B^,  B^,  &c. ;  whence  the  bracketed 
quantity  in  the  last  equation  =  BB  =  B^ ;  therefore,  finally, 

2AC  =  2B2 (11) 

for  any  arbitrary  system. 

I  tlunk  it  was  a  philosopher  who  propounded  the  theory  that  men 
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always  thought  in  some  language ;  an  Englishman  in  English,  for 
example ;  always,  if  he  knew  no  other  language ;  otherwise  he  might 
think  in  any  one  he  knew.  Not  to  raise  the  obvious  objection  that 
persons  dumb  from  birth  should,  according  to  this,  have  no  thoughts  at 
all,  the  theory  is  certainly  proved  to  be  false  by  an  examination  of  such 
a  transformation  as  the  above.  As  regards  the  case  of  a  single  tube  of 
C,  if  only  the  geometrical  conditions  are  pictured  in  the  mind,  the 
division  of  space  into  small  cubes  by  the  tubes  of  B^  cut  across  by  the 
equipotential  surfaces  of  B^^,  the  transformation  becomes  as  self-evident 
as  an  axiom,  and  no  form  of  words  or  sentences  is  necessary.  The  less 
one  is  cumbered  with  them  the  better.  And  although,  the  extension 
to  an  arbitrary  system  is  less  easy,  it  is  still  easier  to  be  pictured  than 
logically  demonstrated.  The  transformation  might  have  been  seen 
quite  intuitively ;  it  is  only  when  one  has  to  prove  it  to  some  one  else 
that  clothing  the  thoughts  in  words  becomes  necessary ;  and,  even 
then,  the  clothes  do  not  correspond  to  the  original  thoughts,  but  to 
those  arising  in  the  act  of  description,  and  both  words  and  thoughts 
require  to  be  readjusted,  perhaps  two  or  three  times,  before  they  will 
mutually  fit  with  any  decency.  The  Cartesian  transformation,  break- 
ing up  each  of  the  vectors  A,  B,  C  into  three  rectangular  components, 
is  short  enough,  but  is  gifted  with  a  total  absence  of  visible  reason  and 
significance. 

In  applying  (11)  to  electromagnetism,  we  have  to  remember  that,  B 
standing  for  the  magnetic  force,  C  for  current,  and  A  for  the  vector- 
potential,  we  have  B  =  curl  A,  but  4irC  =  curl  B.  Consequenily  the 
potential  self-energy  of  a  current-system  is,  by  (1)  and  (11) 

-2iAC=  -2B2/87r. (12) 

Now,  go  back  to  (10).  The  left-hand  member  is  the  mutual  potential 
energy  with  sign  changed  of  an  arbitrary  current-system  whose  vector- 
potential  is  A,  and  of  a  single  tube  of  current  C,.  In  the  same  manner 
as  (11)  followed  from  (10)  we  may  easily  show  that  the  mutual  potential 
energy  of  two  arbitrary  systems  denoted  by  the  suffixes  1  and  2  is 

-ifi2=  -2:AiC2=  "2A2Ci=  -2BiBj/4ir.  (13) 

Hence,  in  terms  of  the  magnetic  force,  equation  (2),  for  the  complete 
energy  of  two  systems,  becomes 

-  iJf  =  2  B?/87r  +  2  B|/87r  +  2  B^Bj4ir, 

which  is  obviously  reducible  to  2(Bi-f-B2)V87r  or  2B2/8ir,  if  B  be  the 
actual  resultant  magnetic  force. 

The  expression  2B^/Sir,  that  is,  the  potential  energy  with  sign 
changed,  may  be  proved,  though  not  without  reference  to  induction 
phenomena,  to  be  the  Energy  of  a  current-system,  or  its  capacity  for 
performing  work  in  various  ways.  The  form  in  terms  of  the  square  of 
the  magnetic  force,  due  originally  to  Sir  W.  Thomson,  is  of  great 
significance  in  the  theory  of  action  through  an  intervening  medium,  as 
opposed  to  action  at  a  distance. 
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Section  IV.— Probable  Localization  of  the  Energy.    Division 
OF  ANY  Vector  into  a  Circuital  and  a  Divergent  Vector. 

We  have  arrived  at  three  distinct  expressions  for  the  potential 
energy  of  currents,  involving  line,  surface,  and  volume  integrations. 
Thus,  confining  ourselves  first  to  a  pair  of  linear  circuits,  we  started 
with  a  surface-integral,  derived  from  the  properties  of  magnetic  shells, 
viz.,  the  integral  amount  of  magnetic  force  passing  through  one  circuit 
due  to  the  current  in  the  other.  This  amount,  multiplied  by  the 
strength  of  current  in  the  circuit  for  which  the  integral  is  reckoned,  is 
the  quantity  upon  whose  variations  the  mutual  forces  depend.  Now, 
the  idea  of  magnetic  force  as  a  vector  or  directed  quantity  has  become 
so  widely  spread  and  utilised  that  it  might  appear  that  the  expression 
of  the  energy  in  terms  of  the  number  of  lines  of  force  through  a  circuit 
was  a  very  i^atural  one.  In  all  modern  explanations  relating  to  mi 
neto  and  dynamo  machines,  the  lines  of  force  are  much  employ< 
Yet  this  form  for  the  energy  is  very  artificial,  and,  in  that  respect,  is 
like  some  other  forms.  For,  although  we  may  frequently  merely  con- 
sider the  lines  of  force  of  the  field  in  immediate  proximity  to  a 
conductor,  and  the  manner  in  which  they  cross  the  wire  when  it  is 
moved,  or  when  the  source  of  the  field  is  moved,  thus  producing 
variations  in  the  integral  amount  of  force  (or  of  magnetic  induction,  to 
use  the  more  general  term,  when  induced  magnetisation,  notably  that 
of  iron,  not  here  consideredi  is  operative)  through  a  circuit,  yet  to 
reckon  up  the  integral  amount  a  knowledge  of  the  strength  and  direc- 
tion of  the  magnetic  force  just  about  the  wire  is  not  sufficient.  We 
require  strictly  to  know  the  magnetic  force  all  over  an  imagined  surface, 
with  its  edge  coinciding  with  the  linear  circuit.  Choose  one  side  for 
positive,  one  direction  through  it  for  the  positive  direction,  and  then 
by  integration  over  the  surface  find  the  excess  of  the  amount  of  force 
going  through  it  in  one  over  that  in  the  reverse  direction.  This 
process  may  become  singularly  complex  when  the  circuit  has  not  a 
simple  form,  owing  to  the  extraordinarily  involved  character  of  the 
surface,  through  which  a  selected  line  of  force  may  pass  again  and 
again.  In  practical  applications,  however,  we  may  simplif}'  the  pro- 
cess. Thus,  in  the  case  of  a  coil  of  closely-packed  windings,  say  n  in 
number,  since  each  winding  forms  nearly  a  closed  curve  in  itself,  we 
may  imagine  a  separate  surface  for  every  turn  of  wire,  thus  reducing 
the  problem  without  sensible  error  to  that  of  n  distinct  circuits  of 
simple  forms  placed  in  a  magnetic  field.  The  sum  of  the  amounts  of 
force  through  the  individual  surfaces  will  plainly  be  almost  precisely 
the  same  as  through  a  single  surface  whose  edge  is  bounded  by  the  real 
circuit. 

By  a  transformation  we  next  obtain  the  mutual  energy  in  terms  of 
line-integrations  following  the  course  of  the  current,  with  a  result  most 
succinctly  expressed  in  Neiunann's  formula,  equation  (6),  [p.  236],  and 
we  are  able  to  recognize  the  very  simple  manner  in  which  the  different 
current  elements  may  be  considered  to  contribute  to  the  result ;  and, 
following  this  up,  we  arrive  at  simple  expressions  for  the  mutual  and 
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self-energy  of  arbitrary  distributions  of  current  in  terms  of  the  currents 
and  their  vector-potentials,  which  are  exactly  analogous  to  the  formulae 
for  electrostatic  energy.  And,  by  another  transformation,  equation 
(12),  [p.  246],  we  obtain  the  energy  in  terms  of  the  magnetic  force 
alone. 

Now,  if  we  change  the  sign  of  the  quantity  we  have  called  the 
potential  energy  of  a  current,  which  is  always  negative  (being 
=  -2B2/8ir,  equation  (12),  [p.  246]  we  obtain  a  quantity  which  is 
necessarily  always  positive.     Calling  it  2*,  so  that  we  have 

r=2iAC, 

where  C  is  the  current  and  A  the  vector-potential,  it  will  be  shown 
later  that  T  expresses  the  capacity  the  system  has  for  performing  work, 
which  may  be  of  various  kinds,  in  virtue  of  the  existence  of  the  current, 
so  that  T  may  be  strictly  called  the  Energy  of  the  system.  Taking 
this  for  granted  for  the  present,  in  order  not  to  enter  upon  inductive 
phenomena,  we  may,  however,  remark  in  passing  that  we  calculated 
the  potential  energy  ( -  2*)  in  exactly  the  same  manner  as  electrostatic 
energy  may  be  calculated,  from  the  mutual  forces,  to  wit  P  being  the 
electrostatic  potential,  and  p  the  density  of  electrification,  S  ^Pp  is  the 
potential  energy  of  the  electrification,  corresponding  to  -  2  ^AC.  Now, 
2^Pp  really  represents  the  capacity  the  electrified  system  has  for 
performing  work,  that  is,  its  energy.  It  is  always  and  necessarily 
positive,  and,  when  referred  to  the  dielectric  medium,  may  be  con- 
sidered to  express  the  potential  energy  arising  from  elastic  forces  due 
to  displacements  of  some  kind.  The  ^ct  that  the  potential  energy  if, 
in  the  electromagnetic  case,  is  negative  (residting  from  attraction  of 
similarly  directed  currents)  is  sufficient  to  show  that  it  cannot  represent 
the  capacity  for  work  of  the  current-system.  Yet  the  variations  of  M 
do  represent  the  mechanical  forces.  So  do  those  of  T,  any  increase  of 
one  being  equivalent  to  an  equal  decrease  of  the  other.  Therefore  T 
might  be  the  energy.  But  it  could  not  be  potential  energy,  for  that 
tends  to  decrease  :  for  instance,  two  movable  circuits  tend  to  move  so 
that  their  potential  energy  decreases,  with  currents  constant,  and, 
therefore,  so  as  to  increase  T,  If,  then,  T  be  the  energy,  and  it  cannot 
be  potential,  it  must  be  kinetic.  And  it  is  true  that,  considered  as 
kinetic  energy,  it  follows  from  strictly  dynamical  principles  that  T 
would  tend  to  increase  (with  unchanged  currents)  by  tne  motions 
resulting  from  the  actions  upon  movable  parts.  Without,  then,  any 
knowledge  of  inductive  phenomena,  we  might  hazard  the  conjecture 
that  T  represented  the  energy,  and  that  it  was  kinetic ;  and  from  the 
properties  of  kinetic  energy  all  the  laws  of  induction  would  follow. 

At  present,  however,  let  us  merely  examine  how  the  different 
expressions  for  T  tend  to  locate  the  energy.  The  original  form 
(surface-integrals)  is  quite  out  of  the  question,  even  for  a  single  linear 
circuit,  to  say  nothing  of  an  arbitrary  system  of  current,  whether  in 
wires  or  diffused  in  large  conductors. 

The  form  2'=2iAC,  however,  is  more  definite.  Here  any  unit 
volume  where  the  density  of  the  current  is  C  contributes  ^AC  to  the 
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tota],  and  of  coarse  space  where  there  is  no  current  contributes 
nothing.  The  summation  extends  throughout  the  current.  Now,  we 
know  that  there  is  something  going  on  in  a  wire  conveying  a  current ; 
we  know,  for  instance,  that  there  is  a  transfer  of  energy  from  a  battery 
or  other  source  of  electricity;  therefore,  so  far,  it  would  not  be 
unreasonable  to  suppose  the  energy  resides  where  the  current  resides. 
But  observe  that,  upon  this  view,  the  energy  at  any  spot  would  depend 
not  merely  upon  the  current  there,  but  also  upon  the  vector-potential 
there,  and  the  latter  depends  upon  the  state  of  the  whole  system. 
Now,  the  energy  at  any  place,  whether  potential  arising  from  elastic 
displacements  of  matter  tending  to  return  to  neutral  positions,  or 
kinetic,  due  to  a  motion  going  on,  would  obviously  depend  on  the 
displacements  or  motions  at  the  place  considered,  and  not  upon  those 
in  all  parts  of  the  systenL  Evidently,  then,  the  expression  2  ^AC  does 
not  locate  the  energy  properly.  Notice,  also,  that  although  the  total  is 
positive,  yet  the  portion  ^AC  in  any  particular  unit  volume  would  be 
]>06itive  or  negative,  according  as  the  current  and  vector-potential  were 
similarly  or  oppositely  directed,  and  zero  should  they  be  perpendicular. 
We  may  therefore  dismiss  the  idea  of  ^  AC  representing  the  energy  per 
anit  volume,  or  the  density  of  the  energy. 

But  we  have  still  the  form  ^  B^Bir  at  disposal.  This  is  identically 
the  same  in  amount  as  2)  AAC,  but  indicates  a  very  different  distribution 
of  energy.  In  a  unit  volume  we  have  the  amount  B^Stt,  where  B  is 
the  strength  of  magnetic  force  there.  Being  a  square,  it  is  always 
positive.  Thus,  not  only  have  we  the  total  positive,  but  every  element 
of  the  sum  is  positive  as  well.  And  the  energy  at  any  place  depends 
only  upon  the  square  of  the  magnetic  force  at  the  place,  and  not  upon 
the  state  of  all  the  rest  of  the  system. 

The  conclusion  is  irresistible  that  we  have  got  an  expression  for  the 
energy  which  may  correctly  locate  it  in  amount  at  aifferent  places. 
As  to  its  distribution,  although  particular  arrangements  of  current  may 
be  such  as  to  leave  certain  spaces  without  magnetic  force,  yet,  in 
general,  the  latter  extends  throughout  all  space.  The  portion  of  the 
enerey  residing  in  the  space  occupied  by  the  current  may  be  only  a 
small  fraction  of  the  whole  amoimt.  And,  even  then,  it  depends  on 
the  magnetic  force,  and  not  upon  the  current-density;  although,  of 
course,  there  is  connection  between  the  force  and  current  in  other 
ways. 

Examples, — In  the  case  of  a  closed  solenoid  there  is  no  external 
magnetic  force.  And  if  the  current-layer  be  thin  compared  with  the 
diameter  nearly  all  the  energy  resides  in  the  space  enclosed  by  the 
current^  and  next  to  none  in  die  current  itself.  In  the  case  of  a  long, 
straight  solenoid  the  internal  energy  is  very  great  compared  with  the 
external ;  the  force  is  uniform,  of  strength  IttC,  where  C  =  current 
across  unit  length  of  the  solenoid,  except  near  the  ends  where  the  force 
falls  off;  hence  the  energy  in  any  part  of  the  internal  space  not  near 
the  ends  is  proportional  to  the  volume  of  the  part. 

When,  then,  we  set  up  a  current  in  a  conductor,  a  transmission  of 
energy  outwards  at  once  begins,  and  not  until  it  is  completed  does  the 
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current  get  steady.  Theoretically  it  never  gets  quite  steady  ;  space  is 
boundless,  and  the  transmission  of  energy  outwards  never  quite  ceases ; 
but,  in  general,  the  permanent  state  is,  practically,  reached  very 
quickly,  and  then  we  have  a  definite  amount  of  energy  in  every  place 
where  the  magnetic  force  extends,  falling  off  in  density  of  distribution 
rapidly  as  we  recede  from  the  current.  A  medium  of  some  kind  to 
receive  the  energy  is,  of  course,  necessary. 

If  the  energy  be  kinetic  some  kind  of  motion  must  be  going  on 
where  there  is  magnetic  force.  One  suggested  form  is  a  rotation  of 
matter  about  the  lines  of  force  as  axes.  This  should  be  of  a  frictionless 
character,  for  there  is  no  loss  of  energy  in  a  steady  current  except  what 
can  be  accounted  for  in  heating  the  conductor  or  by  other  work  done. 
It  is  as  if  we  had  a  frictionless  fly-wheel,  or  immense  number  of  fly- 
wheels somehow  set  moving  by  the  establishment  of  a  current  in  a 
circuit,  and  possessing  in  virtue  of  their  motion  a  store  of  energy  which 
can  be  afterwards  utilised.  The  supply  of  energy  from  the  battery 
may  be  stopped,  and  then  the  reserve  store  comes  into  action,  is 
returned  to  the  same  wire,  or  to  other  conductors  in  its  neighbourhood, 
creating  the  phenomena  of  induced  currents. 

But  in  the  absence  of  reason  to  think  the  energy  kinetic,  we  could 
equally  well  consider  it  potential,  with  the  same  distribution  in  space. 
We  might,  for  instance,  replace  the  steady  motions  of  rotation  last 
mentioned  by  displacements  in  the  direction  of  the  magnetic  force,  or 
by  the  same  rotations  as  before,  but  stopped  by  counteracting  elastic 
forces  brought  into  play.  The  energy  would  be  similar  to  that  of  a 
bent  spring.  On  the  removal  of  the  E.M.F.  that  kept  up  the  current, 
the  forced  state  would  be  relaxed,  the  displacement  cease,  and  the 
energy  be  set  free  again. 

We  may  now  notice  some  remarkable  properties  of  the  energy  con- 
sidered merely  as  expressing  the  quantity  2  B^/Sir  or  2  JAC. 

Let  there  be  a  given  distribution  of  current  C,;  corresponding 
thereto  we  have  a  definite  distribution  of  magnetic  force  B^,  and  also 
of  vector-potential  Aj.     Briefly,  they  are  related  thus, 

A,  =  2a/r, 

Bi  =  curl  A,  =  2  Dj/r, 

(if  Di  =  curl  Ci);  and 

47rC^  =  curl  B^. 

All  these  relations  have  been  fully  explained.  In  addition  we  have 
Tj  =  2  B,-/87r,  and  B^  being  definite,  so  is  T^, 

Consider  the  effect  upon  T^  of  altering  the  magnetic  force  in  any 
arbitrary  manner,  that  is,  B^  at  any  place  is  to  be  changed  to  some 
other  value,  say  B,  differing  in  general  from  Bj  both  in  direction  and 
magnitude.  We  may  make  the  alteration  by  bringing  in  another 
magnetic  field,  say  B2,  of  an  arbitrary  nature.  At  any  point  the  actual 
magnetic  force  B  will  be  the  vector-sum  of  B^  and  Bg.  Now  Tj  becomes 
r,  where 

r=2(Bi  +  B2)V87r  =  2Bf/8ir  +  2B|/8ir-H2BiBJ4ir,  (1) 

=    Tj       +    T^       +        2;,  say. 
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The  energy  is  increased  by  T^  +  T.^  Here  T^  is  the  energy  of  the 
system  Bj  by  itself,  and  is  essentially  a  positive  quantity.  But  T^^ 
containing  products  may  be  either  positive  or  negative,  so  that  whether 
the  energy  is  increased  or  decreased  is  quite  indefinite  so  far. 

But  now,  instead  of  letting  B^  be  quite  arbitrary,  let  it  be  subjected 
to  the  condition  that  it  shall  not  alter  the  current.  We  can  then 
evaluate  T^^  "^^^  original  current  C^  must  be  still  C^,  after  the  super- 
position of  the  second  field,  and  no  fresh  current  must  be  introduced  in 
other  places.  Q^  being  completely  defined  by  the  curl  of  Bj,  it  is 
evident  that  the  condition  imposed  upon  B2  is  that  it  shall  have  no  curl 
anywhera 

If  we  have  two  mrrerU  systems,  we  have  seen  that  [equation  (13), 
p.  246J, 

2  BjBg  =  47r  2  AjCg, 

where  B^  and  B^  are  the  magnetic  forces,  Aj  the  vector-potential  of  one 
current,  and  Cj  the  other  current.  Therefore,  if  Cg  =  0,  which  involves 
curl  Bg  =  0,  we  shall  have  2  B^Bg  =  0.  This  is  suggestive,  but  does  not 
exactly  correspond  to  the  circumstances  considered  in  equations  (1) 
above.  For  C«  =  0  involves  B2  =  0;  whereas  in  (1)  B^  is  not  to  vanish, 
but  merely  to  nave  no  curl.  Otherwise  it  may  be  arbitrary.  Never- 
theless, it  may  be  readily  shown  that  2B,Bo  really  vanishes  in  (1)  by 
considering  the  imposed  property  of  Bg.  Wnen  we  say  that  its  curl  is 
nothing  everywhere,  we  imply  that  nowhere  can  any  closed  curve  be 
described  so  that  the  integral  of  Bg  once  round  it  differs  from  zero. 
Now,  Bk  consists  entirely  of  closed  tubes.  Select  one  of  them,  and  let 
it  be  of  infinitely  small  section.  The  portion  of  2  B^Bg  belonging  to 
this  tube  is 

B^  X  section  of  tube  x  integral  of  Bg  once  round  its  length. 

But  B^  X  section  is  a  constant  for  the  same  tube,  and  the  last  factor  is 
zero,  hence  the  portion  of  2  B^Bg  is  zero  for  that  tube.  Similarly  it  is 
zero  for  any  other^  and  for  all,  and  it  follows  that  the  whole  summation 

2  B1B2  =  0,       or       ^12  =  0. 

Consequently  (1)  becomes 

Hence,  if  we  alter  the  magnetic  force  of  a  current  in  any  manner 
consistent  with  keeping  the  current  the  same,  the  energy  is  invariably 
increased;  for  T^  is  the  sum  of  squares,  and  the  products  have  gone  out ; 
♦.«.,  out  of  the  infinite  number  of  distributions  of  magnetic  force  which 
have  the  same  curl  47rCj,  the  real  distribution  is  that  one  which  makes 
the  energy  an  absolute  minimum. 

There  are  remarkable  differences  between  the  two  fields  of  force 
signified  by  B^  and  B2.  B^  has  no  convergence  anywhere ;  that  is  its 
fundamental  property.  Its  lines  of  force  are  all  closed  curves.  It 
necessarily  has  curl  somewhere.  Quite  apart  from  our  having  specified 
Bj  to  have  curl,  we  may  show  that  if  it  have  no  convergence  it  must 
have  corL  For,  if  the  integral  of  B^  be  taken  once  round  a  closed  line 
of  force,  thus  always  going  with  the  force,  or  always  against  it,  and  its 
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amount,  necessarily  differing  from  zero,  be  noted,  and  then  we  do  the 
same  for  another  closed  line  of  force  close  to  but  within  the  first,  the 
amount  must  be  the  same  or  different.  If  different,  there  is  evidently 
curl  in  the  space  passed  over  in  transferring  one  line  of  force  to  the 
other,  and  we  need  proceed  no  further.  If  the  same,  there  is  no  curl 
on  the  whole.  If  so,  we  may  go  on  to  a  third  line  of  force  within  the 
second,  and  so  on  till  we  either  find  the  integral  change  its  value,  or  in 
the  extreme  case  find  ourselves  reduced  to  a  curve  bounding  an 
infinitely  small  area,  with  the  same  finite  value  of  the  integral,  so  that 
we  have  infinite  density  of  curl.  In  electromagnetism,  the  curl  corre- 
sponds to  iir  X  current-density,  so  that  the  existence  of  closed  lines  of 
force  involves  the  existence  of  current  somewhere,  in  fact  passing 
through  the  closed  lines. 

Now  consider  Bg.  It  must  have  no  curl  anywhere.  Describe  any 
closed  curve  in  the  field.  It  cannot  be  made  to  coincide  with  a  single 
line  of  force,  for  that  would  give  curl  at  once.  The  integral  of  Bo  must 
be  nil.  Hence,  since  there  is  not  a  single  closed  line  of  force  m  the 
field,  every  line  of  force  has  a  beginning  and  an  end,  and  the  system 
may  be  completely  divided  into  tubes  which  are  all  terminated,  or 
unclosed,  or  open.  (In  order  to  exclude  getting  infinite  values  for  the 
energy,  it  should  be  understood  that  B^  and  B^  vanish  at  infinity.  And 
in  the  case  of  unclosed  lines  of  force  going  out  to  infinity,  we  may 
terminate  them  upon  an  imaginary  large  surface  enclosing  the  practical 
field  of  force.) 

The  field  Eg  corresponds  to  that  of  a  permanent  magnet  on  the  theory 
of  magnetic  matter,  or  north  and  south  magnetism.  This  theory  gives 
but  an  impeifect  view  of  the  force  of  a  magnet,  but  just  answers  our 
purpose  here.  In  a  bar  magnet  uniformly  magnetisea  there  is  positive 
magnetism  at  one  end  and  negative  at  the  other ;  and,  in  general,  there 
may  with  irregular  magnetisation  be  both  surface  and  internal  distribu- 
tions of  magnetism.  The  lines  of  force  go  from  the  positive  to  the 
negative  magnetism  always,  and  are  thus  all  terminated  or  undoeed. 
The  line-integral  of  force  round  any  close  curve  is  always  nil.  The 
amount  of  magnetism  anywhere  is  measured  by  the  amount  of  conver- 
gence or  divergence  of  the  force,  which  convergence  and  divergence 
really  constitute  all  the  evidence  there  is  of  the  existence  of  the 
matter. 

Now,  we  may  arrange  our  magnetism  anyhow,  the  only  restriction 
being  that  there  is  just  as  much  positive  as  negative,  which,  interpreted, 
means  that  a  line  which  is  not  closed  on  itself  must  have  two  ends 
(which  nobody  can  deny) ;  hence  we  can  produce  a  field  of  force  B, 
which  is  quite  arbitrary,  save  the  restriction  that  Bj  has  no  curl  any- 
where. And  since  we  can  arrange  electric  currents  anyhow  with  the 
sole  restriction  that  any  line  of  current  must  have  no  ends,  or  be 
closed,  we  can  produce  another  field  of  force  B^,  which  is  arbitrary, 
subject  to  B^  having  no  convergence.  Now  superimpose  the  two  fields, 
the  currents  and  the  magnets  adding  their  forces.  The  result  is  an 
unconditionally  arbitrary  field  of  force,  which  has  both  curl  and  con- 
vergence. 
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Given,  then,  an  arbitrary  field  B  of  unknown  source,  we  may 
immediately  divide  it  into  two  fields — one  due  to  current,  the  other  to 
magnetism.  There  is  only  one  way  of  effecting  the  division,  and  no 
other  course.  For,  measure  the  curl  of  B  everywhere  and  construct  the 
field,  say  B^  which  has  just  that  curl  and  no  convergence.  Deduct  the 
field  B|  from  the  field  B;  the  residual  field,  say  B^,  has  obviously  no 
curl,  and  has,  therefore,  convergence.  Or  we  may  start  by  finding  the 
convergence  of  B,  and  construct  the  field,  which  has  the  same  conver- 
gence but  no  curl ;  this  will  be  the  same  B^  as  before,  and,  deducting  it 
from  B,  will  leave  a  field  B^,  which  has  no  convergence,  and  which, 
therefore,  has  curl.    B^  is  due  to  current,  B^  to  magnetism. 

Now,  the  arbitrary  field  B  might  be  divided  into  two  fields  in  any 
number  of  ways,  and  in  general  equation  (1)  above  would  hold,  it  being, 
however,  now  permissible  for  both  Bj  and  Bj  to  have  curl  and  conver- 
gence as  well  as  B,  and  2^2  would  not  vanish.  But  of  all  these  ways 
there  is  just  one  that  makes  2\a  vanish,  and  when  that  is  got  there  is  a 
perfect  separation  of  the  closed  from  the  unclosed  tubes  of  force,  the 
curl  is  confined  to  B^  and  the  convergence  to  B^  These  properties  do 
not  belong  to  magnetic  force  only,  but  apply  to  any  continuous  vector 
functions,  displacements,  velocities,  etc.,  and  have  extensive  applications 
in  physics.  The  work  spent  against  magnetic  force  in  carrying  a  unit 
pole  from  A  to  Z  in  the  field  B^  is  independent  of  the  path  followed, 
therefore  depending  only  on  the  positions  of  A  and  Z,  and  hence  we 
have  a  scalar  potential.  On  the  other  hand,  a  vector-potential  is 
appropriate  to  the  field  B^  in  which  the  work  spent  is  not  independent 
of  the  path,  although  in  space  not  occupied  by  current  a  scalar  potential 
may  be  used  under  restrictions.  Compare  Theorems  (B)  and  (C) 
[pp.  211,  212]. 

In  proving  the  minimum  property  above  we  applied  it  to  a  field  of 
force  due  to  currents.  But  it  is  easily  seen  to  apply  equally  well  to  a 
field  due  to  magnetism.  Thus,  let  B^  be  given  without  curl,  represent- 
ing the  field  of  a  magnet,  and  consider  how  the  quantity  D  B|  is  affected 
by  altering  the  field  in  any  way  that  does  not  introduce  fresh  magnet- 
ism. The  auxiliary  field  B^  must  have  no  convergence,  hence  D  B^Bg  =  0, 
and  SBs  becomes  SB|  +  SBi^  and  is,  therefore,  always  increased. 
Hence  2  Bj  for  the  magnet  is  the  least  possible. 

An  application  of  the  minimum  property  is  to  prove  that  one,  and 
only  one,  solution  exists  for  the  magnetic  force  or  the  vector-potential 
when  the  current  is  given  (or  similarly  for  the  force  or  scalar  potential 
when  magnetism  is  given).  Merely  to  illustrate  the  general  course  of 
argument,  take  the  case  of  a  given  system  of  current.  Prove  that  there 
is  one,  and  only  one,  distribution  of  magnetic  force.  Here  we  define 
magnetic  force  so  that  its  curl  shall  be  47r  x  current,  and  that  it  shall  be 
without  convergence.  Assume  that  B^  is  a  solution.  We  can  show 
that,  if  we  alter  the  magnetic  force  without  altering  the  current,  we 
always  increase  the  quantity  2  B,^,  and  that  2  B?  is,  therefore,  the  least 
possible  That  is  to  say,  if  B^  is  a  solution,  then  S  Bi^  is  a  minimum. 
But  2  B/,  being  always  positive,  is  capable  of  being  made  a  minimum, 
hence  there  must  be  a  solution.     That  there  is  only  one  follows 
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obviously  by  assuming  there  to  be  another,  and  showing  that  it  is  the 
same  as  the  first. 

It  may  be  asked,  and  very  naturally,  what  is  the  use  of  this  when  we 
know  there  is  a  solution,  and  have  been  working  with  it  all  along? 
Not  much,  certainly,  in  the  present  case.  Bat  when  we  are  considering 
induced  magnetisation  and  various  other  questions,  the  equations  and 
conditions  to  be  satisfied  may  become  so  complex  that  it  may  not  be  at 
all  evident  h  priori  that  they  are  consistent  with  the  existence  of  a 
single  distribution  of  force,  etc.,  free  from  ambiguity  and  impossibility. 
In  such  cases  valuable  evidence  is  obtainable  by  forming  the  expressions 
for  the  energy  or  analogous  quantities,  and  investigating  their  minimum 
or  maximum  properties. 

Consider  next  the  mutual  energy  of  two  systems  of  current  Denot- 
ing their  densities  by  Cj  and  Cg  respectively  we  have  [equation  (13), 
p.  246], 

^12  =  2  BiB2/47r  =  2  AjCg  =  2  AjCp 

Now  here  C^  is  the  current  corresponding  to  the  magnetic  force  B,, 
and  Cg  to  B^,  and  similarly  for  the  vector-potentials.  But  since  all 
alike  have  the  property  of  absence  of  convergence  we  may  equally  well 
let  C^,  Ca,  a.,  A2  stand  for  magnetic  force.  We  have  then  six  fields  of 
force,  all  dinerent,  though  related  three  and  three,  and  we  may  arrange 
them  in  three  pairs,  so  that  their  mutual  energies  are  equal.  As  an 
example,  if  two  coils  of  any  form  containing  currents  be  so  placed  that 
either  current  sends  no  force  on  the  whole  through  the  other,  the  same 
will  be  true  of  another  pair  of  currents  so  arranged  that  the  magnetic 
force  of  one  is  represented  by  the  current  in  one  of  the  original 
circuits,  and  the  force  of  the  other  by  the  vector-potential  of  the  second 
of  the  original  currents;  and  similarly  the  other  pair  of  currents  may 
be  found. 

Nor  need  we  stop  here,  for  we  may  do  the  same  with  the  newly- 
obtained  systems  of  magnetic  force,  and  hence  construct  an  unlimited 
number  of  pairs  of  fields  which  shall  have  the  same  mutual  ener^  as 
a  given  pair.  This  may  be  symbolised  thus  : — Let  Bj,  Bj,  Bg,  B^,  Bg  be 
fields  of  force  so  related  that  B2  =  curl  B,,  B3  =  curl  B,,  and  so  on  ;  and, 
similarly,  let  there  be  another  set,  with  accents,  similarly  related. 
Then,  for  example,  starting  with  B,  and  B'3,  we  have,  out  of  other 
combinations, 

2  BgB'g  =  2  B^\  =  2  BjBV    and  also     =  2  B^B'g  =  2  B^B'p 

the  summations  extending  in  each  case  over  the  proper  fields.    We  may 
have,  however,  merely  superficial  distributions  to  deal  with. 

To  conclude  the  present  article,  there  is  a  curious  form  in  which  the 
energy  may  be  expressed,  which  I  have  not  seen  noticed,  viz.,  in  terms 
of  the  vector-potential  of  current  and  the  scalar  potential  of  free 
electricity.  Let  a  steady  current  be  set  up,  say  by  a  battery^  so  that 
we  may  locate  the  impressed  £.m.f.'s  distinctly  at  a  certain  section  or 
sections  of  the  circuit ;  let  the  conductivity  k  be  uniform,  P  the  electro- 
static, and  A  the  vector-potential ;  then 

r=iyt2P.^,, 
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where  A^  denotes  the  normal  component  of  A  reckoned  inwards,  and 
the  summation  extends  over  the  whole  bounding  surface  of  the  circuit 
This  may  be  verified  by  Theorem  (A)  relating  to  convergence  [p.  209] ; 
F  being  scalar,  PA  is  a  vector,  and  its  surface-integral  may  be  expressed 
in  terms  of  its  convergence  within  the  enclosed  space. 

Since  the  potential  P  is  discontinuous  at  the  section  of  E.M.F.  (one, 
for  simplicity), '  we  must  cut  the  circuit  there,  thus  producing  an 
enclosed  space  which  does  not  enter  into  itself  as  the  closed  conductor 
does,  and  reckon  F  differently  for  the  two  new  surfaces  formed,  the 
values,  of  course,  differing  by  an  amount  equal  to  the  E.M.F. 

In  general,  with  conductivity  not  uniform, 


T = 1  fji  PAJS + Ijf  f  P .  AVk  dV, 


where  dS  and  dV  are  elements  of  surface  and  of  volume,  and  Vk  is  the 
vector  rate  of  increase  of  h 
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Comparison  of  Divergent  and  Circuital  Vectors. 

1.  When  we  confine  ourselves  to  a  single  dielectric,  as  air,  for 
example,  and  do  not  take  into  consideration  the- modifications  produced 
in  the  distribution  of  force  by  the  presence  in  the  electric  field  of 
dielectrics  of  specific  capacity  differing  from  that  of  the  main  body  of 
the  field  (which  amounts  practically  to  having  no  variations  of  specific 
capacity  unless  it  may  be  in  very  weak  parts  of  the  field,  where  no 
sensible  effect  would  be  produced),  the  relations  of  the  principal  electro- 
static quantities  are  capable  of  simple  expression,  and  of  more  or  less 
easy  comprehension,  according  to  circumstances.  We  have  in  the  first 
place  the  electrostatic  force,  which  is  by  far  the  most  important ;  and 
next,  two  auxiliary  functions,  the  electrification  and  its  potential. 

In  an  electric  field  in  equilibrium  a  small  charged  conductor  in 
general  experiences  force  at  any  place,  and  the  electrostatic  force  is  the 
force  that  would  act  upon  a  unit  positive  charge  placed  at  the  point  con- 
sidered and  supposed  not  to  modify  the  field  [due  to  the  other  electrifica- 
tion] by  its  presence ;  the  ordinary  electrostatic  unit  of  electricity  being 
so  defined  that  two  charges  of  amounts  e^  and  e^  at  distance  r  apart 
experience  a  repulsion  of  magnitude  e.ejr^, 

Electrostatic  force  is  thus  a  vector,  naving  direction  as  well  as  magni- 
tude ;  and  the  electric  field  becomes  completely  known  by  following  the 
direction  of  the  force  from  one  point  to  another,  thus  travelling  along  a 
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line  of  force ;  then  doing  the  same  for  another  line  of  force,  and  so  on ; 
and  ultimately  dividing  the  whole  field  into  tubes  of  force,  a  tube  being 
everywhere  bounded  by  lines  of  force,  there  being  no  force  normal  to 
its  surface  (save  when  cut  across),  and  such  that  tihe  integral  amount  of 
force  crossing  any  section  of  a  tube  is  the  same,  a  constant  for  the  tube. 
Now  these  tubes  are  all  unclosed,  or  start  somewhere  and  terminate 
somewhere  else,  usually  upon  conductors,  and  at  the  ends  of  a  tube  is 
supposed  to  reside  free  electricity.  According  to  Maxwell's  remarkable 
theory  there  is  a  real  displacement  of  electricity  all  along  a  tube  of 
force,  proportional  in  amount  to  the  strength  of  force  at  any  place,  and 
in  the  same  direction  in  general  (t.«.,  in  an  isotropic  medium,  whose 
specific  capacity  does  not  vary  in  difierent  directions) ;  the  whole  dis- 
placement across  one  section  being  the  same  as  that  across  any  other. 
If  this  amount  be  e  for  a  certain  tube,  then  at  the  commencement  of 
the  tube  there  is  an  amount  e  of  positive,  and  at  its  end  an  equal 
amount  of  negative  electrification,  or  oifree  electricity,  to  distinguiui  it 
from  the  electricity  displaced  in  other  parts  of  the  tube,  which  gives  no 
indication  of  its  presence,  for  a  similar  reason  that  a  uniformly  magnet- 
ised magnet  shows  no  signs  of  ''  magnetism ''  save  at  the  ends  of  the 
lines  of  magnetisation. 

2.  But,  quite  apart  from  this  hypothesis — however  probable  it  may 
be — which  so  neatly  harmonises  the  equations  of  electromagnetism,  and 
may  almost  be  considered  as  a  truth,  whose  recognition  was,  perhaps, 
hindered  by  the  absurd  47r  multiplier  connecting  electric  force  and 
surface  charge,  viz. : — 

Surface  density  (or  displacement)  =  (47r)~^  x  force  x  spec,  capacity, 

which  is  just  as  reasonable  as  it  would  be  to  say  that,  in  a  conductor, 

Current  =  (47r)~^  x  E.M.F.  x  conductivity, 

we  may  always  determine  the  distribution  of  electrification  from  the 
convergence  or  divergence  of  the  force ;  and  from  a  mathematical  point 
of  view,  when  we  are  only  concerned  with  the  quantitative  and 
directional  relations,  we  may  consider  the  electrification  to  have  no 
other  meaning  than  to  express  the  amount  of  such  divergence  or  con- 
vergence at  any  place. 

Describe  any  closed  surface,  and  measure  the  integral  amount  of 
force  leaving  it.  This  (divided  by  47r)  is  the  measure  of  the  amount 
of  electricity  contained  in  the  enclosed  volume.  Applying  this  to  the 
unit  volume,  we  see  that  the  volume  density  (  x  49r)  =  excess  of  amount 
of  force  leaving  over  that  entering  the  volume.  If  this  be  positive, 
there  is  evidently  a  divergence  of  force  on  the  whole  at  the  place  con- 
sidered; if  negative,  a  convergence.  Let  B  denote  the  electrostatic 
force,  and  p  the  volume-density  of  electrification,  then  we  may  say 

iirp  =  -  conv  B,      or      iirp  =  div  B, 

where  we  use  conv  and  div  as  abbreviations  to  be  understood  as 
follows  : — In  terms  of  the  components  X,  V,  Z  of  the  force,  we  have 

4ir/.  =  (g+^+^.      (Theorem  (A),  p.  209,  ante.) 
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The  expression  on  the  right  hand  side  of  this  equation  (with  the  -  sign 
prefixed)  Maxwell  called  the  "  convergence  "  of  the  force ;  it  is  really 
the  integral  amount  of  force,  taken  algebraically,  entmng  the  unit 
volume ;  but  since  +  convergence  indicates  negative  electrification,  we 
may  as  well  use  the  term  "  divergence  "  for  the  same  quantity  with  + 
sign  prefixed,  as  it  appears  in  the  above  equation,  in  fact ;  thus,  if  the 
amount  of  divergence  be  positive,  it  indicates  positive  electricity. 
Electrification  is  thus  a  scalar  (directionless)  quantity  of  one  degree 
lower  dimensions  than  electrostatic  force  as  regards  length. 

The  other  auxiliary  function  to  B,  viz.,  the  electrostatic  potential, 
say  Pf  is  one  degree  higher  than  B  as  regards  length,  and  is  such  that 

Divide  the  space  where  there  is  electricity  into  small  parts ;  divide  the 
charges  in  these  parts  b}-  their  distances  from  a  given  point,  and  take 
the  sum  of  all  the  quotients ;  the  result  is  the  value  of  the  potential  P 
at  the  given  point.     Since  p  is  scalar,  so  is  P. 
We  have  also  the  relation 

between  force  and  density,  the  summation  being  now  of  vectors  drawn 
radially  from  the  charges,  the  unit  vector  r^  being  introduced  to 
vectorise  the  quantities  summed.  Likewise  there  is  the  very  important 
relation 

B=-VP, 

which,  translated  into  words,  says  that  the  force  is  the  vector  rate  of 
fastest  decrease  of  the  potential,  which  we  may  call  simply  the  space- 
variation  of  the  potential.  At  any  point,  find  which  way  the  potential 
falls  fastest ;  it  is  the  direction  of  the  force,  and  its  magnitude  is  the 
rate  of  decrease. 

Thus  we  have,  in  descending  order. 

Scalar.             Vector.               Scalar. 
P  =  2p/r,         R=  -VP,         47rp  =  divR (1) 

Although  we  have  only  spoken  of  volume- density,  we  may  easily 
pass  to  surface-density  by  the  same  method  of  considering  the  amount 
of  force  leaving  a  closed  surface,  which  in  this  case  must  be  intersected 
by  the  electrified  surface  where  the  density  is  required. 

3.  If  we  compare  the  relations  in  equation  (1)  with  the  correspond- 
ing relations  between  A,  B,  and  C  in  a  current-system,  C  being  the 
density  of  current,  B  the  magnetic  force,  and  A  the  vector-potential, 
we  observe  similarities  and  differences.     For  we  have 

Vector.             Vector.                Vector. 
A  =  2C/r,         B  =  curlA,         47rC  =  curlB (2) 

In  (2)  A,  B,  and  C  are  in  descending  order  as  regards  length  dimen- 
sions, as  are  P,  B,  and  p  in  (1).  Again,  as  P  is  the  potential  of  /),  so  is 
A  the  potential  of  C.  So  far  there  is  similarity.  But  whereas  in  (2) 
all  the  quantities  are  vectors,  in  (1)  we  have  two  scalars  and  a  vector. 
Also,  whilst  in  (2)  C  is  derived  from  B  in  the  same  manner  as  B  from 

H.E.P. — VOL.  I.  R 
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A,  in  (1)  as  we  pass  from  the  vector  R  to  the  scalar  p  wc  have  the 
operation  divergence,  and  from  the  scalar  F  to  the  vector  B  the  opera- 
tion of  space-variation.  The  relations  in  (2)  are  thus  much  more 
uniform  than  in  (1). 

Now,  as  has  been  discussed  in  former  articles,  if  we  form  additional 
auxiliaries  in  the  series  belonging  to  the  current  system,  below  C  and 
above  A,  we  have  the  same  properties  repeated.  Thus,  if  we  form  the 
quantity  D  =  curl  C,  we  shall  have  B  =  vector-potential  of  D ;  just  as 
(47r)  C  =  curl  B  and  A  =  vector-potential  of  C.  And  if  we  form  the 
quantity  Aq  =  vector  potential  of  B,  A^,  being  thus  one  degree  above  A, 
we  shall  have  A  =  curl  A^  (with  a  iw  factor).  And  we  may  get  rid  of 
the  remaining  irregularity  of  appearance  of  47r,  and  make  the  relations 
uniform  all  along  the  series,  by  making  the  potential  of  a  quantity  x  be 
2  x/iirr  instead  of  2  a;/r,  which  in  our  present  case  amounts  to  making 
the  integral  amount  of  force  emanating  from  a  magnetic  pole  of  strength 
m  numerically  equal  to  m. 

Extension  of  Electrostatic  Properties. 

4.  What  are  now  the  corresponding  properties  in  the  series  P,  B, 
and  p,  when  we  form  auxiliaries,  one  below  p,  another  above  P?  Their 
existence  is  somewhat  masked  by  the  want  of  uniformity  in  (I),  but 
they  exist  nevertheless. 

In  the  first  place,  form  the  vector  function  Bq  one  degree  above  P  as 
regards  length  dimensions,  such  that 

Bo  =  2  B/r. 

Then  we  shall  have  the  following  relation  between  Bq  and  P,  viz., 

47rP  =  divBo; 

or,  in  words — The  electrostatic  potential  (  x  iw)  equals  the  divergence 
of  the  vector-potential  of  the  electrostatic  force. 

Analytically,  if  the  components  of  Bq  are  Xq,  Yq,  Zq^  we  have,  by  the 
definition  of  B^  above, 

X.=lll^^K     v..\l\y,K     z,.\Pf: m 

</F  representing  the  element  of  volume.  Therefore,  by  the  definition 
of  divergence,  and  by  (3), 

"      dx       dy       dz  JJJV     dx  dy  dz  J 

where  we  introduce  the  -  sign  on  transferring  the  place  of  differentia- 
tions from  the  point  where  B„  is  measured  to  dV  itself,  at  the  other 
end  of  r.     Hence,  by  integrating  by  parts, 

where  P„  is  the  outward  normal  component  of  B  at  the  bounding 
surface ;  or 

div  Bo  =  47rfKA<^+47rfff^(/r=47rP, 
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as  was  to  be  shown,  o*  and  p  representing  the  surface-  and  volume- 
densities  of  electrification. 

5.  In  the  next  place,  form  R^,  a  vector  representing  the  space- 
variation  of  p,  or 

Bi=-Vp; 

"EL  thus  bearing  the  same  relation  to  p  as  B  to  P,  and  inquire  what 
relation  R^  bears  to  B.     The  answer  is 

B  =  2Bi/r, 

or  in  words — The  electrostatic  force  is  the  vector-potential  of  the 
space-variation  of  the  electric  density. 

Take  one  component  of  B  at  a  time.  For  the  :z^component  X  we 
have 

where  we  originally  perform  the  differentiation  at  the  point  to  which 
X  belongs,  and  then,  in  the  last  integral,  transfer  it  to  dV.  Hence, 
"  by  parts  "  integration, 

Hl'^'-B^"'-' « 

where  (/<S  is  an  element  of  the  bounding  surface,  and  /  the  cosine  of  tlic 
angle  between  the  normal  outward  and  the  praxis.  Disregarding  the 
surface-integral,  by  extending  the  volume-integration  over  all  space, 
and  writing  X,  Fj,  Z^,  for  the  components  of  B^,  we  have,  by  (4),  and 
remembering  that  X^^  -  dpjdx,  etc., 

x.p.r,     r.|p»',     !:.\l\^7. 

Hence,  by  compounding  the  three  left-hand  members  to  form  B,  and 
Zj,  Fj,  Zj,  to  form  Bj,  we  obtain  simply 

B  =  2E,/r, 

the  required  result. 

6.  We  may  see  from  the  surface  integral  in  (4)  what  to  do  in  the 
case  of  a  purely  surface  distribution  of  electrification,  t.^.,  a  finite 
quantity  of  electrification  upon  a  surface  with  no  thickness  in  the  layer. 
For,  substitute  for  the  surface  charge  a  volume  charge  by  endowing  the 
layer  with  a  small  uniform  thickness,  t,  so  that  if  o-  be  the  surface- 
density,  we  shall  have  a-^pt.  The  surface-integral  in  (4),  with  the 
corresponding  ones  for  Y  and  Z,  tell  us  that  we  must  draw  a  vector  of 
length  p  normally  to  the  surface  of  the  layer  outward  on  both  sides, 
one  such  vector  for  every  unit  of  surface,  p  having  the  proper  value  for 
the  portion  considered.  This  constitutes  a  normal  system  of  vectors. 
The  volume-integral  tells  us  that  we  must  draw  a  vector  tangential  to 
the  surface  of  length  -  Vp,  one  for  each  unit  of  volume  of  the  layer,  and 
hence  we  may  substitute  one  of  length  -  /Vp  for  each  unit  of  surface. 
The  vector-potential  of  these  two  systems  of  vectors  will  be  the  electro- 
static force  at  any  point. 
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Now  let  Q  be  a  point  where  B  is  required,  and  let  its  distance  from 
a  point  S  on  the  real  electrified  surface  be  ?*,  and  its  distances  from  the 
corresponding  points  S^  and  S^  of  the  outer  and  inner  surfaces  of  the 
electric  layer  be  r.  and  r2,  the  outer  surface  being  that  next  Q.  Here 
S^  Sf  and  S^  lie  along  the  normal  to  the  surface  through  S,  Then,  for 
the  unit  of  surface  surrounding  5,  we  have  the  normal  vectors  contri- 
buting {p/r,  -  p/rg)  to  the  value  of  B  at  Q.  Now  let  the  thickness  of 
the  layer  aecrease  indefinitely,  so  that  5«  and  Sy^  approach  S;  then, 
since  rg  =  i\  +  t  cos  c,  where  c  is  the  angle  oetween  r  and  the  normal  n 
outward,  tnis  expression  becomes 

To  -  r,       t  COS  €     o-  dr'^ 

p^_._i  =  p —      =     cos€  =  cr-     . 

r^r^  r^        7-  an 

Also,  for  the  tangential  vector,  we  have  for  the  part  of  B  contributed 
by  the  unit  of  surface  surrounding  <S, 

i(-V/>)<=-|y/,=  -lvo-. 

Therefore,  divide  the  electrified  surface  into  unit  areas.  On  each 
unit  area  erect  a  single  vector  of  length  {(r/r^)  cos  c  in  the  direction  of 
the  normal,  and  draw  the  vector  (l/r)Vo<r  tangential  to  the  surface  in  the 
direction  in  which  the  surface-density  a-  decreases  fastest.  The  result- 
ant of  the  two  systems  of  vectors  will  be  the  electrostatic  force  at  Q,* 

If  the  surface-density  be  constant,  we  have  only  the  normal  vectors 
to  (leal  with,  and  it  might  appear  that  the  force  due  to  an  electrified 
plane  surface  with  o-  constant  were  always  parallel  to  the  normal,  which 
we  know  to  be  not  true,  unless  the  surface  be  infinitely  extended.  In 
fact,  the  preceding  construction  applies  only  to  a  closed  surface,  without 
a  bounding  edge,  that  is  to  say ;  or  to  cases  of  unclosed  surfaces  in 
which  the  density  decreases  gradually  to  zero,  either  at  the  edge  or 
before  reaching  the  edge.  We  may  imagine  the  electrification  to 
terminate  suddenly  at  a  certain  boundary.  If  so,  we  see,  by  first 
endowing  the  layer  with  thickness,  that  we  have,  in  the  above, 
neglected  the  edge,  where  we  should,  from  every  unit  of  area  of  the 
strip  forming  the  edge,  draw  a  vector  of  length  p  normally  outward. 
Now,  when  we  decrease  the  thickness  of  the  layer  indefinitely,  the  edge 
vectors  are  ultimately  to  be  thus  defined.  Divide  the  edge  (now  a 
closed  curve)  into  unit  lengths,  and  from  each  unit  length  draw  a  vector 
of  length  (r/r,  whose  direction  is  perpendicular  to  the  edge  and  also  to 
the  normal  to  the  surface  at  its  edge.  It  is  now  the  resultant  of  the 
three  systems,  the  normal,  tangential,  and  the  edge  vectors  which  gives 
the  force  at  Q.     Thus 

»=K'a"*K^)^^'° <" 

*  [The  difference  between  V  and  V^  lies  in  this,  that  V^  ultimately  refers  to  a 
surface  only,  instead  of  three  dimensions.  Thus  V^,  when  <r  is  sarface-density, 
means  the  vector  rate  of  increase  of  <r  on  the  surface.  In  the  original,  both  V^  and 
V  were  denoted  by  V.] 
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where  the  first  two  summations  are  extended  over  the  surface,  and  the 
third  round  its  boundbg  edge,  <r(dr'-^/dn)n  being  normal,  (-Vo(7)/r 
tangential  to  the  surface,  and  (cr/r)m  perpendicular  to  the  normal  to 
the  surface,  and  to  the  tangent  to  the  edge.  Here  n  is  the  unit 
normal,  and  m  the  unit  edge  vector,  perpendicular  to  the  normal  and 
to  the  edge. 

Now,  we  also  know  that  R  =  2(o-/r^)rp  extending  summation  over  the 
surface,  the  vectors  being  now  drawn  in  the  direction  of  r  from  S  to  Q* 
This  we  may  decompose  into  normal  and  tangential  summations,  viz.: — 


.  r,  =  2--  COS  €  n  +  w  -,  sm  €  t. 


where  t  is  a  unit  vector  in  the  plane  of  the  surface.  Comparing  which 
with  (5),  their  right  hand  members  being  equal,  and  the  first  terms  of 
the  same  identical,  we  see  that 


2e:m  =  2^  +  :5^.sin€t,  (6) 


the  edge  summation  thus  being  expressed  in  terms  of  surface  summa- 
tions of  two  tangential  vectors,  the  first  in  the  direction  of  greatest 
increase  of  cr,  the  second  in  the  plane  of  r  and  n. 

The  proof  of  this  theorem  in  Cartesian  co-ordinates,  .r,  y,  z^  is  rather 

complex,  but  we  may  see  its  truth  by  means  of  Ampere's  "  dodge  "  of 

substituting  a  network  of  linear  currents  over  a  surface  for  a  current 

round  the  edge.    See  Theorem  (B),  [p.  211],  and  observe  that,  although 

there  the  line  integral  is  of  the  resolved  part  of  a  vector  in  the  direction 

of  the  curve,  and  that  when  we  substitute  for  it  the  sum  of  a  number 

of  other  line-integrals  (it  being  allowable  to  do  so  because  the  direction 

of  rotation  round  the  closed  curves  is  the  same  for  all,  so  that  all  the 

interior  line-integrals  cancel,  and  nothing  is  left  but  the  integral  round 

the  bounding  edge),  yet  the  same  method  would  apply  exactly  if  the 

line-integral  were  of  a  vector  drawn  perpendicular  to  the  edge  in  the 

plane  of  the  surface ;  for  if  we  join  two  points  of  the  original  closed 

curve  by  a  line,  thus  making  two  circuits  with  a  portion  in  common, 

and  draw  the  vectors  perpendicular  to  the  curves  in  the  plane  of  the 

surface  for  both  circuits,  outwards  in  each  case,  the  vectors  for  the 

common  portion  are  oppositely  directed  and  of  equal  magnitude,  and 

therefore  annul.     We  see,  therefore,  that  the  edge  summation  2((r/r)m 

can  be  expressed  by  a  surface  summation,  and  that  the  portion  of  this 

summation  for  the  unit  of  surface  is  nothing  more  than  the  value  of 

2(cr/r)m  taken  round  its  bounding  line.     We  require  then  to  know  the 

resultant  all  round  the  line  bounding  the  unit  area  enclosing  any  point 

5,  of  the  vector  of  length  <r/r  drawn  perpendicular  to  the  bounding  line. 

Its  value  will  depend  on  the  tangential  variation  of  o-  in  different 

directions  from  S  radially,  and  upon  the  variation  of  l/r  about  S. 

The  first  is  (^Qfr)/rf  the  latter  (<r/r^)  sin  €  t,  and  these  are  the  vectors 

that  appear  in  equation  (6),  whose  truth  is,  therefore,  verified.    Vector 

integrals  are  sometimes  very  troublesome   to  manage.     The  above 

example  shows  the  great  aid  to  be  derived  from  looking  at  the  vector 
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itself,  rather  than  working  with  its  components,  introducing  long  and 
complex  formulae. 

If  we  imagine  a  plane  surface  electrified  with  constant  density,  it 
might  be  the  surface  of  a  dielectric  for  example,  the  normal  vectors 
give  a  force  parallel  to  the  normal,  and  the  edge  vectors  a  force  parallel 
to  the  plane  of  the  surface ;  their  resultant  is  the  actual  force.  The 
component  parallel  to  the  plane  is,  of  course,  of  great  importance  near 
the  edge,  making  the  lines  of  force  curve  outwards. 

The  method  by  which  we  passed  from  the  two  vectors  for  volume- 
density  to  one  normal  vector  for  surface-density,  and  the  calculation  of 
their  potential,  may  be  compared  with  the  process  of  finding  the 
magnetic  potential  of  a  normally  magnetised  shell.  The  only  difference 
is  that  we  are  here  concerned  with  vectors  instead  of  scalars.  In  the 
case  of  the  shell  we  have  +  magnetism  in  one  side,  -  in  the  other,  of 
finite  amounts  when  the  thickness  is  finite,  and  we  find  their  combined 
potential  at  any  point.  Then  decrease  the  thickness  of  the  shell 
infinitely,  and  increase  the  surface-density  of  magnetism  correspondingly, 
so  that  the  magnetic  moment  remains  constant,  and  find  the  limit  to 
which  the  potential  approaches.  It  is  (c/r^)  cos  c  per  unit  area.  In  the 
above  the  process  is  the  same,  but  the  quantity  operated  on  is  a  vector 
drawn  parallel  to  the  normal  instead  of  a  scalar.  The  method  is  also 
analogous  to  that  which  may  be  employed  [p.  204  ante]  for  finding  the 
magnetic  force  due  to  a  cuiTent  sheet  by  means  of  the  vector-potential 
of  the  curl  of  the  current,  except  that  the  oppositely  directed  vectors 
are  tangential  in  that  case,  and  the  single  vector  is  normal. 

CoMPLi-rrE  Scheme  of  Potentials. 

7.  We  may  leave,  however,  the  interpretation  of  the  special  forms 
which  results  assume  for  surface  distributions,  as  it  is  so  much  easier 
to  work  with  volume-densities.  The  relations  stated  in  paragraphs  (4) 
and  (5)  will  become  clearer,  and  a  more  comprehensive  view  of  the 
matter  will  be  obtained  if  we  make  the  intensity  of  force  be  e/irrr^  at 
distance  r  from  a  charge  e,  which  is  equivalent  to  defining  the  electro- 
static potential  P  =  2p/4ir?-. 

Let  Pj,  Rj,  Po*  ^2»  -^3*  ^3»  ^^4'  •••  ^®  quantities  thus  arranged. 
Starting  with,  say,  P^,  let  it  be  an  arbitrary  scalar ;  it  may  be  volume- 
density  of  electrification.  Let  P^  be  its  potential,  Pj  that  of  Pj,  and  Pj 
that  of  Pg.  The  P's  are  therefore  all  scalars,  and  differ  two  degrees 
consecutively  in  length  dimensions.  Now  between  them  insert 
Rj,  Rg,  Rgj  •  •  such  that  R^  is  the  space-variation  of  F^y  R^  of  P^,  and 
so  on.  Thus,  the  R's  are  all  vectors,  and  of  intermediate  degrees  in 
length  dimensions. 

It  follows  from  this  specification,  first,  that  any  R  is  the  vector- 
potential  of  the  next  following  R ;  thus 

Rj  =  2  R2/471T, 

etc. ;  and,  secondly,  that  any  P  is  the  divergence  of  the  preceding  R ; 
and  there  is  uniformity  throughout  There  is  no  need  of  additional 
proofs,  as  we  have  already  gone  through  the  process  for  two  auxiliary 
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B's,  viz.,  Bj  below  p  and  Rq  above  P,  in  paragraphs  5  and  4  respect- 
ively. Two  consecutive  Fb  may  stand  for  electrostatic  potential  and 
for  volume-density,  the  intermediate  B  then  representing  the  corre- 
sponding electrostatic  force. 

8.  But  we  may,  and  with  some  advantage,  transfer  ideas  from 
electrostatic  force  to  the  magnetic  force  of  permanent  magnets,  taking 
the  limited  view  of  the  magnetic  force  that  it  is  due  to  magnetic 
"  matter  "  [p.  223  ante].  That  is,  we  replace  electrification  by  magnet- 
ism, electrostatic  force  by  magnetic  force,  and  electrostatic  potential  by 
magnetic  potential ;  and  we  shall  employ  the  definition  of  potential  as 
in  the  last  paragraph.  The  relations  are  exactly  the  same  mathe- 
matically. 

Now,  besides  the  force  due  to  magnetism,  let  there  be  also  ordinary 
electric  currents,  and  consider  the  resultant  field,  which  is  due  to  the 
superposition  of  a  field  consisting  of  closed  tubes  (due  to  current)  and 
of  another  of  unclosed  tubes  (due  to  magnetism).  Let  B  be  the  actual 
magnetic  force,  and  separate  it  fas  on  p.  253  antA  into  B^  and  B^,  of 
which  B|  has  no  convergence,  and  BL  no  curl ;  the  latter  corresponding 
to  the  B*s  of  the  last  paragraph.  Let  Cj  be  the  curl  of  B^ ;  it  is  the 
current-density ;  let  C^  be  the  divergence  of  B., ;  it  is  the  density  of 
magnetism;  let  A^  be  the  vector-potential  of  Cj,  and  A^  the  scalar 
potential  of  Cj.  And  to  exhibit  the  relations  more  fully,  mtroduce  D 
below  C,  and  Z  above  A,  both  vectors ;  Zj  the  vector-potential  of  Bj, 
Z2  that  of  B2 ;  D^  the  curl  of  C^,  and  D^  the  space  variation  of  C^. 

Z  (A)  B 


Z^^Z^        Ai  +  ^2        Bj  +  Bg        Cj-fC^        Di  +  Dg 

V.        v.  V.         S.  V.        V.  V.        8.  V.        V. 

The  quantities  with  the  sufiBx  1  refers  to  the  current-system,  with  2  to 
the  magnetism.  The  letters  v.  and  s.  are  placed  to  show  whether  they 
are  scalar  or  vector.  We  know  that  Z^,  Aj,  B^,  Cj,  D^  are  related  uni- 
formly thus : — 

Aj  =  curl  Zj,      Bj  =  curl  A^     etc. ; 

and  also  thus : — 

Zi  —  potential  B^,      A^  =  potential  C^     etc. 

Also,  in  the  other  series, 

Z.^  =  potential  Bg,      A^  =  potential  (7^,      B.^  =  potential  Dg ; 

alternately  scalar  and  vector ;  whilst  a  scalar  in  the  series  is  derived 
from  the  preceding  vector  by  the  operation  divergence,  and  a  vector 
from  the  preceding  scalar  by  the  operation  of  space-variation. 

Observe  that  we  may  compound  Bj  and  Bg  and  obtain  B,  the  real 
magnetic  force.  Also  we  may  conii)Ound  D^  and  D^,,  since  they  are  both 
vectors,  forming  a  new  vector,  D;  and  likewise  Zj  and  Zg  (both  vectors), 
forming  a  new  vector,  Z.  And  here  Z,  B,  and  D  are  vectors  which  have 
both  curl  and  convergence.  Also,  Z  is  clearly  the  vector-potential  of  B, 
and  B  the  vector-potential  of  D ;  because  this  is  true  of  their  constitu- 
entSy  which  are  in  each  case  homogeneous — of  the  same  nature,  that  is 


264  ELECTRICAL  PAFERa 

to  saj.  Bat  the  intermediate  A*s  and  Cs  do  not  apparently  admit 
of  being  combined.  A^  is  truly  the  potential  (vector)  of  Cp  and  A^  the 
potential  (scalar)  of  C\ ;  bat  A^  and  A^  are  not  homogeneous,  nor  are 
Cj  and  C^  so  that  the  magnitudes  (A)  and  (C)  product  by  their  union 
are  of  a  peculiar  nature,  demanding  consideration. 

9.  The  division  of  physical  magnitudes  by  Hamilton  into  scalars  and 
vectors  is  not  merely  one  of  the  most  use^l  ideas  ever  conceived,  but 
is  also  one  that  is  perfectly  intelligible  to  every  one  as  a  natural 
division.  Scalars  being  such  as  pressure,'  temperature,  density,  and  so 
forth,  directionless,  and  requiring  but  one  specification,  viz.,* magnitude; 
and  vectors  being  such  as  displacement,  velocity,  force,  etc.,  involving 
direction  as  well  as  magnitude,  and,  therefore,  requiring  three  specifica- 
tions (as  the  magnitudes  of  the  components  in  three  rectangular  direc- 
tions ;  or  the  magnitude  of  the  vector  itself,  and  two  data  to  specify  its 
direction) ;  it  is  impossible  to  confound  scalars  with  vectors.  They  are 
distinct  and  separate  entities.  The  word  entity  is  obviously  applicable 
to  a  scalar,  whilst  it  is  equally  applicable  to  a  vector  in  spite  of  its  three 
data.  The  data  may  be  of  different  kinds,  yet  the  final  result  is  the 
same,  viz.,  a  definite  directed  magnitude. 

But  although  we  cannot  combine  a  scalar  with  a  vector  to  form  a 
fresh  scalar  or  fresh  vector,  or  a  new  quantity  having  an  individuality 
of  its  own,  it  is  sometimes  convenient  to  pair  them,  and  the  result  is 
called  a  quaternion,  the  name  implying  the  four  data.  But  a  quaternion 
is  always  merely  a  definite  scalar  and  a  definite  vector  paired,  and  is 
consequently  a  purely  artificial  idea,  not  having  the  same  naturalness 
as  a  scalar  or  a  vector.  (A)  and  (C)  are  thus  quaternions,  whilst  Z,  B, 
and  D  are  pure  vectors.  Nevertheless,  so  far  as  the  potential  property 
goes,  there  is  no  occasion  to  draw  any  distinction  between  them,  for 
we  have  Z  =  potential  B,  (A)  =  potential  (C),  and  B  =  potential  D. 

In  the  quaternion  analysis,  however,  a  quaternion  assumes  more 
definiteness  than  in  the  above,  being  in  fact  the  ratio  of  two  vectors, 
i.e.,  the  operation  that  must  be  performed  upon  one  vector  a  to  turn  it 
into  another  /?.  Imagining  them  drawn  from  the  same  point,  we  may 
turn  a  into  0  by  first  rotating  a  through  a  definite  angle  in  their 
common  plane  until  it  coincides  with  /S  in  direction,  and  then  by 
stretching  or  shortening  it  till  it  is  identically  the  same  as  /?.  The 
angle  of  rotation  and  the  stretching  require  each  one  specification,  and 
the  plane  of  rotation  two  more,  thus  making  four  in  all. 


Energy  Properties. 

10.  In  the  next  place  we  may  notice  that  the  energy  properties  of 
Z,  (A),  B,  (C),  and  D  with  the  suffix  1  have  their  parallel  in  the  other 
set  with  the  suffix  2.  We  have  already  discussed  the  former,  relating 
to  the  current  system,  and  shown  that 

2;b»=2;AiC,=2ZiDi=...  , (a) 

the  summations  extending  over  all  space.     Now  in  the  other  set  we 


SOME  ELECTROSTATIC  AND  MAGNETIC  RELATIONS.         265 

have  exactly  similar  relations  amongst  the  mixed  scalars  and  vectors, 
viz. : — 

2B|  =  2^26'2  =  2Z,D2=...  ,  (/?) 

In  equations  (a)  the  quantities  are  all  vectors,  and  the  products  are 
scalar  products,  the  scalar  product  of  two  vectors  being  the  product  of 
their  tensors  and  the  cosine  of  the  angle  between  their  directions.  In 
(fi)  we  have  a  similar  product  in  the  third  summation,  because  Z^  and 
Dj  are  vectors,  but  not  in  the  second,  because  A 2  and  C2  are  scalars, 
and  their  product  is  found  by  ordinary  arithmetic. 

We  may  prove  the  identity  XBi  —  ^A^C^  in  a  manner  somewhat 
similar  to  that  employed  before  in  proving  2  B'  =  2  AjCj ;  but  the 
process  is  now  somewhat  simpler,  owing  to  the  simpler  nature  of  the 
system  of  force  due  to  a  charge  at  a  point,  viz.,  straight  lines  radiating 
equably  from  the  charge,  as  compared  with  the  closed  lines  of  force  of 
a  current. 

We  have 

^  =  2^,       B,  =  -  V^o,        and        C.  =  div  B,. 

Select  any  small  volume  containing  the  charge  C'.,,  say,  and  consider 
the  portion  of  2  A2C2  belonging  thereto,  viz.,  ^2^'2-     Here  we  have 

-^2  =  line-integral  of  Bg  from  00  to  C\»  '\ 

Cg  =  surface-integral  of  B'j  over  a  surface  enclosing  C'^ ;  j 

where  B'g  is  the  force  corresponding  to  C^  The  first  of  these  equations 
follows  from  the  relation  Bg  =  -  VA2,  and  the  second  from  6%  =  div  B'^- 
Noticing  here  that  any  patn  from  infinity  terminating  at  C^  ^^^^  ^^  ^^r 
the  line-integration,  and  any  surface  surrounding  Cg  for  the  other,  and 
that  by  expanding  the  surface,  starting  at  C2,  we  may  make  it  sweep 
over  all  space,  at  the  same  time  that  its  point  of  intersection  by  the 
line  chosen  for  the  line-integral  goes  from  C'g  to  00 ,  we  see  that 
^2(7„  =  2B2B'2,  over  all  space.  Similarly,  ^./'"g  =  2  B.^'' ,  if  C"^  be 
the  charge  in  another  small  volume.  Hence,  by  including  tne  whole  of 
Co  we  obtain 

2  A2C2  =  2  (BgB^  +  B^B".,  +  ...)  =  2  BgBg  =  2  Bj-, 

since  Bg  is  the  vector  sum  of  B'g,  B"2,  etc.     Interpreted  for  electro- 
statics, C2  being  density  of  electricity,  A 2  its  potential,  Bo  the  force,  the 
quantity  2  B|  is  double  the  electrostatic  energy  expressed  in  terms  of 
the  square  of  the  force  throughout   the  whole   dielectric  with   unit 
capacity,  whilst  in  the  equivalent  form  2  A2C2  it  is  expressed  in  terms 
of  the  charges  and  their  potentials.     It  (^^Bf)  is  the  amount  of  work 
expended  in  setting  up  the  state  of  electrification,  and  given  out  again 
when  the  charges  are  allowed  to  combine  and  neutralise  by  conducting 
paths,  in  the  form  of  heat  ultimately.     We  must  not,  however,  hastily 
conclude  that  2^B3,  when  B2  stands  for  the  magnetic  force   of  a 
permanent  magnet,  really  represents  the  energy  of  the  magnetisation, 
a  matter  we  shall  not  here  touch  upon. 
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11.  The  other  identity  2  -^2^2  ==  ^  ^2^2»  where  Z-  is  the  potential  of 
Bg,  and  Bg  that  of  Dg,  may  be  thus  established.  Let  F,  G,  H  he  the 
components  of  Z2  and  F^^  G^y  H^  those  of  Dj.  Then,  because 
A2  =  div  Zg,  we  have 

and,  by  integration  "  by  parts  "  through  all  space, 

But  -dCJdx  =  Fy  etc.,  since  -VC^  =  Ji2;  hence 

2  ^,C,  =  [[[(/•fi  +  (?Gi + iW,y  F = 2  Z,D, 

in  our  notation. 

12.  We  saw  [Art.  XXV.,  p.  253J  that  the  division  of  the  arbitrary 
magnetic  force  B  into  two  fields,  Bj  and  Bg,  the  first  due  to  current, 
the  second  to  magnetism,  is  effected  in  such  a  manner  that 

the  products  of  Bj  and  Bg  completely  annulling.  We  now  see  that  the 
fields  thus  obtained  have  precisely  the  same  energ)-  properties,  employ- 
ing the  corresponding  connected  functions  in  each  case,  without  the 
necessity  of  distinguishing  between  the  different  natures  of  the 
functions. 

We  shall,  of  course,  find  the  same  relations  in  the  quantities  Z  and  D, 
since  they  are  similar  to  B,  being  pure  vectors,  of  which  Z^  and  D^  are 
the  closed  tube  portions,  and  Z^  and  Dg  the  open.     Thus 

2Z2  =  SZ?4-2Z|,      and      2D2  =  2Dj»  +  2D«. 

But  we  cannot  expect  to  find  this  property  when  we  take  the  inter- 
mediates  (A)  and  (C),  which  are  not  pure  vectors.  For  instance,  we 
must  not  expect  to  have  2  (C)^  =  2  C  *  4-  2  Qy  ^or  this  would  involve 
2  CjCg  =  0.  This  is  a  vector  summation,  for  Cj  being  vector  and  Cg 
scalar,  C^C^  in  the  summation  represents  a  vector  of  length  C\C2  in  the 
direction  of  C^ 

13.  But  although  ^C^Co  does  not  in  general  vanish,  yet  we  have 
2  Co  =  0  and  2  C^  =  0  separately.  The  former  we  have  assumed  from 
the  beginning,  for  it  merely  expresses  that  there  is  just  as  much  positive 
as  negative  magnetism,  which  is  always  the  case  in  any  arbitrarilj' 
assumed  state  of  magnetisation.  The  same  is  true  for  electricity,  but 
we  must  exclude  lines  of  force  going  out  to  infinity  without  returning, 
or  we  may  terminate  such  lines  upon  a  surface  enclosing  the  whole 
space  considered.     In  fact,  260  =  0  separately  for  every  tube  of  force. 

The  other  equation,  2  C,  =  0,  interpreted  for  current,  says  that,  in 
any  system  of  closed  currents,  the  current  has,  on  the  whole,  no  pre- 
ponderance in  any  direction.  As  an  illustration  of  the  meaning  of  this, 
divide  the  whole  space  occupied  by  current  into  a  very  large  number^ 
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say  n,  of  equal  small  volumes,  and  draw  n  vectors  from  a  fixed  point, 
representing  the  current  in  each  volume.  If  these  were  forces  acting 
upon  the  point,  they  would  exactly  balanca  This  may  be  seen  by  first 
noting  that  a  closed  line  has  no  preponderating  direction,  since  it  returns 
into  itself,  and  next  that  we  may  split  up  any  system  of  current  into 
closed  tubes  of  infinitely  small  section,  each  conveying  a  definite 
current,  and  that,  although  the  section  of  a  tube  may  vary,  yet  the 
density  of  current  then  varies  exactly  inversely ;  consequently  2  C^  =  0 
for  any  tube,  as  for  a  closed  line,  and  hence  ZC|  =  0  universally. 
Similarly  Z  B^  =  0,  and  the  same  for  all  the  quantities  with  the  suffix  I , 
since  they  have  no  convergence. 

14.  But  we  do  not  have  2  83  =  0,  since  the  lines  of  Bg  are  not  closed. 
Let  B2  be  electrostatic  force,  and  consider  a  tube  of  force  of  section  dS 
starting  from  one  conducting  surface  and  terminating  upon  another. 
B^S  is  constant,  although  B2  and  dS  may  vary  along  the  tube,  and 
this  product  is  numerically  equal  to  the  amount  of  positive  and  negative 
electricities  at  the  terminal  sections  of  the  tube  upon  the  conducting 
surfaces.  If  we  join  the  ends  by  a  tube  whose  axis  follows  the  shortest 
distance  between  them,  and  let  the  same  amount  of  force  as  went  from 

+  to  -  electricity  along  the  real  tube  return  by  the  other,  we  have  a 
closed  tube,  and  2B,  =  0.  Consequently  2B2  for  the  real  tube  is 
numerically  equal  to  the  product  of  the  amount  of  terminal  electricities 
into  the  shortest  distance,  /,  between  them,  and  is  directed  from  +  to 

-  along  L 

As  a  magnetic  illustration,  let  there  be  a  cylindrical  magnet  of  length 
/,  and  of  any  section,  with  plane  faces  perpendicular  to  1,  uniformly 
magnetised  parallel  to  1,  and  let  Bg  be  its  magnetic  force.  Then  S2  B 
throughout  all  space  is  numerically  equal  to  the  whole  magnetic 
moment,  and  is  directed  from  the  N.  to  the  S.  end,  parallel  to  1.  We 
may  verify  this  as  follows : — Given  that  the  magnetic  force  in  a  cylin- 
drical space  similar  to  that  of  the  magnet  is  of  uniform  strength  B 
parallel  to  1,  and  directed  from  left  to  right  say,  and  that  outside  the 
space  there  is  no  magnetic  force  at  all,  what  is  the  distribution  of 
current  and  of  magnetism  that  would  produce  such  a  field  of  force  ? 
We  must  find  the  curl  of  B  for  the  one,  and  its  divergence  for  the 
other.  Plainly  the  latter  is  B  per  unit  area  of  the  terminal  faces, 
positive  at  the  left  end,  negative  at  the  right.  Hence  the  left  terminal 
face  has  surface  density  of  magnetism  4-  B,  and  the  right  -  B.  The 
curl  of  B  is  plainly  confined  to  the  curved  surface  of  the  cylinder, 
where  B  is  tangential,  and  suddenly  changes  from  B  to  zero  in  passing 
through  the  surface  from  within  outward.  Turn  B  at  the  surface 
through  a  right  angle,  and  we  obtain  the  surface  curl.  The  current, 
therefore,  circulates  round  the  curved  surface  of  the  cylinder  in  planes 
perpendicular  to  its  length,  and  is  of  density  B  per  unit  of  length  of 
the  cylinder.  The  magnetic  fields  of  this  current,  say  B^  and  of  the 
terminal  magnetism,  say  B.2,  together  produce  the  uniform  field  of 
strength  B  within  and  zero  outside.  But  for  the  former  we  have 
2  B|  =  0,  and  since  Z  B  is  plainly  =  B  x  volume,  and  therefore  =  magnetic 
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moment,  and  directed  from  left  to  right,  the  same  must  be  true  for 
2  Bg,  ue.,  for  the  magnetic  force  of  the  magnet  with  which  we  started. 
In  fact,  what  we  have  done  is  to  make  a  current  flow  round  the  magnet 
of  such  a  strength  and  direction  that  the  external  field  of  force  is 
exactly  annulled,  and  of  course  we  make  the  supposition  that  the 
magnetisation  is  rigid,  or  unaffected  by  its  exposure  to  the  magnetising 
force  of  the  current.  Now,  on  the  understanding  that  the  force  of  the 
magnet  is  derived  from  the  magnetic  potential  as  well  within  as  with- 
out the  magnet,  we  see  from  the  above  that  the  internal  force  of  the 
magnet  is  annulled  at  the  same  time  as  the  external  by  the  super- 
imposition  of  the  magnetic  force  of  the  current,  leaving  only  the 
uniform  field  B.  On  the  other  hand,  if  we  were  to  employ  the 
"  electromagnetic  definition  "  of  the  internal  force  of  a  magnet,  we 
should  find  that  the  current  field  exactly  neutralised  that  of  the  magnet, 
both  within  and  without. 


The  Operator  V  and  its  Application. 

15.  Going  back  to  Z,  (A),  B,  (C),  D,  we  have,  in  spite  of  the  identity 
of  the  potential  property  of  their  constituents  with  suffixes  1  and  2,  and 
of  the  energy  i)roperties  as  above  mentioned,  a  striking  apparent 
dissimilarity  in  the  mode  of  derivation  of  any  term  from  the  preceding 
in  the  first  set,  as  compared  with  the  second.  Thus,  in  the  first  set  we 
have  Aj  =  curl  Zj,  B,  =  curl  Aj,  and  so  on  throughout ;  whilst  in  the 
second  set  we  have  the  two  operations  of  divergence  when  a  scalar  is 
derived  from  the  preceding  vector,  and  of  space-variation  when  a  vector 
is  derived  from  the  preceding  scalar.  Now  it  is  very  remarkable  that 
(as  was  discovered  by  Professor  Tait)  these  three  operations  of  curl, 
divergence,  and  space -variation  are  really  only  three  different  forms  of 
the  same  operation,  the  effect  varying  according  to  the  nature  of  the 
function  under  examination. 

We  have  hitherto  used  the  symbol  VP  to  express  the  resultant  space- 
variation  of  P  per  unit  length,  but  have  applied  V  only  to  scalar 
quantities.  Let  a  scalar  function  be  given,  as  for  example  the  tempera- 
ture at  every  part  of  space,  single-valued  at  any  point  Nothing  is 
needed  to  specify  it  but  its  magnitude,  it  having  no  direction.  Owing 
to  this,  its  variation  from  point  to  point  is  one  merely  of  magnitude. 
Measure  its  rates  of  increase,  dP/dx,  dPJdy,  dP/dz^  in  three  rectangular 
directions,  x,  y,  z,  and  call  them  X,  F,  Z.  In  directions  x,  y,  z  draw 
vectors  of  lengths  A',  F,  Z^  and  compound  them  (as  forces,  velocities, 
displacements,  etc.).  The  resultant  vector,  say  R,  shows  the  direction 
and  rate  of  greatest  increase  of  P,  and,  with  Hamilton's  symbol,  B  =  VP. 
The  above  method  of  forming  R  is  what  we  are  literally  told  to  do 
when  we  use  the  full  expression  for  V,  and  its  effect  upon  a  scalar  is  to 
give  a  vector  expressing  the  most  rapid  space-variation.  There  being, 
as  before  mentioned,  merely  a  variation  of  magnitude  concerned,  there 
is  little  difficulty  in  conceiving  the  nature  of  the  space-variation  of  a 
scalar. 
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Now  it  appears  that  when  V  is  applied  to  a  vector,  it  gives  its  curl 
and  its  convergence  respectively.  This  extraordinary  effect  of  V  is  not 
easily  to  be  understood — although  symbolically  it  works  out  very 
simply — for  there  is  undeniably  a  certain  amount  of  mystery  about  the 
rules  for  vector  multiplication.  But  we  may  gain  some  insight  into  the 
matter  by  examining  in  what  manner  a  vector  may  vary,  and  by 
analysing  simple  cases. 

16.  In  the  first  place  we  see  that,  given  a  definite  vector,  as  electro- 
static force,  for  every  point  of  space,  it  may  vary  as  we  pass  from  one 
point  to  another  as  well  in  its  direction  as  in  its  magnitude,  and  it  is 
evidently  not  an  easy  matter  to  form  an  idea  of  what  its  resultant 
space-variation  may  be  if  we  endeavour  to  follow  the  rule  for  a  scalar  in 
the  last  section.  In  fact  the  construction  fails,  and  obscurity  prevails. 
But  let  us  completely  separate  change  of  magnitude  from  change  of 
direction,  by  starting  with  a  vector  which  is  everywhere  directed  the 
same  way,  and  which  can,  therefore,  suffer  only  change  of  magnitude. 
Let  its  direction  be  parallel  to  z,  and  its  magnitude  at  any  point  be  X, 
Regarding  this  as  a  scalar,  it  is  clear  that  there  is  a  certain  direction  in 
which  X  increases  most  rapidly,  and  that  we  can  find  it,  and  the  rate  of 
increase,  by  the  construction  for  a  scalar,  viz.,  the  resultant  of  vectors 
of  lengths  dX/fij'y  dXjdy,  dXjdz  drawn  in  the  directions  of  x,  y,  and  z. 

But  this  will  give  us  neither  the  convergence  of  X  nor  its  curl.  To 
obtain  them  we  must  separate  the  space-variation  of  X  into  two 
portions,  first  variation  in  its  oion  direction,  and  next  perpendicular 
thereto.  We  may  easily  recognise  a  manifest  distinction  between  these 
two  kinds  of  variation. 

First,  let  X  vary  in  amount  only  in  its  own  direction,  then,  in 
passing  from  any  point  through  the  distance  dx  parallel  to  x,  X  becomes 
A''^-  {dX/dx)dXf  where  dXjdx  is  the  rate  of  increase.  Let  there  be  a 
cubical  element  of  volume  dV^dxdydz,  whose  edges  are  parallel  to 
z,  y,  8,  and  consider  the  amount  of  X  entering  and  leaving  the  space. 
Two  opposite  faces  are  perpendicular  to  X,  and  the  four  others  are 
parallel  thereto.  The  latter  may  be  disregarded,  whilst  the  amount  of 
Z  entering  one  of  the  first  pair  is  Xdydzy  and  leaving  the  other 
{X -^  (dX/dx)dz}dy dzy  both  faces  being  of  area  dydz.  The  excess  of 
the  latter  over  the  former  amonnt  is  (dXldx)dF,  that  is,  dX/dx  per  unit 
volume.  This  is  the  divergence  of  the  vector  in  the  special  case  taken, 
since  T  and  Z  are  zero. 

Next  consider  the  variation  of  X  perpendicular  to  x,  Le,,  in  the  plane 
y,  Ey  or  parallel  thereto.     If  we  start  from  any  point  and  go  in  different 
directions  in  this  plane,  X  may  or  may  not  vary,  but  if  it  should  do  so, 
there  will  be  in  general  a  certain  direction  in  which  it  increases  fastest, 
and  another  direction,  crossing  the  first  at  right  angles,  in  which  there 
is  no  variation,  just  as  when  one  is  upon  the  side  of  a  hill  there  is  a 
direction  of  greatest  slope  at  any  point,  and  a  level  direction  perpen- 
dicular to  the  first,  disregarding  singular  points  requiring  special  treat- 
ment.   dXjdy  and  dXjdz  being  the  rates  of  increase  of  X  along  y  and  z, 
the  resultant  of  vectors  of  these  lengths  drawn  along  y  and  z  is  a  vector 
in  the  direction  of  most  rapid  increase  of  X  in  the  plane  y,  z,  of  length 
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equal  to  the  rate  of  increase.  Now,  rotate  this  vector  through  a  right 
angle  in  the  plane  y,  8,  i.e.,  about  the  axis  of  z,  so  that  in  its  final  posi- 
tion it  points  along  the  axis  of  no  variation,  it  will  then  represent  the 
curl  of  X.  It  will  come  to  the  same  thing  if  we  rotate  the  original 
vectors  through  a  right  angle,  and  compound  them  afterwards ;  and  by 
this  we  see  that  the  components  of  the  curl  of  X  are  +dX/dz  along  y, 
and  -  dXjdy  along  z,  when  the  rotation  is  left-handed  about  the  axis 
of  X.  Let  the  plane  of  the  paper  be  the  plane  of  y,  z,  and  the  positive 
direction  of  the  axis  of  x  be  downward  through  the  paper  at  the  point 
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0  where  the  variation  of  X  is  estimated.  Let  OF  and  OQ  be  of  lengths 
dX\dz  and  dXjdy  respectively.  Their  resultant  is  OR^  showing  the 
direction  and  rate  of  most  rapid  increase.  Rotate  the  rectangle 
OPRQO  about  the  axis  of  x  through  a  right  angle  into  the  position 
OFRQO,  then  OR  will  represent  the  curl  of  X,  and  OF  and  -  OQ  its 
components  along  y  and  z. 

Now  let  the  vector  whose  space-variation  is  required  be  Y,  everywhere 
parallel  to  y,  and  treat  it  similarly.  We  shall  find  if«  divergence  =  dYjdy 
from  the  variation  in  its  own  direction,  and  its  curl  to  have  components 
-\-dV/dx  along  z  and  -dV/dz  along  x,  by  rotating  the  resultant  space- 
variation  in  the  plane  z,  x,  through  a  right  angle  about  the  axis  of  y. 

And  with  a  vector  function  Z  everywhere  parallel  to  z  treated 
similarly,  we  shall  find  its  divergence  =  dZ/dz,  and  the  components  of 
its  curl  to  be  +  dZ/dy  along  x  and  -  dZ/dx  along  y. 

Finally,  if  we  compound  X,  T,  and  Z,  we  obtain  a  vector  B,  which  is 
arbitrary,  and,  consequently,  may  vary  both  in  direction  and  magnitude 
from  point  to  point.  Its  divergence  will  be  the  sum  of  the  separate 
former  divergences,  or  dX/dx  +  dy/dy  +  dZ/dz,  which  expresses  the  whole 
amount  of  B  leaving  the  unit  volume,  reckoned  algebraically.  And  its 
curl  will  be  represented  by  the  resultant  of  the  three  vectors  represent- 
ing the  curls  of  X,  Y,  and  Z  (the  first  being  OR  in  the  figure,  and  the 
second  and  third  two  other  vectors  in  planes  perpendicular  to  the  plane 
of  the  paper  and  to  each  other),  and  its  components  will  be  the  siun  of 
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the  former  components,  and  are  consequentlj  dZ/dy-f^Y/dz  along  x, 
dX/dz-dZ/dx  along  y,  and  dVjdx-dX/dy  along  z.  [Compare  with 
Theorem  (B),  p.  211.1 

17.  We  thus  find  the  vector  curl  of  B  by  compounding  three  vectors 
which  represent  respectively  the  rates  of  greatest  increase  in  three 
rectangular  planes  of  the  components  of  B  perpendicular  to  the  planes, 
each  of  the  three  vectors  being  then  turned  through  a  right  angle  in  its 
proper  plane.  Now  this  selection  and  subsequent  rotation  is  effected 
mechanically  when  we  use  the  operator  V  according  to  quaternion  rules. 
For,  if  we  denote  by  i,  j,  k  three  rectangular  vectors  of  unit  lengths 
parallel  to  x,  y,  and  z,  then  Xi  will  denote  a  vector  of  length  X  parallel 
to  X,  and  simUarly  for  Yj  and  Zk,  consequently  we  may  write 

B  =  Xi+rj4-^k, 

with  the  convention  that  the  sign  of  addition  signifies  compounding  as 
velocities.     Now  the  full  expression  for  V  is 

dx      dy      dz ' 
hence  VE=  (i^+j^UkJ)  (aM^  Fj+Zk). 

Expand  this  expression,  with  the  further  conventions 

i2=j2  =  k2^_l,     and     ij=k,    jk  =  i,    ki=j, 
and  we  obtain, 

i.e.,  VB  =  conv  B  4-  curl  B. 

The  meaning  of  the  rules  ij  =  k,  etc.,  may  be  interpreted  thus : — 
j  signifying  a  unit  vector  parallel  to  y,  and  k  another  parallel  to  z,  let 
i  be  tflJcen  to  mean,  not  a  unit  vector  parallel  to  x,  but  a  rotation 
through  an  angle  of  GO""  about  x  as  an  axis.     Then  since  j  rotated  90** 
about  the  x-axis  is  turned  into  coincidence  with  k,  we  have  ij—k. 
Similarly  for  the  other  products.     As  for  the  squares,  we  may  verify 
12=  -  1  thus : — Rotate  j  a  second  time  through  90"  about  the  axis  of  x. 
The  first  rotation  brought  j  into  coincidence  with  k,  the  second  brings 
it  into  the  same  line  as  at  first,  but  pointing  the  other  way.     Thus 
i^j  =  -  j,  or  i-=  -  1.     This  use  of  vectors  to  denote  either  lines  drawn 
in  definite  directions,  or  else  rotations  about  such  lines,  is  the  founda- 
tion of  the  great  simplicity  and  conciseness  of  quaternion  operations 
and  expressions;  it  is  justified  by  the  already  mentioned  identity  of 
-the  rules  for  compounding  velocities  and  rotations,  and  by  its  always 
leading  to  results  which  are  found  to  be  correct  when  expanded;  but  it 
must  be  confessed  that  this  double  use  of  the  same  symbols  makes  it 
difficult  to  establish  the  elementary  parts  of  quaternions  in  an  intelli- 
gible manner.''^     However,  this  is  merely  parenthetical,  and  we  shall 

*  [See  Tait's  Qutitemwns,  chapter  II. ,  for  the  quatemionic  establishment  of 
Tector  analysis.      As  the  above  is  the  only  paper  in  which  I  have  used  the 
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have  no  more  concern  with  quaternion  expressions  beyond  noticing  that 
the  properties  of  the  quantities  defined  in  §  8,  relating  to  an  arbitrary 
system  of  magnetic  force  B,  divided  into  two  systems  B^  due  to  current 
Cp  and  B2  due  to  magnetism  C^  may  be  thus  formally  expressed.  Since 
V  operating  on  a  scalar  function  gives  the  vector  rate  of  greatest 
increase,  and  on  a  vector  gives  its  convergence  and  its  curl,  or  its  curl 
only  if  it  has  no  convergence,  and  conversely,  we  have  simply 

rZi  =  Ai.  VAi  =  B„  VB,  =  Ci,  VCi  =  Di; 

In  the  first  line,  the  V  signifies  '*  curl "  only,  because  the  quantities 
are  vectors  of  no  divergence.  In  the  second  line  (relating  to  the 
magnetism)  it  is  convergence  when  operating  on  a  vector,  and  the 
vector  rate  of  increase  when  operating  on  a  scalar.  The  presence  of 
the  -  sign  all  along  the  second  line  makes  it  awkward  to  combine  the 
quantities  consistently  as  they  stand.  But  by  simply  changing  the 
sign  of  Co  and  A^^  so  that  C^  when  positive  represents  S.  magnetism 
instead  of  N.  we  get  things  straight.  Z^,  Bgi  and  Dg  are  unchanged, 
and  denoting  -  C^  by  C.^  and  -  A^  by  A\  we  have 

rZ2  =  .4V       V^'o^Bo,       VB2  =  C'.^       VC2  =  D2. 

We  may  now  combine  the  quantities  with  suffixes  ^  and  .^\  thus 
B  =  Bj  -f  Bj,  etc.,  and  we  have 

VZ  =  (A),       r(A)  =  B,       VB  =  (C),      V(C)  =  D, 

where  Z,  B,  and  D  are  pure  vectors,  Z  being  the  potential  of  B,  which 
is  the  actual  resultant  magnetic  force  due  to  currents  and  nuignetism, 
and  B  the  potential  of  D.  On  the  other  hand,  (A)  and  (C)  are  both 
scalar  and  vector,  i.e.,  quaternions,  though  still  (A)  =  potential  (C). 

The  operator  V  contains  the  whole  theory  of  potentials,  whether  of 
scalars  or  vectors.  But  owing  to  the  remarkably  different  nature  of  the 
effects  of  V  on  different  functions,  it  conduces  to  clearness  to  distinctly 
separate  the  space-variation  of  a  scalar,  which  is  easily  grasped,  from 
that  of  a  vector,  and  to  instead  speak  of  the  curl  or  the  divergence  of 
the  latter,  as  the  case  may  be,  and  as  we  have  always  done  hitherto. 

miaternionic  iileas  and  notation,  it  is  perhaps  desirable  to  emphasize  the  fact  that 
tbe  U8C  was  parenthetical.  There  is  great  advantage  in  most  practical  work  in 
ignoring  the  quaternion  altogether,  and  also  the  double  signification  of  a  vector 
above  referred  to,  and  in  abohshing  the  quateniionic  miniot  sign.  The  establish- 
ment of  the  algebra  of  vectors,  too,  is  independent  of  the  difilcult  theory  of 
quaternions.  See  especially  the  articles  to  follow  on  **  Electromagnetic  Induction 
and  its  Propagation,"  and  on  **The  Electromagnetic  Wave- Surface "  (1885). 
Professor  VVillard  Gibbs,  the  author  of  a  valuable  work  on  Vector  Analysis,  also 
ignores  the  quaternion,  abolishes  the  mimiM  sign  and  the  double  signification  of  a 
vector,  following  Grassmaun  rather  than  Hamilton.  He  has  been  denounced  by 
Professor  Tait  in  consequence  as  a  retarder  of  auatemionic  progress.  Perhaps  so; 
))ut  there  is  no  question  as  to  the  difficulty  and  the  practical  inconvenience  of  the 
quuternionic  system.] 
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Displacement  and  Fluid  Motion  Analogies. 

IS.  What  is,  however,  of  greater  importance  than  the  mere  symbolical 
identity  of  the  operations  is  the  physical  interpretation  that  may  be 
assigned  to  the  different  kinds  of  space-variation.  Operating  upon  an 
arbitrary  vector  function  we  obtain  the  scalar  convergence  and  the 
vector  curl ;  thus  from  magnetic  force  we  obtain  the  density  of  magnet- 
ism and  of  current.  That  is  to  say,  there  are  certain  invariable 
relations  between  the  space-variation  of  the  magnetic  force  about  any 
point,  and  the  density  of  magnetism  and  of  current  at  that  point,  which 
are  most  comprehensively  stated  in  saying  that  the  amount  of  magnet- 
ism within  any  space,  which  may  be  large  or  small,  equals  the  whole 
amount  of  magnetic  force  leaving  the  space  through  its  surface,  and 
that  the  total  current  passing  through  any  closed  curve  equals  the  line- 
integral,  or  the  circulation  of  the  magnetic  force  along  the  curve  in 
making  one  complete  circuit  But  instead  of  such  an  abstraction  as 
magnetic  force,  let  us  suppose  that  our  vector  function  is  of  the  simplest 
conceivable  type,  that  it  represents  the  continuous  displacements  of  the 
particles  of  a  continuous  mass.  Selecting  any  particle,  the  straight  line 
drawn  from  its  original  to  its  final  position  is  its  displacement.  The 
displacements  of  all  the  points  constitute  the  vector  system,  or,  expressed 
mathematically,  the  vector  function.  In  estimating  the  space-variation 
of  the  displacement,  we  have  to  examine  the  manner  in  which  it  varies 
in  the  neighbourhood  of  any  particle  0.  In  the  first  place  the  particle 
0  with  the  surrounding  particles  may  be  displaced  as  a  whole,  a  bodily 
translation,  in  fact.  This  we  disregard  in  considering  the  relative 
displacements,  that  is,  we  regard  0  as  fixed.  In  the  next  place,  the 
group  of  particles  surrounding  0  may  occupy  a  greater  or  less  volume 
in  the  strained  than  in  the  unstrained  state,  Le,y  there  may  be  expansion 
or  compression.  The  expansion  is  estimated  by  finding  the  additional 
volume  occupied  in  the  strained  state  by  the  particles  which  occupied 
the  unit  volume  in  the  unstrained  state,  and  this  is  plainly  to  be  done 
by  finding  the  whole  displacement  outward  through  the  surface  of  the 
onit  volume;  hence  "divergence"  in  general,  when  applied  to  the 
special  case  of  displacements,  has  the  same  meaning  as  the  cubical 
expansion. 

Again,  the  group  of  particles  surrounding  0  may,  during  the  act  of 
displacement,  suffer  not  merely  the  translation  and  the  expansion,  if 
any,  but  a  rotation  through  a  definite  angle  about  a  definite  axis. 
Going  back  to  the  figure,  let  the  displacements  X  be  all  perpendicular 
to  the  paper,  say  downward,  and  consider  the  variation  of  X  about  the 
point  0.  If  0  and  the  particles  surrounding  it  are  equally  displaced, 
the  matter  in  the  plane  of  the  paper  about  0  is  merely  transferred 
bodily,  remaining  in  a  plane  parallel  to  the  paper ;  but  should  there  be 
a  greater  displacement  on  one  side  than  on  the  other,  there  will  be 
rotation  as  well.  Thus,  if  OR  as  before  be  the  direction  in  which  the 
displacement  increases  fastest,  OR  perpendicular  thereto  is  the  axis  of 
rotation  of  the  matter  about  0,  Now  OE  represented  our  vector  curl; 
consequently,  interpreted  for  parallel  displacements,  the  curl  is  the 
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vector  axis  of  rotation,  and  by  elementary  considerations  its  amount  is 
twice  the  (small)  angle  of  rotation.  Hence,  remembering  the  manner 
of  composition  of  rotations,  we  see  that  the  curl  of  the  displacement 
function  is  a  vector  showing  by  its  direction  the  resultant  axis  of 
rotation  of  the  matter  surrounding  any  point,  and  by  its  length  twice 
the  angle  of  rotation. 

Also,  it  results  from  the  analysis  of  the  most  general  continuous  dis- 
placements of  a  collection  of  particles,  that  the  particles  which  originally 
occupied  a  small  sphere  with  centre  at  0  in  the  unstrained  «tate  occupy 
an  ellipsoid  after  the  displacements.  The  principal  axes  of  the  ellipsoid 
always  correspond  to  a  set  of  three  rectangular  lines  in  the  original 
sphere,  but  there  are  two  distinct  cases.  The  three  lines  in  the  sphere 
may,  as  the  sphere  is  turned  into  the  ellipsoid,  keep  their  directions 
unchanged,  in  which  case  the  strain  is  pure,  and  may  be  produced  by 
three  rectangular  compressions  or  elongations  acting  in  directions 
parallel  to  the  three  lines.  In  the  second  case  the  three  lines  in  the 
sphere  do  not  keep  their  directions  unchanged  during  the  displacement^ 
but  are  rotated  as  a  whole  about  some  axis.  This  is  a  rotational  strain, 
and  there  is  one  definite  manner  of  decomposing  an  arbitrary  strain 
into  the  simultaneous  effects  of  a  pure  strain  and  a  rotation. 

Thus,  corresponding  to  divergence  and  curl,  we  have  expansion  and 
rotation.  The  condition  of  no  divergence  means,  in  the  case  of  dis- 
placements, that  the  strain  ellipsoid  has  the  same  volume  as  the 
corresponding  sphere,  and  the  condition  of  no  curl  implies  that  the 
strain  is  pure,  or  unaccompanied  by  rotation.  ' 

We  have  similar  results  when  we  consider  not  the  displacements,  but 
their  rates  of  increase,  i.e.,  the  velocities  of  the  particles.  Thus,  the 
motion  of  a  fluid  may  be  rotational  or  irrotational  at  any  place  ;  in  the 
latter  case  the  curl  of  the  velocity  is  nil,  in  the  former  its  value  is  twice 
the  angular  velocity. 

19.  Electric  current  and  its  related  quantities  are  all  characterised  by 
the  absence  of  divergence.  Their  distributions  are  therefore  similar  to 
possible  states  of  displacement  of  the  particles  of  an  incompressible 
solid,  or  of  the  instantaneous  velocity  of  an  incompressible  liquid. 
There  is  also  a  common  characteristic,  that  having  no  divergence  any- 
where they  have  necessarily  curl  somewhere,  a  property  essentially  con- 
nected with  the  existence  of  dosed  lines  (of  force,  current,  etc.).  Let  us 
suppose  that  we  have  a  field  of  magnetic  force,  B^,  due  to  currents  only, 
and  that  the  force  actually  produces  a  small  displacement  in  the  medium 
where  it  acts,  of  amount  proportional  to  the  strength  of  force.  A  state 
of  strain  would  be  set  up.  In  space  unoccupied  by  current,  curl  Bj 
=  Cj  =  0,  and  the  strain  is  pure.  But  where  there  is  current,  curl  Bj 
==Cj  is  finite,  and  the  strain  is  rotational,  its  axis  is  the  direction  of 
Cp  and  the  angle  of  rotation  \C.  in  amount.  In  both  cases,  either 
within  or  without  the  current,  div  Bj  =  0,  or  there  is  no  expansion 
accompanying  the  strain. 

The  existence  of  the  rotation  (with  the  above  assumption  of  displace- 
ment in  the  direction  of  B^)  is  easily  recognised  in  the  case  of  a  straight 
current.    Let  the  wire  be  of  circular  section.     The  lines  of  force  are 
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circles  in  planes  perpendicular  to  the  axis,  centred  thereon.  The 
strength  of  force  increases  from  nil  at  the  axis  regularly  to  a  maximum 
at  the  surface  of  the  wire,  being,  anywhere  between,  proportional  to  the 
distance  from  the  axis.  If  we  then  take  a  thin  slice  of  the  wire  bounded 
by  two  parallel  planes  perpendicular  to  the  axis,  and  displace  its  parts 
through  very  short  distances  proportional  to  and  in  the  direction  of  the 
magnetic  force  at  any  place,  the  result  will  be  a  rotation  of  the  slice 
en  viasse  about  the  axis,  as  a  wheel  for  example.  It  is  easily  seen  also 
that  the  supposed  displacements  produce  relative  rotation  of  the  same 
angular  amount  of  any  two  points  in  the  slice,  and  that  besides  the 
motion  of  translation  as  a  whole  of  the  particles  surrounding  a  given 
point,  there  is  the  definite  rotation  about  a  line  parallel  to  the  axis  of 
the  wire.  The  rotations  are  equal,  because  we  have  assumed  the 
current-density  to  be  uniform  throughout  the  section  of  the  wire. 
Outside  the  wire,  however,  the  strength  of  force  falls  off,  varying 
inversely  as  the  distance  from  the  axis.  This  distribution  of  force 
makes  curl  B^^O,  and  the  corresponding  strain  at  any  place  when 
small  displacements  are  produced  by  the  force  is  unaccompanied  by 
rotation,  or  the  displacement  is  differentially  irrotational.  (We  have 
used  the  word  "  strain  "  to  include  the  case  of  mere  rotation  without 
distortion.) 

20.  But  by  far  the  most  interesting  analogue  is  that  presented  by  the 
motion  of  a  perfect  incompressible  liquid.  Let  it  fill  all  space  (since 
the  magnetic  force  of  our  rectilinear  current  extends  without  limit), 
and  replace  lines  of  force  by  lines  of  motion  of  the  liquid,  its  velocity  to 
everywhere  correspond  to  the  magnetic  force.  We  have  then  a  case  of 
vortex  motion.  The  liquid  within  the  cylindrical  space  corresponding 
to  the  wire  is  rotating,  every  particle  of  it,  with  the  same  angular 
velocity.  The  motion  of  the  liquid  outside  the  vortex,  however, 
although  the  lines  of  motion  are  circles  about  the  vortex,  is  differentially 
irrotational — i,e,,  particles  which  at  a  given  moment  occupy  a  very 
small  sphere  about  a  given  point,  at  a  very  short  time  after  occupy  an 
ellipsoid  of  the  same  volume  without  rotation  from  one  to  the  other. 
We  might,  from  our  knowledge  of  the  relations  between  magnetic  force 
and  current,  deduce  some  of  the  remarkable  properties  of  vortex 
motion,  so  far  as  they  do  not  involve  the  dynamics  of  the  subject — t.^., 
merely  characteristics  essentially  connected  with  the  motion.  Current 
direction  corresponds  to  the  axis  of  a  vortex,  current-density  to  twice 
the  angular  velocity ;  vortex  lines  and  tubes,  analogous  to  current  lines 
and  tubes,  are  always  re-entrant;  the  line-integrd  of  magnetic  force 
about  a  current  measuring  the  amount  of  current  corresponds  to  the 
circulation  of  liquid  about  a  vortex  being  proportional  to  the  angular 
velocity  of  the  latter,  etc  But,  not  to  go  into  details,  we  will  merely 
note,  further,  the  analogue  of  the  identity 

[p.  244  ante].  Here,  Bj  being  the  magnetic  force  of  current  Cj,  whose 
potential  is  Aj,  we  have  two  expressions  for  the  quantity  that  there  is 
reason  to  believe  is  the  kinetic  energy  of  the  system  of  magnetic  force. 
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Now,  let  B|  be  the  velocity  of  a  perfect  liquid  of  unit  density,  then 
S  ^Bf  is  really  the  kinetic  energy  of  the  whole  motion  (sum  of  mass  of 
each  elementary  portion  x  |  square  of  its  velocity).  We  have  then  the 
remarkable  result  that  the  kinetic  energy  of  the  moving  liquid  can  be 
expressed  in  terms  of  its  angular  velocity  in  those  places  where  the 
motion  is  rotational,  and  of  the  corresponding  vector-potential.  Further, 
since  if  Cj  =  0  everywhere,  making  2  AjCj  =  0,  it  follows  that  2  B  *  =  0, 
which  (being  the  sum  of  squares)  involves  Bj  =  0  everywhere.  That  is 
to  say,  if  there  is  no  rotation  there  can  be  no  motion  of  the  liquid 

[except  a  uniform  motion  not  vanishing  at  infinity].  Hence,  if  the 
iquid  fills  all  space,  its  motion,  whatever  it  be,  cannot  be  everywhere 
ir rotational.  When,  however,  the  liquid  is  bounded,  as  by  the  surfaces 
of  immersed  solids,  the  motion  of  the  liquid  may  be  everywhere  irrota- 
tional  in  itself.  If  so,  the  rotation  is  to  be  sought  at  the  bounding 
surfaces,  and  there  it  will  be  found,  being  represented  by  the  difference 
of  the  tangential  motion  of  the  liquid  passing  the  surface  of  a  solid  and 
of  the  solid  itself  at  the  same  place.  Or  we  may  reduce  this  to  the 
former  case  by  imagining  the  solid  to  (momentarily)  become  liquid  like 
the  rest,  whilst  the  new  liquid  has  the  motion  of  the  solid  at  the  moment 
considered.  There  is  now  continuity  of  the  normal  components,  and  in 
general  discontinuity  of  the  tangential  components  of  the  motion  of  the 
liquid  just  within  and  just  without  the  surface,  which  was  that  of  the 
solid  before  it  was  melted ;  and,  consequently,  differential  rotation  at 
the  surface.  The  latter,  therefore,  constitutes  a  vortex  sheet,  analogous 
to  a  current  sheet,  and  the  vortices  are  distributed  just  as  the  current 
would  be  in  the  current  sheet  which  would  produce  a  field  of  magnetic 
force  exactly  corresponding  to  the  actual  state  of  motion  of  the  liquid 
at  the  time. 

21.  A  simple  example  is  that  of  a  spherical  solid  set  in  motion  in  a 
perfect  liquid  originally  at  rest.  Let  its  velocity  at  any  time  be  V 
parallel  to  8.  The  motion  of  the  liquid  exactly  corresponds  to  the 
external  magnetic  force  of  the  system  of  surface  current  over  the  sphere 
which  would  produce  an  internal  field  corresponding  to  the  given 
internal  motion,  t.«.,  a  uniform  field  of  strength  /^putdlel  to  s.  To 
find  this  system,  we  may  notice  that  the  curl  of  the  magnetic  force 
given,  the  internal  uniform  field,  is  purely  superficial,  of  amount  Fsin  ^ 
per  unit  area  at  any  part  of  the  surface  whose  angular  distance  is  0  from 
the  pole  or  most  forward  point  of  the  sphere  in  motion.  A  system  of 
circular  currents  over  the  surface,  of  surface-density  V  sin  ^,  with 
positive  motion  about  the  axis  s,  will  be  easily  found  to  give  a  uniform 
internal  field  parallel  to  8,  but  only  of  strength  |K  Consequently,  if 
we  make  the  strength  of  current  JFsin  6  we  get  the  required  internal 
field  of  strength  y,  and  the  corresponding  external  field  will  represent 
the  liquid  motion  when  we  translate  V  as  velocity.  The  added  current 
corresponds  to  the  external  surface  curl,  of  magnetic  force  or  of  velocity 
as  the  case  may  be.  The  external  vector-potential  of  the  surface 
current  is  \  Fa^/r^  sin  6  at  distance  r ,  directed  perpendicular  to  r  and  s, 
the  lines  of  vector-potential  thus  being  also  circles  about  8  in  planes 
normal  to  8.     At  the  surface  it  becomes  i  Fa  sin  d,  if  d  be  the  radius  of 
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the  sphere,  and  coinciding  in  direction  with  the  current.  Hence  we 
may  easily  find  the  energy,  viz. : — 

2  i  AC  =  J  f  [ i  Fa  sin  ^ .  f  r  sin  ^ .  a^dtid<t>  =  V-mi^ 

[by  integration  over  the  spherical  surface,  between  the  limits  ±  1  for  ft, 
and  0  and  27r  for  <^.]  Of  this  ^  is  external,  §  internal,  as  we  may  con- 
clude from  our  having  obtained  twice  as  great  internal  as  external 
surface  curl,  agreeing  with  the  well  known  result  that  the  kinetic 
energy  of  the  liquid  is  one  half  that  of  the  solid  sphere  which  moves  it, 
if  it  has  the  same  density.  FVa^  is  in  fact  the  whole  energy  in  the 
electromagnetic  case,  and  also  the  whole  energy  in  the  case  of  the 
moving  liquid,  including  that  of  the  sphere  of  same  density.  The 
external  magnetic  force,  or  velocity,  is  the  curl  of  the  above  vector- 
potential  ^Fa^/r^  mnO,  The  scalar  potential,  on  the  other  hand,  is 
\  Fcfi/r^  cos  dy  and  its  space-variation  gives  the  magnetic  force  or  the 
velocity  at  any  point.  This  scalar  potential  is  that  of  the  magnet  which 
would  give  the  same  external  force.  It  may  be  got  by  substituting  a 
plane  magnetic  shell  for  each  circular  current.  The  whole  collection  of 
shells  constitutes  a  sphere  magnetised  to  intensity  |F  parallel  to  8. 

22.  The  other  kind  of  magnetic  force,  Bg  above,  arising  from  magnet- 
ism, possesses  just  the  same  characteristics  as  B^  arising  from  currents, 
as  regards  the  space  external  to  the  magnetised  matter.  In  fact,  given 
a  space  in  which  there  is  a  given  distribution  of  force,  but  quite  devoid 
of  current  or  of  magnetisation,  and  given  no  knowledge  of  anything 
outside  the  space,  it  is  impossible  to  say  what  the  oridn  of  the  force  is, 
whether  magnetisation  or  current.  No  necessary  distinction  can  be 
drawn  under  the  mentioned  circumstances.  The  sources  external  to 
the  space  considered  might  be  either  currents  or  magnetism.  The  lines 
of  force  of  Bj,  however,  in  a  complete  field,  as  well  as  in  the  incomplete 
field  above,  are  unclosed,  and  hence  arise  important  difierences  in  the 
mathematical  treatment.  But  this  idea  of  magnetic  force  being  due  to 
magnetic  matter,  the  residual  or  un neutralised  polarity  of  the  magnet- 
isation, whilst  perfectly  accoimting  for  the  external  force,  is  in  all 
probability  entirely  erroneous  as  regards  the  force  within  a  magnet, 
and  so  may  be  here  dismissed,  and  the  more  complete  theory  of  internal 
force  will  be  considered  later. 


XXVII.— THE  ENERGY  OF  THE   ELECTRIC  CURRENT.* 

Section  Va.    The  Induction  of  Electric  Currents. 

The  mechanical  forces  between   conductors   carrying   currents,    the 
induction  of  currents.  Joule's  law  of  the  generation  of  heat,  and  the 

*iThe  Electrician,  1883 ;  Section  Va.,  June  16,  p.  104 ;  V6.,  June  ;W,  p.  149 ; 
Vc,  July  14,  p.  198;  Via.,  July  28,  p.  246 ;  VI6.,  Aug.  11,  p.  294;  Vll.,  Aug. 
25,  p.  342  ;  VtlL,  Sept.  15,  p.  414 ;  IXa.,  Oct.  12,  p.  510 ;  1X6.,  Oct  27,  p.  568 ; 
X.,  Dec  1,  p.  55;  XL,  Dec.  22,  1883,  p.  127  ;  XII.,  Jan.  12,  1884,  p.  199  ;  XIII., 
Feb.  2,  p.  270;  XIV.,  March  1,  p.  367;  XV.,  March  29,  1884,  p.  463.] 
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principle  of  the  consenration  of  energy  are  aU  intimately  connected. 
We  cannot,  in  fact,  isolate  the  mechanical  forces  from  the  induced 
electromotive  forces  without  setting  up  artificial  harriers,  to  he  after- 
wards taken  down.  Yet  it  is  necessary,  since  we  cannot  treat  every 
part  of  a  subject  at  the  same  time,  to  make  a  beginning  somewhere,  by 
selection  of  some  facts  and  temporary  exclusion  of  others,  and  the 
question  presents  itself,  where  to  make  a  starting  point  for  the  induction 
of  currents  from  the  theoretical  point  of  view.  It  is  not  so  much  a 
question  of  what  are  the  laws  of  induction,  though  they  are  of  course 
involved  in  the  matter,  as  how  to  exhibit  them  and  their  connections 
with  other  electromagnetic  phenomena  in  a  complete  theory  based  upon 
the  simplest  and  least  number  of  experimental  laws,  and  in  what  order 
to  take  the  latter. 

Now,  in  building  up  a  consistent  theory  to  embrace  a  number  of 
facts  of  a  certain  class  (complete  relatively,  that  is  to  say,  by  a  process 
of  abstraction)  there  may  be  a  large  choice  of  methods.  As  all  roads 
were  said  to  lead  to  Kome,  so  all  truth  is  consistent,  and  by  however 
roundabout  a  method  we  go  to  work  we  shall  arrive  at  the  same  results 
on  the  way  or  in  the  end,  if  we  are  working  correctly  and  not  trusting 
to  unsound  hypotheses.  From  a  group  of  experimental  facts  we  may 
divine  a  certain  relation,  and  by  generalising  it  from  the  particular 
cases  observed,  make  it  a  law,  empirical  so  far,  i.«.,  not  deducible  from 
previously  known  laws  at  the  time,  though  it  may  become  so  later. 
Such  a  law  is  that  of  gravity ;  though  so  long  since  its  discovery,  it  has 
not  been  satisfactorily  explained  by  more  easily  understood  laws. 
Ohm's  law  is  also  without  explanation,  whilst,  on  the  other  hand,  the 
gaseous  laws  have  been  explained  dynamically ,  as  Newton's  law  of 
gravity  and  Ohm's  law  may  be  some  day. 

In  general,  several  such  experimental  laws  are  required  to  form  the 
framework  of  a  complete  theory,  though  two  or  three  may  suffice  to 
make  considerable  progress.  Thus  in  electrostatics,  after  learning  that 
electricity  is  a  physical  magnitude  capable  of  measurement,  that  charges 
may  be  added  and  subtracted,  the  addition  to  this  of  the  law  of  force 
between  two  concentrated  charges,  as  ascertained  by  means  of  Coulomb's 
torsion  balance,  generalised  to  apply  to  all  cases  of  electricity  distributed 
in  a  single  dielectric,  enables  us  to  at  once  apply  the  theory  of  the 
potential  in  its  general  aspect,  and  to  find  the  distribution  of  force  and 
the  potential  energy  in  the  case  of  any  arbitrary  distribution  of  electricity. 
Add  to  this,  further,  the  division  of  bodies  into  conductors  and  non- 
conductors, thus  necessitating  that  in  a  state  of  electrical  equilibrium 
there  can  be  no  electric  force  in  any  part  of  a  conductor,  and  that  there- 
fore the  potential  of  each  insulated  conductor  or  of  each  group  of  con- 
ductively-connected  conductors  must  be  a  constant,  and  we  have  the 
means  of  determining  the  distribution  of  electricity  in  practical  cases. 
To  this  add  the  further  law  relating  to  the  diff*erence  of  capacity  of 
different  dielectrics,  and  we  arc  enabled  to  calculate  the  modifying 
influence  on  the  field  of  force  produced  by  varying  dielectric  capacity, 
and  we  have  got  nearly  as  far  as  the  mathematical  theory  of  electro- 
statics goes  at  present    There  are  plenty  of  facts  outside  the  theory, 
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but  so  far  as  it  goes  it  is  complete  and  consistent,  and  the  facts  excluded 
relate  in  the  main  to  phenomena  observed  during  the  change  from 
one  state  of  equilibrium  to  another,  on  the  borderland  between  purely 
static  and  purely  dynamic  phenomena. 

Now,  we  might  arrive  at  just  the  same  results  by  other  methods. 
Thus,  in  the  theory  of  the  influence  of  varying  dielectric  capacity  above 
mentioned,  instead  of  putting  Faraday's  law  at  once  into  a  mathematical 
form,  and  starting  with  it,  as  Sir  W.  Thomson  long  ago  did  (introducing 
the  dielectric  constant  A' into  the  potential  and  force  equations),  we  may 
try  to  do  without  it  by  assuming  that  the  law  of  force  between  two 
charges  is  exactly  the  same  for  any  dielectric,  but  that  there  are  an 
immense  number  of  small  conducting  particles  embedded  in  a  dielectric 
After  long  travail,  we  shall  find  that  this  hypothesis  leads  eventually 
to  Faraday's  law.  The  hypothesis  may  be  really  true,  but  the  mathe- 
matical theory  is  much  simpler  without  it  altogether. 

There  is  an  analogous  case  in  the  theory  of  induced  magnetisation. 
The  simplest  method  of  lay ing  down  the  theory  is  to  start  with  Faraday's 
idea  that  different  bodies  "  conduct "  magnetic  force  difierently,  and  to 
at  once  introduce  a  coefficient  to  express  this  "conductivity"  (the 
magnetic  permeability,  etc.).  Calling  the  magnetic  force  as  thus  modi- 
fied, that  is  fi  X  force,  the  magnetic  induction,  we  find  that  the  induction 
is  a  circuitikl  flux,*  or  is  distributed  in  closed  tubes,  and  we  have 
magnetic  force  producing  magnetic  induction  in  heterogeneous  media, 
just  as  electromotive  force  produces  current  in  similarly  heterogeneous 
conducting  media.  But  we  may  arrive  eventually  at  the  same  result, 
which  Maxwell  thought  best  represented  Faraday's  ideas,  by  following 
Poisson,  making  the  mduced  magnetisation  the  object  of  attention  in 
the  first  place,  and  not  the  magnetic  induction. 

In  these  and  similar  cases  the  best  course  to  pursue  is  to  adopt 
that  initial  hypothesis  which  leads  to  the  general  results  in  the 
most  direct  manner,  provided,  of  course,  the  hypothesis  be  free  from 
objection. 

In  the  theory  of  electromagnetism,  there  is  considerable  choice  of 
methods.  As  regards  the  electromagnetic  forces  alone,  we  may  find  a 
law  of  force  between  a  pair  of  current-elements  which  will  enable  us  to 
deduce  the  force  acting  upon  any  complete  circuits.  The  investigations 
concerning  the  imaginary  force  between  a  pair  of  elements  are  usually 
very  complex,  and  there  is  besides  a  grave  objection.  For  we  have  no 
reason  to  believe  that  current-elements  can  be  isolated  in  the  same  way 
as  charges  of  electricity  may  be  (viz.,  on  insulated  conductors  separated 
by  a  dielectric  from  all  other  charges).  The  current-elements  of  course 
exist,  but  never  independently  of  all  other  elements,  if  currents 
are  always  closed.  As  a  consequence,  there  is  an  indefinite  choice  of 
formulsB  for  the  force  between  a  pair  of  elements,  which  is  essentially 

*[To  save  circumlocation,  I  here  substitute  the  valuable  word  "circuital," 
introduced  by  Sir  W.  Thomson  in  1890.  A  circuital  flux  has  no  divergence.  It 
has  curl,  or  rotation.  The  other  kind  of  flux,  which  has  divergence,  but  no  curl, 
may  be  similarily  termed  a  **  divergent "  flux.  The  words  apply  to  vector  distri- 
bations  in  general.] 
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iudeterminate,  a  definite  formula  being  obtainable  only  by  making  some 
pure  assumption. 

But  a  knowledge  of  the  force  in  question  is  not  required,  even  if  it 
could  be  definitely  found,  and  it  is  preferable  to  start  with  closed 
circuits  and  keep  to  closed  circuits.     Thus,  all  the  mechanical  forces 
between  currents  and  currents,  and  currents  and  magnets,  may  be  based 
upon  the  law  of  the  equivalence  of  a  small  closed  current  and  a  little 
magnet  as  regards  the  forces  they  exert ;  or  we  might  do  without  the 
magnet  altogether.     Then,  with  a  knowledge  that  currents  are  quanti- 
tatively expressible,  have  direction,  and  follow  closed  paths,  we  may, 
by  geometrical  or  analytical  reasoning  regarding  the  properties  of  lines 
and  surfaces,  deduce  all  the  rest,  aided  in  particular  by  Ampere's  device, 
whereby  a  finite  linear  circuit  is  replaced  by  any  number  of  other 
circuits  forming  a  network  externally  bounded  by  the  original  circuit, 
a  process  which  has  many  important  applications,  and  is  of  great 
assistance  in  various  complex  questions.     Without  further  laws  to  help 
us,  for  we  have  no  concern  with  how  the  currents  are  obtained,  we  can 
develop  the  whole  theory  of  the  quantitative  and  directional  relations 
of  current  and  magnetic  force,  and  of  the  vector-potential  of  current, 
and  calculate  the  electromagnetic  forces,  and  the  potential  energy  of  any 
distributions  of  current  with  respect  to  those  forces.     As  regards  a  pair 
of  linear  currents,  we  find  that  the  forces  between  the  conductors  may 
be  found  from  a  scalar  function  whose  value  depends  upon  the  size, 
form,  and  relative  position  of  the  circuits,  multiplied  by  the  strengths  of 
the  currents,  say  MC^C^,  where  M  is  the  function  mentioned.     The 
mutual  potential  energy  of  the  two  currents  is  -  MC^C^  and  its  rate  of 
decrease  as  the  circuits  are  shifted  measures  the  rate  or  working  of  the 
electromagnetic  forces  during  the  displacement,  and  consequently  the 
forces  concerned.     The  most  readily  intelligible  form  for  the  potential 
energy  is  in  terms  of  the  amount  of  induction  or  number  of  lines  of 
induction  through  the  circuits.     The  unit  current  in  the  first  circuit 
sends  the  same  amount  of  induction  through  the  second  as  the  unit 
current  in  the  second  does  through  the  first,  and  this  quantity  is  the  M 
in  the  potential  energy,  reckoning  the  positive  direction  through  a 
current  to  be  that  in  which  a  free  N,  pole  would  travel  through  it  under 
the  action  of  its  magnetic  force. 

From  a  pair  of  linear  circuits  we  easily  pass  to  the  case  of  any 
distribution  of  currents,  and  we  find  the  potential  energy  of  two 
systems  of  densities  C^  and  Cj  to  be  -  7*,  where 

r^  2  iA.Ci  +  2  iA,C,  +  2  A1C2, 
^SiBZ-^  +  SiBj^  +  SBiBj, 

and  A|,  A^  are  the  vector-potentials,  B^,  B2  the  magnetic  forces,  and 
space  is  divided  into  volume-elements.  JSut  the  most  convenient  form 
for  two  linear  circuits  is 

where  M  is  the  same  quantity  as  before,  and  2^,  L^  are  the  corresponding 
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quantities  for  the  circuits  taken  separately.     C\  and  C^  are  now  the 
integral  currents,  not  the  current-densities. 

We  have  now  to  take  down  the  artificial  harrier  set  up  in  dealing 
with  the  electromagnetic  or  mechanical  forces.  The  currents  were 
presumed  to  he  given  constant,  and  to  remain  constant  during  relative 
motion,  and  although  work  done  hy  the  electromagnetic  forces  has 
been  estimated,  no  account  has  been  taken  of  other  work  in  the  system, 
as  in  keeping  up  the  currents,  or  of  the  principle  of  conservation  of 
energy.  But  currents  do  not  remain  in  general  of  constant  strength 
when  in  motion  in  a  magnetic  field,  the  changes  in  the  currents  being 
the  induced  currents,  and  it  becomes  absolutely  necessary  to  enlarge  the 
field  of  view. 

There  are  several  methods  of  laying  down  the  laws  of  induced 
currents.  If  we  were  to  choose  that  method  which  leads  most  easily 
and  directly  to  the  required  laws,  we  should  employ  Maxwell's 
dynamical  method,  which  exhibits  the  whole  subject  in  a  concise  and 
comprehensive  manner,  whilst  both  the  electromagnetic  actions  and  the 
electromotive  forces  of  induction  are  deduced  in  the  simplest  possible 
mode.  But  it  can  scarcely  be  said  that  the  cardinal  assumptions  of  the 
dynamical  method,  that  the  energy  of  a  current  system  is  kinetic 
energy,  that  the  system  is  a  dynamically  connected  system  in  which 
currents  correspond  to  velocities,  and  that  the  expression  for  the  energy 
does  not  contain  products  of  the  velocities  of  the  geometrical  and  the 
electric  variables,  are  sufficiently  simple  to  justify  us  in  selecting  the 
method  to  start  with.  The  dynamical  method  should  rather  follow 
other  methods,  which,  if  less  direct,  are  more  easily  understood  in  the 
earlier  stages. 

The  laws  of  induction  were  first  completely  quantitatively  established 
by  J.  Neumann,  who  took  for  his  basis  Lenz's  law,  which  was  a 
generalisation  from  a  comparison  of  the  results  of  obtaining  induced 
currents  by  the  relative  motion  of  a  circuit  (the  secondary),  without  a 
permanent  current,  and  of  a  primary  circuit  containing  a  current  kept 
up  by  a  battery.  Now,  if  we  grant  that  a  current  is  induced  in  the 
secondary  by  relative  motion  of  the  circuits,  it  must  be  in  either  one 
direction  or  the  other,  and  the  electromagnetic  action  set  up  between 
the  induced  and  the  primary  current  must,  therefore,  be  such  as  either  to 
resist  or  assist  the  motion.  If  the  latter  were  the  case,  it  would  follow 
that  the  secondary  circuit,  when  at  rest,  and  with,  therefore,  no  current 
in  it  (the  primary  being  also  supposed  at  rest),  and  with  no  force  acting 
on  it,  would  be  in  unstable  equilibrium.  For  the  least  displacement  of 
the  secondary  circuit,  either  to  or  from  the  primary,  would  call  up 
forces  increasing  the  displacement,  and  the  secondary  would  continue  to 
approach  or  retreat  from  the  primary  circuit,  according  to  its  initial 
motion.  Such  a  state  of  unstable  equilibrium  being  plainly  inadmissible, 
it  follows  that  the  direction  of  the  induced  current,  if  there  is  any, 
must  be  such  that  the  mutual  forces  between  it  and  the  primary  resist 
the  motion.  This  principle,  applied  to  the  motion  of  either  primary  or 
secondary,  constitutes  Lenz's  law. 
In  reference  to  Neumann's  investigations.  Maxwell  remarked  that  a 
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step  of  still  greater  scientific  importance  was  soon  after  made  by 
Helmholtz  and  Sir  W.  Thomson,  who  showed  that  the  induction  of 
currents  could  be  mathematically  deduced  from  the  electromagnetic 
actions  of  Oersted  and  Ampere  by  the  application  of  the  principle  of  the 
conservation  of  energy. 

But  it  must  not  be  concluded  from  this  that,  given  the  electro- 
magnetic forces,  and  the  truth  of  the  general  principle  named,  nothing 
more  is  needed  to  build  up  the  whole  science  of  the  induction  of 
currents.  The  statement  sometimes  made,  that  the  laws  of  induction 
follow  of  necessity  from  Ampere's  forces  and  conservation,  is  of  too 
broad  a  nature.  If  we  modify  the  statement,  and  say  that  the  laws  of 
induction  are  consistent  with  Ampere's  actions,  and  with  conservation, 
there  will  be  nothing  to  be  objected  to.  That  this  is  not  a  mere 
difference  of  tweedledum  and  tweedledee  may  be  easily  seen  from  the 
history  of  the  subject,  if  it  be  not  sufficiently  evident  by  itself.  We 
may,  indeed,  from  the  existence  of  Ampere's  forces,  and  a  conviction  of 
the  truth  of  the  conservation  principle,  conclude  certainly  that  some 
other  actions  occur,  but  the  principle  merely  asserts  that  energy  is  never 
lost,  that  energy  put  into  a  system  from  outside  must  necessarily  be 
either  stored  up  or  make  its  appearance  somewhere  in  some  form  or 
other ;  but  what  the  form  may  be  depends  upon  the  mechanism — on  the 
dynamical  connections — and  conservation  does  not  tell  us  what  they  are, 
nor  what  will  happen.     There  must  be  other  information  given. 


Section  Yb.    Transference  of  Energy.    Ohm's  Law. 

Given  a  magnet  placed  near  a  closed  circuit  with  no  current  in  it. 
There  is  no  mutual  force  when  they  are  at  rest,  and  it  is  not  immedi- 
ately evident  that  there  should  be  any  when  the  magnet  or  the 
conductor  is  moved.  But,  following  Helmholtz,  if  we  start  with  a 
current  in  the  conductor,  kept  up  by  a  constant  E.M.F.,  we  can  go 
further.  For  now  there  is  force  between  them,  exactly  determinate 
when  the  data  of  shape,  etc.,  and  strength  of  current  and  of  magnetisa- 
tion, are  given.  Let  the  positions  be  such  that  there  is  a  repmsion  of 
whole  amount  Fj  so  that  a  pressure  of  this  amount  must  be  applied 
to  prevent  the  magnet  and  conductor  separating  further.  Now  push 
the  magnet  towards  the  current  through  the  space  dx.  The  amount  of 
work  externally  done  against  the  force  F  during  the  operation  is  Fdx^ 
and  by  the  principle  of  the  conservation  of  energy  an  equal  amount  of 
energy  is  put  into  the  system,  and  must  be  accounted  for  somewhere. 
But  where  to  look  for  it  conservation  will  not  tell  us,  and  more  facts 
are  -needed  to  assist  us  to  a  definite  conclusion.  As  a  matter  of  fact, 
the  work  spent  is  accounted  for  finally  as  heat  in  the  conductor.  How 
it  gets  there  is  a  mystery.  The  current  in  tlie  conductor  is  increased 
by  the  motion  of  the  magnet,  the  rate  of  transfer  of  energy  from  the 
battery  is  also  increased,  the  generation  of  heat  which  is  inseparable 
from  the  existence  of  conduction  currents  is  likewise  increased,  and 
this  additional  generation  of  heat  is  the  equivalent  of  the  additional 
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energy  leaving  the  battery  and  of  the  external  work  spent  against  the 
electromagnetic  forces.  This  is  sufficiently  complex,  but  the  reality  is 
even  more  so,  for  the  above  supposes  that  the  motion  is  such  that  the 
induced  current  is  not  changing,  that  is,  that  the  actual  increased 
current  remains  steady.  We  see,  however,  preliminarily,  that  the 
energy  put  into  the  system  externally  by  moving  the  magnet  must 
exist  in  at  least  one  intermediate  form  before  it  becomes  heat  in  the 
wire,  for  it  has  to  be  transmitted  across  the  intermediate  space,  and 
the  heat  is  not  generated  at  the  place  of  external  work,  as  when  a 
button  is  rubbed  upon  the  coat  sleeve.  Now,  this  intermediate  energy 
must  also  be  taken  into  account  when  the  induced  current  is  not 
steady,  for  then  there  will  be  no  longer  equivalence  between  the  rate 
of  veneration  of  heat  and  the  rate  of  supplying  energy  from  the  battery 
and  from  the  external  source,  the  difference  going  to  the  intermediate 
fonn. 

But  to  develop  this  matter  it  becomes  necessary  to  take  a  general 
view  of  the  connection  of  Ohm's  law  with  Joule's  law,  and  the 
principle  of  conservation  as  concerned  in  the  transfer  of  energy  from  a 
battery  in  steady  action.  As  regards  Ohm's  law,  if  there  is  little  to  be 
said  that  has  not  been  said  over  and  over  again,  it  is  certain  that  a 
good  deal  of  nonsense  has  been  written  about  it.  Perhaps  no  scientific 
law  has  had  so  much  unscientific  discussion,  a  result  to  be  attributed 
in  the  main  to  its  remarkable  practical  importance  bringing  it  down 
from  the  professors  to  the  multitude,  which  must  always  contain 
amongst  the  great  mass  who  are  willing  to  learn,  and  are  too  modest 
to  imagine,  if  they  cannot  understand  a  thing,  that  the  professors  are 
all  wrong,  a  certain  number  of  self-confident  paradoxers,  whose  peculiar 
conceit  is  that  their  views  are  necessarily  right.  Self-confidence  is, 
no  doubt,  an  excellent  thing  in  its  way,  but  when  coupled  with  ignor- 
ance of  the  fundamental  truths  of  dynamics  (which  they  should  know 
is  an  exact  science),  leads  to  extraordinary  jumbles  sometimes.  Did 
they  only  deceive  themselves  in  their  delusions  little  harm  would  be 
done,  but  when  they  take  to  writing  books  for  students,  then  a  whole 
body  of  blind  followers  is  precipitated  into  the  ditch  of  mental  confu- 
sion, from  which  extrication  is  so  difficult,  and  whose  mud  sticks  for 
so  long. 

In  any  conductive  metallic  circuit  in  which  a  steady  current  is  flow- 
ing, if  there  be  any  connection  at  all  between  the  current  C  and  the 
whole  electromotive  force  £  in  the  circuit,  we  may  write  E-f{C)y 
some  function  of  the  current,  and,  it  may  be,  of  other  quantities.  Or  we 
may  say  E  =  BC,  where  B  is  the  ratio  of  the  E.M.F.  to  the  current, 
and  B  may  be  a  function  of  the  current  and  of  other  quantities.  Now, 
according  to  Ohm's  law,  this  ratio  is  constant  for  a  particular  circuit, 
that  is,  is  independent  of  the  current.  Increase  the  e.m.f.  in  any 
proportion,  and  the  current  will  be  increased  in  the  same  proportion. 
There  is  a  reservation  to  be  made,  viz.,  that  the  temperature  must  be 
kept  constant,  otherwise  the  ratio  will  slightly  change.  Also  another, 
of  lesser  immediate  importance,  that  the  long-continued  passage  of 
currents  may  slightly  alter  the  ratio,  a  result  probably  due  to  some 
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structural  alteration  produced  in  the  conductor.     And  minute  changes 
may  be  due  to  other  causes,  but  practically  the  ratio  is  a  constant. 

What  is  true  for  a  complete  circuit  is  also  true  for  any  portion 
thereof,  the  ratio  of  the  E.M.F.  in  that  portion  to  the  current  is 
constant,  and  this  naturally  leads  us  to  the  most  general  way  of  stating 
Ohm's  law,  which  is  to  take  the  unit  volume  (cube)  of  a  conductor, 
with  two  opposite  faces  perpendicular  to  the  current,  and  apply  the 
law  to  it.  Let  e  be  the  rm.f.  between  the  faces  mentioned,  and 
c,  the  current  crossing  them  and  every  intermediate  section  of  the  tube, 
then  €  =  rc^  where  r  is  constant  for  the  inaterial.  Here  e  is  the  KM.F. 
per  unit  of  length,  or  the  electric  force,  c  the  current  per  unit  area  (the 
current-density),  and  r  the  specific  resistance. 

Another  useful  form  is  c  =  ke,  where  kj  the  constant  ratio  of  the 
current  to  the  electric  force,  is  the  conductivity,  the  reciprocal  of  r. 

Corresponding  to  c  =  ke  in  a  conductor  we  have  D  =  Ke  in  a  dielectric, 
where  D  is  the  displacement  produced  by  the  electric  force  e,  D 
referring  to  unit  surface  and  e  to  unit  length  as  before,  and  K  being  a 
constant  for  the  material. 

Again,  we  have  in  induced  magnetisation  the  analogous  law  B  =^  fiH^ 
where  fi  is  the  ratio  of  the  magnetic  induction  B  to  the  magnetic  force 
H.  And  similarly  /=  kH,  where  /  is  the  magnetisation  produced  by 
H,  and  k  their  ratio. 

But  the  constancy  of  K  in  any  dielectric  is  by  no  means  well  assured, 
whilst  in  solid  dielectrics  there  is  the  complication  introduced  by  the 
phenomenon  of  "  absorption,''  making  the  value  of  K  appear  to  vary 
according  to  the  time  the  E.M.F.  has  been  acting  on  the  dielec- 
tric, and  the  displacement  already  produced,  a  phenomenon  analogous 
to  the  effects  of  imperfect  elasticity  in  bodies  under  stress. 

And  K  and  /jl  in  magnetisation  are  only  constants  (approximately) 
for  weak  magnetic  forces,  their  values  [after  initial  augmentation]  fall 
very  rapidly  when  the  force  is  greatly  increased,  a  limiting  maximum 
magnetisation  being  reached. 

On  the  other  hand,  Ohm's  law  is  remarkable  in  that  the  ratio  r 
remains  constant  from  the  lowest  to  the  highest  electric  forces,  a 
constancy  which  could  not  be  predicted  or  expected  it  priori  with  any 
certainty  in  our  ignorance  of  the  nature  of  what  is  really  going  on  in  a 
body  carrying  a  current. 

The  constancy  of  r  implies  that  the  existence  of  one  current  in  a 
wire  does  not  in  any  way  alter  the  wire  so  as  to  interfere  with  its 
capacity  for  bearing  another  current  if  the  required  additional  electric 
force  act,  which  is  very  different  from  the  superposition  of  magnetisa- 
tions, where  the  effect  of  additional  magnetic  force  depends  upon  the 
already  existing  state  of  magnetisation.  An  immediate  consequence  is 
that  any  number  of  electric  forces  may  be  superimposed  at  any  point 
of  a  conductor,  the  resulting  current  being  the  algebraical  sum  of  the 
currents  the  electric  forces  would  separately  produce  if  they  act  all  in 
the  same  line ;  and  when  their  directions  are  not  all  the  same,  the 
resultant  current  and  resultant  electric  force  have  the  same  direction, 
and  have  the  same  ratio  of  magnitude  r  as  any  of  the  component 
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electric  forces  and  currents,  of  which  they  are  the  vector  sums.     [An 
isotropic  conductor  is  referred  to  here.] 

With  the  application  of  Ohm's  law  to  practical  circuits  and  its 
developments  we  have  no  concern  here,  but  a  few  remarks  as  to  some 
misunderstandings  may  not  be  out  of  place. 

The  constant  B  in  E^RC  is  called  the  resistance  of  the  circuit  (or 
portion  thereof,  as  the  case  may  be).  Notice  that  it  is  "  called ''  so. 
Now,  students  are  sometimes  led,  or  rather  misled,  by  the  name  and 
by  certain  ideas  they  may  possess  as  to  frictional  resistance  to  imbibe 
the  idea  that  R  is  really  analogous  to  the  frictional  resistance  to  the 
flow  of  water  through  a  pipe,  when  the  current  of  water  is  compared 
to  the  electric  current.  To  credit  them  with  supposing  it  to  be 
not  merely  analogous  to,  but  actually  frictional  resistance,  would  be  to 
place  them  in  the  category  of  ^*  men  of  science  who  are  not  natural 
philosophers,"  described  by  Maxwell,  who  seized  on  the  word  Fluid  as 
something  intelligible,  and  forthwith  endowed  electricity,  along  with 
fluidity,  with  mass,  inertia,  etc 

The  real  analogue  to  the  frictional  resistance  of  water  flowing 
through  a  pipe  is  not  Ry  but  RC  in  the  electrical  case.  Thus,  if  we  set 
water  in  a  pipe  in  motion,  driving  it  by  means  of  a  constant  difi'erenco 
of  pressure  between  its  ends,  the  velocity  will  increase  until  the 
motive  force  is  just  balanced  by  the  frictional  resistance.  Now,  let  the 
frictional  resistance  be  exactly  proportional  to  the  velocity,  as  it  is  said 
to  be  approximately  for  low  velocities  in  thin  pipes.  Then,  if  C  be 
the  current,  RC\  where  R  is  some  constant  multiplier,  will  be  the 
frictional  resistance,  and  C  will  increase  until  RC'  =  E\  which  gives 
the  steady  current  corresponding  to  the  motive  force  E\  after  which 
there  will  be  no  further  acceleration  of  velocitv. 

Now,  representing  the  difierence  of  pressure  by  the  E.M.F.  in 
the  wire,  and  the  current  of  water  by  the  electric  current,  the  analogue 
of  frictional  resistance  in  the  pipe  is  RC,  and  the  constancy  of  R  (which 
is  analogous  to  the  coefiicient  of  friction)  implies  that  the  resistance  is 
proportional  to  the  current. 

Again,  if  ideas  are  correct,  it  is  of  secondary  importance  what 
language  is  used  to  express  them,  but  it  certainly  would  appear  that, 
when  people  say  that  a  certain  E.M.F.  is  required  to  enable  the 
current  to  overcome  the  resistance  of  a  wire,  it  is  the  idea  that  is  wrong. 
For  there  is  really  no  question  of  overcoming,  though  there  is  of 
coming  over.  To  every  E.M.F.  corresponds  its  definite  current, 
neither  more  nor  less.  To  give  a  parallel  case  in  mechanics.  A  body 
resting  on  a  level  surface  is  set  sliding  under  the  application  of  a 
constant  force ;  what  velocity  it  will  assume  depends  upon  the  friction 
when  in  motion,  since  there  is  no  lifting  work  done.  Assuming,  for 
the  sake  of  argument,  that  it  is  proportional  to  the  velocity  r,  say  Rv, 
where  R  is  the  coefficient  of  friction,  and  that  F  is  the  applied  force, 
Rv=^F  determines  the  steady  velocity,  similarly  to  the  case  above.  The 
final  velocity  and  the  applied  force  are  in  a  constant  ratio.  Here  there 
is  no  question  of  overcoming,  for  it  is  the  motion  that  brings  the 
resistance. 
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But  if  the  body  be  at  rest,  there  will  be  a  definite  force  required  to 
set  it  moving  at  all,  depending  upon  the  statical  friction.  There  is 
really  a  resistance  to  be  overcome  before  the  body  will  move.  But 
this  has  no  analogue  in  conduction  currents  in  metals;  the  least 
E.M.F.  will  set  up  its  corresponding  current,  down  to  the  small- 
est measurable,  and  there  is  no  initial  resistance  to  be  overcome.  In 
gases,  however,  there  appears  to  be  something  of  the  kind,  and 
naturally  we  find  it  expressible  as  E  and  not  as  R,  Thus  Mr.  Varley 
found  that  323  cells  were  required  to  start  the  current  in  a  certain 
tube,  although  when  set  up  the  current  was  that  due  to  the  excess  of 
the  E.M.F.  over  304  cells,  following  Ohm's  law  thereafter.  The 
initial  ^  =  323  Daniells  is  analogous  to  the  statical  friction.  For  the 
rest,  the  analogy  is  not  a  good  one  for  our  purpose. 

Ohm's  classical  memoir  of  1 827,  of  which  a  translation  is  to  be  found 
in  Taylor's  "  Scientific  Memoirs,"  contains  a  good  deal  more  than 
E  =  RC,  Therein  will  be  found  the  laws  of  distribution  of  potential  in 
difi^erent  parts  of  a  circuit,  with  the  well-known  zig-zag  lines  showing 
its  changes  in  passing  through  a  battery  of  many  cells.  Also,  if  I 
remember  rightly,  the  method  of  joining  up  cells  to  get  the  maximum 
current  in  a  given  external  resistance,  and  the  corresponding  law  for 
the  size  of  wire  of  a  galvanometer.  There  is,  besides,  an  analytical 
investigation  relating  to  the  propagation  of  electricity  in  a  wire, 
wherein,  proceeding  upon  an  entirely  erroneous  assumption  regarding 
the  power  of  a  wire  for  storing  up  electricity  in  its  substance,  like  beat, 
following  in  fact  Fourier's  investigation  of  the  conduction  of  heat,  he 
was  led  to  the  true  equations  for  the  propagation  of  potential  in 
a  long  wire,  with  electromagnetic  induction  neglected,  afterwards 
legitimately  established  by  Sir  W.  Thomson,  and  he  gave  the  solution 
in  a  certain  case  of  constant  E.M.F.  acting  in  one  part  of  a  circuit 
Why  he  should  have  come  to  the  right  result  by  a  wrong  method  was 
simply  that,  whether  electricity  is  stored  up  in  the  substance  of  a  wire, 
or  goes  to  the  surface  and  stays  there,  the  equations  are  of  exactly 
the  same  form.  ^ 

Section  Vr.    Oh3i's  Law  and  Eolotropy.    The  Rotational 

Property. 

When  we  apply  Ohm's  principle  of  the  constancy  of  the  resistance  co- 
efiicient  in  the  most  general  manner  possible  to  bodies  which  conduct 
differently  in  different  directions,  a  remarkable  consequence  is  the 
establishment  of  the  possibility  of  existence  of  a  rotcUory  resistance 
coefficient,  or  rather  of  three  coefficients  which  specify  a  definite  axis  of 
rotation.  Thus,  in  order  to  express  without  hypothesis  the  relations 
between  electric  force  and  current  at  any  point,  we  require  no  less  than 
nine  coefficients  of  resistance,  or  an  equal  number  of  conductivity,  viz., 
three  direct  and  six  transverse ;  a  direct  coefficient  referring  to  the 
current  produced  in  a  certain  direction  by  an  electric  force  acting  in 
that  direction,  and  a  pair  of  transverse  coefficients  to  express  the  com- 
ponent current  in  the  plane  perpendicular  to  the  electric  force.    Taking 
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Xy  y,  z  for  any  three  rectangular  axes  of  reference  through  the  point 
considered,  let  an  electric  force  of  strength  A'  along  x  produce  currents 
A'^jX,  ^2i-^>  ^'31-^  along  Xy  y,  and  z  respectively,  these  heing  the  com- 
ponents of  the  actual  current,  and  employ  a  similar  notation  for  electric 
forces  acting  along  y  and  z.  Then,  if  any  electric  force  E,  whose  com- 
ponents are  X,  Y,  Z,  produce  a  current  C,  whose  components  are  w,  r,  ir, 
we  have  the  equations  of  conductivity, 

V  =  /C21X  +  A:22  X  +  fc^^Zf 

W  =  /Co\.JL  "T"  n-'fto  -*     I  ^33^  J 

where  the  Is^s  are  the  nine  coefficients  of  conductivity,  A-^^  ^'22*  ^"^  ^as 
being  direct,  and  the  rest  transverse.  We  have,  of  course,  an  exactly 
similar  set  of  equations  of  resistance,  expressing  the  electric  force  in 
terms  of  the  current,  thus, 

Z=^r^^u  +  r^2^  +  r^w; 

where  the  values  of  the  r's,  the  coefficients  of  resistance,  may  be  put  in 
terms  of  the  ^s  by  solving  the  former  equations  for  A',  Y,  Z. 

Now,  these  equations  are  of  the  same  form  as  those  concerned  in  the 
transformation  of  a  sphere  into  an  ellipsoid,  exemplified  in  the  theory 
of  strains,  and  we  may  thus  interpret  them.  Let  the  electric  force  at 
the  point  considered  be  of  constant  intensity,  but  variable  in  direction. 
Representing  it  by  a  straight  line  drawn  from  the  point,  the  extremity 
of  this  line  of  electric  force  will  obviously  travel  over  the  surface  of  a 
sphere  when  we  vary  its  direction.  At  the  same  time,  the  correspond- 
ing current  will  vary  both  in  direction  and  strength,  and  if  we  represent 
it  also  by  a  straight  line  drawn  from  the  centre  of  the  sphere,  then  as 
the  extremity  of  the  line  of  electric  force  travels  over  the  spherical 
surface,  that  of  the  line  of  current  will  travel  over  the  surface  of  an 
ellipsoid. 

There  is,  therefore,  in  general,  corresponding  to  an  electric  force  of 
constant  intensity,  but  variable  direction,  a  direction  of  maximum 
current,  one  of  minimum  current,  and  a  third  minimax,  corresponding 
to  the  three  principal  axes  of  the  ellipsoid.  Two  axes  may  be  equal,  or 
all  three,  in  which  last  case  the  ellipsoid  becomes  a  sphere. 

Similarly,  let  it  be  the  current  that  is  kept  of  constant  strength 
whilst  its  direction  varies,  and  represented  by  a  straight  line  of  constant 
length,  whose  extremity,  therefore,  travels  over  a  spherical  surface. 
Now  it  is  the  electric  force  required  to  produce  the  current  which 
varies  in  intensity  in  different  directions ;  and  as  the  line  of  current 
travels  over  the  spherical  surface,  that  of  electric  force  travels  over  the 
surface  of  an  ellipsoid.  But  this  second  ellipsoid  has  not  in  the  general 
case  its  principal  axes  in  the  same  direction  as  those  of  the  first.  For 
this  to  be  the  case  there  must  be  a  certain  symmetrical  relation,  which 
may  be  thus  expressed.     E^  and  Eg  being  any  two  electric  forces,  and 
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Cj  and  C2  the  currents  they  produce,  we  must  have  Efi^  =  ^2^1 '  ^^'  ^" 
terms  of  components, 

The  interpretation  of  E1C2 » EgCj  is  that  an  electric  force  acting  in 
any  direction  produces  the  same  component  current  in  any  second 
direction,  as  the  same  electric  force  acting  in  the  second  direction  does 
in  the  first. 

In  a  system  of  connected  linear  conductors  the  corresponding  property 
is  that  the  current  produced  in  a  hranch  B^  by  an  electric  force  in 
another  branch  B-,,  equals  the  current  in  B^  due  to  the  same  electric 
force  in  B.p  with  similarity  of  direction.  That  is,  choosing  the  directions 
of  E  in  B^  and  of  C  in  i^2  ^  positive,  when  E  is  transferred  to  B^,  and 
acts  in  the  assumed  positive  direction,  C  will  be  also  in  the  assumed 
positive  direction  in  By  This  reciprocal  property  is  necessary  in  a 
system  of  linear  conductors;  but  there  is  nothing  to  prove  that  the 
corresponding  law  EjC^  =  EjCi  is  necessary  in  a  non-isotropic  conductor. 
But,  supposing  it  to  exist,  it  follows  that  the  transverse  coefficients  are 
equal  in  three  pairs;  thus  Ai2  =  A-2i,  etc.,  and  r^o^^iv  ®^  "^^^  principal 
axes  of  the  two  ellipsoids  above  mentioned  are  now  coincident  in 
direction,  and  if  we  choose  them  for  our  axes  of  reference  (j*,  //,  z)  we 
reduce  the  general  equations  to  the  simpler  forms 

u  =  k^X,      r  =  t,y,      tc==k^Zf     and     X=i\}it      Y=r^v^      Z-r.^w, 

where  the  ^'s  are  the  principal  conductivities,  and  the  r's  the  principal 
resistances,  viz.,  along  the  common  axes — and  now,  which  was  not  the 
case  before,  the  r's  are  the  reciprocals  of  the  ^''s. 

From  these  equations  we  see  at  once  that  there  are  three  lines  of 
directional  identity  of  the  current  and  the  electric  force,  viz.,  the  three 
mutually  perpendicular  principal  axes  for  which  the  current  is  maxi- 
mum, minimum,  or  minimax,  with  an  electric  force  of  variable  direction 
but  constant  intensity.  In  any  other  direction  there  is  not  coincidence; 
thus  /,  m,  n  being  the  direction  cosines  of  the  electric  force,  those  of  the 
current  are  Ikjkj  rnkjkf  nkjk,  where 


iikjk'y  wnere 

k  =  JPk[+mVj+^ ; 
"ent  is  C^kE, 


and  the  strength  of  current  is  C=kE, 

If  we  describe  an  ellipsoid  whose  axes  are  along  the  principal  axes, 
but  of  lengths  proportional  to  the  square  roots  of  the  principal  resist- 
ances, and  let  the  radius  vector  from  the  centre  to  any  point  of  the 
surface  represent  the  electric  force  in  magnitude  and  direction,  the 
corresponding  current  will  be  parallel  to  the  normal  to  the  surface  at 
the  point,  therefore  along  the  perpendicular  from  the  centre  upon  the 
tangent  plane,  and  its  strength  will  vary  inversely  as  the  length  of  the 
perpendicular.  Similarly,  with  an  ellipsoid  whose  axes  are  of  lengths 
proportional  to  the  square  roots  of  the  conductivities,  the  radium  vector 
representing  the  current,  the  electric  force  will  be  inversely  as  the 
perpendicular  on  the  tangent  plane  and  in  its  direction. 

When  this  symmetry  does  not  exist  (^^2  ^^^  =  Kv  ®^)>  ^®  htive  rota- 
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tion.  Representing  the  electric  forces  by  radii  of  a  sphere,  the  lines  of 
current  trace  out  an  ellipsoid,  as  before,  but  we  no  longer  have  the  lines 
of  directional  identity  of  current  and  electric  force  for  the  principal  axes 
of  the  ellipsoid,  for  tiie  ellipsoid  is  rotated  as  a  whole  about  a  definite 
axis,  besides  altering  somewhat  in  shape  to  become  another  ellipsoid. 
Similarly,  with  the  sphere  for  current,  the  ellipsoid  for  electric  force  is 
rotated,  though  not  about  the  same  axis,  save  in  a  special  case.  There 
may  be  still  three  lines  of  parallelism  of  current  and  electric  force, 
though  no  longer  mutually  perpendicular,  nor  coincident  with  the 
principal  axes;  but  also  there  may  be  only  one  such  direction.  And 
this  last  case  is  the  special  case  of  identity  of  rotation  axis  of  resistance 
and  conductivity,  and  exhibits  the  rotatory  phenomenon  in  the  simplest 
form.  Let  a  conductor  be  isotropic  in  the  first  place,  then  E  =  BC ;  or, 
in  terms  of  the  components, 

X=Bu,      Y=Ei\      Z^Rw, 

where  R  is  the  one  resistance  coefficient     Now  introduce  rotation  upon 
the  top  of  this.     We  may  put 

in  the  general  equations,  and 

^*23  ~  *"  ^32  "  ^  1»         '*3l  "  ~  ^U  ~  ^  2'         '*12  ~   ""  ^21  ~  ^  3' 

We  now  have 

X^Ra  +  X^,      r=Rv+Y^,      Z=^Rw  +  Z,; 
where 

X,^T,v^T^w,      r,  =  T,w-T,u,     Z,  =  T^u-T,v. 

Multiplying  A'^,  F^,  Zj  first  by  Wj,  Vj,  w^  respectively  and  adding,  and 
then  the  same  with  T^,  Tg,  T^  we  find 

X^u+Y^v  +  Z^w=^0,      and      X^Ti  +  Y^T^  +  Z^T^=::0. 

Hence  the  electric  force,  say  E^,  whose  components  are  A\,  Yjj  Z^,  is 
perpendicular  to  the  current  C,  and  to  a  vector,  say  T,  whose  com- 
ponents are  T^,  T^,  T^,  Also,  if  6  be  the  angle  between  T  and  C,  we 
have 

E^  =  TC  sin  e. 

E  is  therefore  the  resultant  of  two  electric  forces,  one  of  intensity  RC 
in  the  direction  of  the  current,  the  other  of  intensity  CT  sin  6,  perpen- 
dicular to  C  and  to  T.  These  three  electric  forces  form  the  three  sides 
of  a  right-angled  triangle,  of  which  E  is  the  long  side ;  whence,  by  the 
famous  47th, 

ir^  =  (5C)2  +  (rCsin^)2, 

which  gives  E^f^K^  +  r  «mW)\C, 

Also,  if  ^  be  the  angle  between  E  and  C, 

tan<^=r/^. 

The  one  line  of  parallelism  of  current  and  electric  force  is  the  axis  of 
T,  which  indicates  a  definite  direction  in  the  body,  independent  of  the 
directions  of  E  or  C.    Put  ^  =  0,  and  we  have  simply  E=RC  when  E 
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acts  along  the  axis  of  T.  Next,  let  it  act  straight  across  the  axis.  Put 
6  =  90^  then 

or  the  specific  resistance  is  apparently  increased  from  R  to  {Br  +  T^)^ ; 
but  C  and  E  are  not  parallel.  C  is  still  perpendicular  to  the  axis,  the 
same  as  E  is,  but  is  rotated  through  an  angle  <f>^  such  that  tan  4>  =■  TjE, 

In  the  general  case  of  E  inclined  at  any  angle  to  the  rotation  axis, 
the  component  of  E  along  the  axis  produces  current  parallel  to  itself  as 
ordinarily,  and  the  component  perpendicular  to  the  axis  produces 
current  with  resistance  (7f-  +  J^)*  and  rotation  </>.  The  sphere  of  electric 
force  becomes  a  prolate  ellipsoid  of  revolution  for  the  current,  the  long 
axis  being  parallel  to  T,  and  showing  the  one  line  (instead  of  three)  of 
parallelism  of  C  and  E. 

The  necessity  of  nine  coefficients  in  the  general  case,  and  hence  the 
possibility  of  existence  of  the  rotatory  eflfect,  was  maintained  by  Sir  W. 
Thomson  in  1854 ;  Maxwell  said  there  was  reason  to  believe  it  did  not 
exist  in  any  known  substance,  but  should  be  found,  if  anywhere,  in 
magnets.  Its  actual  existence  [if  this  be  the  true  explanation  of  the 
Hall  effect]  was  only  demonstrated  two  or  three  years  ago  by  Hall's 
discovery  that  it  is  developed  in  metals  when  placed  in  a  powerful  field 
of  magnetic  force. 

Let  there  be  a  steady  current  in  a  straight  isotropic  wire,  and  for 
distinctness  let  it  go  from  left  to  right  in  the  plane  of  the  paper,  and  be 
kept  up  by  a  battery.  Now  let  the  lines  of  force  of  a  magnetic  field 
pass  straight  through  the  paper,  and  therefore  perpendicular  to  the 
current  Ignoring  altogether  the  ordinary  current  of  induction,  examine 
what  the  effect  of  the  rotatory  resistance  vector  will  be,  assuming  it  to 
be  parallel  to  the  lines  of  force,  say  downwards  through  the  paper. 
The  current  must  be  deflected  in  the  plane  of  the  paper,  say  from 

— ^  — ^  it  tends  to  >^  ^ .     But  this  transverse  current  will  alter 

the  distribution  of  the  surface  charge,  the  upper  half  of  the  wire  will 
receive  a  positive,  and  the  lower  a  negative  charge,  independent  of  the 
original  distribution.  This  will  introduce  a  downward  electric  force 
across  the  wire,  tending  to  decrease  the  deflection.  So  long  as  any 
transverse  current  exists  this  opposing  electric  force  will  increase ;  hence 
the  final  result  is  that  it  reaches  such  a  value  as  to  keep  the  current 
going  straight  from  left  to  right  as  before  the  magnetic  force  was  put 
on.  Thus  the  deflection  of  the  current  can  be  but  momentary ;  on  its 
cessation  the  current  goes  on  as  before,  but  now  under  the  influence  of 
an  impressed  electric  force  not  in  its  direction,  but  from  left  to  right 
with  a  downward  slant,  being  the  resultant  of  the  original  electric  force 
and  of  the  transverse  downward  electric  force,  whose  strength  must  be 
TC^  if  C  is  the  current-density,  as  before. 

Two  points  of  the  wire,  one  above  and  the  other  below,  which  were 
originally  at  the  same  potential,  are  under  the  influence  of  the  rotation 
made  of  different  potentials,  the  upper  being  positive  to  the  lower,  and 
a  current  may  be  therefore  taken  off  in  a  shunt  wire  between  the  two 
points.     The  difference  of  potential  is,  of  course,  greatly  magnified  by 
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using  a  veiy  thin  sheet  instead  of  a  wire,  and  thus  was  rendered 
perceptible. 

Section  Via.    The  Conservation  of  Energy. 

After  Ohm's  law,  the  Conservation  of  Energy  demands  consideration. 
For  Joule's  law,  which  naturally  follows  Ohm's,  is  an  example  thereof, 
and  as  it  happens  that  in  Current  electricity  we  meet  with  some  of  the 
most  importiant  and  practical,  as  well  as  scientifically  interesting  appli- 
cations of  this  great  modem  generalisation  (made  the  more  interesting 
by  our  ignorance  of  the  connecting  mechanism)  it  will  save  future 
repetition  to  here  briefly  discuss  it  from  the  standpoint  of  theoretical 
dynamics.  One  may  indeed  gain,  as  most  educated  people  have  gained, 
by  often  reading  about  it,  or  from  popular  lectures,  without  previous 
study  of  dynamics,  a  general  notion  of  the  conservation  of  energy,  and 
accept  the  principle  as  an  article  of  faith,  and  at  the  same  time  have 
very  vague  ideas  as  to  what  is  meant  by  energy,  or  why  it  should  be 
conserved.  Nothing  will  supply  the  deficiency  save  a  careful  study  of 
dynamics,  a  repulsively  dry  subject  to  most  people,  but,  owing  to  the 
far  reaching  of  its  principles,  one  whose  preliminary  study  is  indispens- 
able to  those  who  wish  to  form  correct  ideas  in  electricity  and  magnet- 
ism. Not  that  they  will  thereby  learn  what  electricity  and  its  connected 
functions  are,  but  rather  that  they  will  know  certainly  what  they  are 
notf  and  hence  be  able  to  avoid  the  absurdities  arrived  at  by  those  who 
ignore  dynamical  relations. 

Now,  in  theoretical  dynamics  the  conservation  of  energy  is  a  necessary 
consequence  of  Newton's  laws  of  motion,  with  our  definition  of  what  we 
mean  by  a  force  doing  work.  A  force  being  what  causes,  or  tends  to 
cause  motion,  is  naturally  measured  by  the  amount  of  motion  caused. 
Measuring  the  force  acting  upon  a  free  particle  of  mass  m  by  the  rate  of 
acceleration  of  its  momentum,  mv,  where  v  is  the  velocity  (relative  to  a 
body  assumed  to  be  at  rest,  or  to  bodies  not  in  relative  motion),  and 
callmg  F  the  force,  we  have  F=mVf  the  dot  indicating  rate  of  time- 
increase.     (Newton's  notation.) 

Also,  work  is  done  by  a  force  when  its  point  of  application  moves 
with  the  force,  and  work  is  done  against  the  force  in  the  reverse  case, 
which  is  exemplified  when  a  stone  falls  to  or  rises  from  the  ground  with 
or  against  the  force  of  gravity.  A  force  F  acting  through  a  distance  x 
does  work  of  amount  Fx.  In  the  general  case,  F  must  be  taken  to  be 
the  force  acting  in  the  direction  of  motion,  the  component  in  that 
direction  of  the  actual  force.  Thus  the  downward  force  of  gravity  does 
no  work  on  a  body  moving  horizontally. 

Since  v  the  velocity  is  the  distance  moved  per  second,  with  the  proper 
qualification  for  varying  velocity  as  the  distance  that  would  be  moved 
through  per  second  if  the  velocity  kept  constant,  we  have  Fv  as  the 
work  done  per  second — the  rate  of  working,  or  the  activity.  But  since 
F=^fnv,  we  have  Fv  =  mvv,  and  the  latter  is  the  same  as  djdt(\m^). 
Calling  the  quantity  in  the  brackets  the  kinetic  energy,  and  denoting  it 
by  r,  we  have  Fv-t  always.    That  is,  the  rate  of  working  of  the  force 
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eqaals  the  rate  of  increase  of  the  kinetic  energy  of  the  mass  moved. 
Hence  the  work  done  by  the  force  in  increasing  the  velocity  from  t?j  to 
1*2,  however  the  force  may  vary  in  the  interval,  is  exactly  equivalent  to 
the  whole  increase  of  kinetic  energy,  r„  -  T^,  or  ^m(v^  -  vj). 

The  quantity  T,  the  equivalent  of  the  work  done  in  producing  the 
motion  from  rest,  is  conversely  the  amount  of  work  the  body  can  do  in 
coming  to  rest  by  moving  against  a  force,  hence  the  propriety  of  the 
term  kinetic  (i.e.,  motional)  energy.  For  we  have  now  retardation 
instead  of  acceleration  of  momentum,  work  done  against,  instead  of  by 
the  force,  and  by  a  reversal  of  the  previous  reasoning  the  total  work 
done  when  the  body  is  brought  to  rest  is  exactly  T,  the  initial  kinetic 
energy. 

Thus,  project  a  body  upward  with  initial  velocity  v,  it  will  rise  to 
such  a  height  ^  as  to  do  ^inv^  work  against  the  downward  force  of 
gravity  g ;  that  is,  hmv^  =  gmh  gives  us  the  greatest  height  to  which  it 
will  ascend.  Gravity  still  acting,  the  body  will  return,  and  on  reaching 
the  ground  have  the  same  velocity  and  kinetic  energy  as  at  first.  That 
is  to  say,  the  original  kinetic  energy,  although  wholly  lost  at  a  certain 
height,  is  completely  recoverable  on  allowing  the  mass  to  return.  The 
energy,  when  it  has  thus  disappeared  from  the  kinetic  form,  but  is 
recoverable,  is  called  potential  energy,  or  energy  of  position.  To  what- 
ever height  the  body  may  have  ascended  at  any  moment,  with  a  certain 
loss  of  kinetic  energy,  exactly  the  amount  lost  is  recoverable,  and  hence 
is  to  be  considered  potential  energy.  At  the  greatest  height,  where  the 
velocity  is  nt/,  the  potential  energy  equals  Tq,  the  initial  kinetic  energy; 
whilst  on  starting  from  the  ground  and  on  reaching  it  again  the  potential 
energy  is  nil ;  and  in  any  intermediate  position  the  sum  of  the  kinetic 
and  potential  energies  is  Tq,  and  remains  constant  throughout  the 
motion  both  ways. 

Potential  energy,  or  work  obtainable  in  virtue  of  position,  is  a  more 
abstract  idea,  seemingly,  than  kinetic  energy,  but  the  two  are  quite 
correlative,  and  one  is  as  easy  or  as  hard  to  understand  as  the  other. 
Force  of  some  kind  is  equally  involved  in  kinetic  and  potential  energy, 
when  there  is  change  from  one  to  the  other.  Force  produces  relative 
motion  and  its  kinetic  energy,  and  the  latter  cannot  be  utilised  without 
force.  In  the  above  simple  case  the  conservation  of  energy  only  means 
that  when  kinetic  energy  is  lost  by  the  body  moving  against  the  force, 
such  loss  is  perfectly  recoverable  in  the  return  motion,  since  the  force 
remains  the  same  in  the  same  places.  This  last  remark,  indeed,  con- 
tains the  reason  why  the  energy  is  conserved,  or  returnable  to  the 
kinetic  form. 

Consider  a  system  of  free  particles  in  motion  on  which  no  external 
forces  act,  the  forces  being  wholly  mutual  stresses,  say  attractions  or 
repulsions,  which  vary  only  with  distance,  so  that  the  force  between 
two  particles  is  the  same  at  the  same  distance  apart^  whatever  be  their 
actual  positions.  Let  the  system  move  from  any  one  configuration 
through  any  series  of  intermediate  configurations,  back  again  to  the 
original.  During  the  cycle,  any  two  particles  which  approached  or 
receded  from  one  another  during  one  part,  recede  from  or  approach  one 
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another  the  same  distance  in  the  remainder  of  the  cycle.  The  work 
done  by  the  mutual  force  in  the  first  part  is  therefore  exactly  equal  to 
the  work  done  against  the  force  in  the  second  part  of  the  cycle,  and 
this  applies  to  every  pair  of  particles.  Hence  the  whole  work  done  by 
the  forces  during  the  cycle  is  nil,  and  the  kinetic  energy  at  the  end  of 
the  cycle  is  the  same  as  at  the  beginning.  (To  make  the  particles 
return  to  the  original  configuration  without  alteration  of  energy,  the 
artificial  plan  of  frictionless  constraints  may  be  adopted,  e.g.,  guide  a 
particle  through  a  perfectly  smooth  tube  of  any  form  desired  under  the 
action  of  the  given  forces ;  the  constraining  force  of  the  tube  will  be 
always  perpendicular  to  the  direction  of  motion  of  the  particle,  and  no 
work  will  be  done  by  it.)  Further,  the  kinetic  energy  in  any  configura- 
tion will  be  a  function  of  the  configuration  only,  i.e.,  in  whatever  way 
the  particles  move  from  one  configuration  to  another,  the  gain  of  kinetic 
energy,  being  the  total  work  done  by  the  forces,  wiU  be  the  same,  for 
the  forces  depend  only  on  the  configuration. 

Defining,  then,  the  potential  energy  Vof  the  system  in  any  configura- 
tion ^  to  be  the  work  spent  by  the  forces  when  the  system  moves  from 
^  to  a  standard  configuration  chosen  arbitrarily,  and  T  to  be  the  kinetic 
energy  in  the  state  A,  it  follows  that  V+  T  remains  constant  in  every 
configuration.  In  the  standard  state,  V=  0  (or  any  constant  value  we 
like) ;  any  departure  ft*om  that  state  which  is  attended  by  an  increase 
or  decrease  of  kinetic  is  attended  by  an  equal  decrease  or  increase  of 
potential  energy,  meaning  that  the  decrease  of  kinetic  energy  is  regained 
or  the  increase  lost  by  letting  the  system  go  back  to  the  standard  state. 

If  we  have  two  such  systems  of  particles,  each  with  internal  forces 
alone,  their  energies  are  naturally  independent  and  remain  constant  as 
above.  But  should  there  be  force  between  one  system  and  the  other, 
energy  may  pass  between  them,  and  now  it  is  the  two  systems  as  a 
whole,  considered  as  a  single  system,  that  is  conservative. 

We  may  pass  from  systems  of  particles  to  the  ideal  rigid  bodies  of 
mechanics,  which  cannot  change  shape,  by  introducing  constraints. 
Let  any  collection  of  particles  be  constrained  to  always  preserve  the 
same  relative  positions,  to  become,  as  it  were,  a  rigid  body.  No  work 
can  be  now  done  by  the  mutual  internal  forces  if  they  be  pulls  or  pushes 
along  the  joining  lines  between  the  particles,  since  the  relative  motion 
of  any  pair  must  be  always  perpendicular  to  the  line  joining  them. 
Hence  the  internal  forces  wholly  disappear  from  the  equations  of  energy, 
and  only  external  forces  need  be  considered.  Any  collection  of  such 
rigid  bodies  with  mutual  forces  preserve  the  sum  of  their  kinetic  and 
potential  energies  constant,  unless  work  be  done  on  the  system  from 
without,  when  the  amount  of  such  work  is  the  gain  in  its  total  energy. 
Practically,  real  bodies  which  do  not  change  their  form  appreciably 
under  not  too  great  external  forces,  though  their  parts  may  be  in 
irregular  motion,  come  under  the  same  law,  from  the  experimental 
evidence  that  the  unknown  internal  actions  do  not  tend  to  change  their 
state  of  bodily  motion,  whether  of  translation  or  rotation. 

Again,  in  the  ideal  perfectly  elastic  body,  the  work  done  by  external 
forces  in  changing  it  from  one  form  to  another  against  the  internal 
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stresses  is  independent  of  the  series  of  intermediate  forms,  and  the 
energy  thus  put  into  the  body  is  perfectly  recoverable  by  letting  it 
return  to  its  original  shape  through  the  same  or  any  other  series  of 
shapes,  the  stresses  depending  on  the  shape  only,  with  consequent 
conservation  of  energy. 

But  the  conservation  of  energy,  in  the  limited  sense  in  which  we  have 
employed  the  idea  above,  does  not  exist  in  Nature.  Thus,  when  one 
body  is  set  sliding  over  the  surface  of  another,  its  motion  is  retarded, 
and  it  finally  comes  to  rest.  The  force  thai  brought  the  body  to  rest 
will  not  act  back  and  restore  the  kinetic  energy,  which  is  apparently 
lost  for  good.  Make  the  body  move  back  over  the  same  path,  and 
there  is  a  further  loss  of  energy,  for  the  frictional  force  is  not  the  same 
in  coming  back,  but  is  always  against  the  motion,  and,  besides,  it 
depends  upon  the  velocity  more  or  less.  Again,  the  stone  which,  pro- 
jected upwards  with  a  given  amount  of  energy,  loses  it  all  at  a  certain 
height,  and  recovers  it  all  (or  nearly  all,  some  being  lost  in  friction 
against  the  air)  on  reaching  the  ground,  suddenly  loses  it  again,  for 
there  is  only  a  small  fraction  in  its  first  rebound.  A  portion  of  the 
energy  may  be  traced  in  the  vibrations  set  up  in  the  masses  in  collision, 
but  this  is  only  a  portion;  whilst  the  vibrations  themselves  subside, 
and  leave  no  trace. 

Energy  thus  disappearing  from  view  was  formerly  supposed  to  be 
lost,  or,  at  any  rate,  it  was  disregarded.  But  the  modem  principle  of 
conservation  of  energy  teaches  that  energy  is  never  lost,  though  it  may 
not  be  recoverable  directly.  Being  a  broad  generalisation  from  in- 
numerable experiments,  it  must  be  regarded  as  an  experimental  law, 
whose  observed  fulfilment  in  so  many  cases  leads  us  to  believe  that  its 
truth  is  universal,  and  that  in  every  case  of  disappearance  of  energy  of 
one  kind  there  is  an  equal  gain  in  some  other  kind  or  kinds,  no  doubt 
ultimately  resolvable  into  the  simple  kinetic  and  potential  energies  of 
dynamics,  but  usually  of  unknown  exact  nature,  as  the  energy  of  a 
distribution  of  static  electrification,  probably  the  potential  energy  of  a 
strained  state  of  the  medium,  the  energy  of  electric  currents,  or  of 
magnetisation,  or  of  chemical  affinities.  To  enumerate  all  would  be  to 
range  over  all  natural  phenomena,  but  as  we  are  confined  to  Electricity, 
wo  need  only  mention  preliminarily  that  it  has  been  proved,  and 
abundantly  so,  that  heat  is  energy  itself,  requiring  no  multiplication  by 
some  other  physical  quantity  to  make  energy,  as  is  the  case  with 
electrification,  electric  current,  magnetisation,  etc  A  definite  amount 
of  heat  represents  a  definite  amount  of  energy,  and  the  very  important 
relation  between  heat  in  caloric  units  and  mechanical,  after  being 
theoretically,  though  by  what  is  considered  unsound  reasoning,  calcu- 
lated by  Mayer,  was  experimentally  determined  by  Joule,  who,  from  a 
numerous  series  of  experiments,  found  that  772  foot-pounds  of  work 
per  pound  of  water  frictionally  spent  in  stimng  it  raises  its  temperature 
r  F.,  a  result  confirmed  in  many  other  ways  less  direct,  through  other 
forms  of  energy.  The  quantity  of  heat  required  to  raise  the  temperature 
of  a  pound  of  water  1**  F.  is  therefore  772  foot-pounds,  or  of  a  gramme 
rC.  is  42,000,000  ergs. 
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Now,  whatever  may  be  the  ultimate  nature  of  electrostatic  actions, 
the  quantities  termed  electrification  and  electromotive  force  are  such 
that  their  product  is  energy,  which  is  something  definite,  being  work 
obtainable.  That  this  is  so  follows  from  the  definitions  of  electrification 
(quantity  of  electricity)  and  rm.f.,  and  elementary  considerations. 
Thus,  let  a  static  charge  Q  be  carried  from  a  place  where  the  potential 
is  Pj  to  a  place  where  it  is  F^  the  whole  E.M.F.  along  the  path  being 
Pi  -  P.2  =  £,  say.  Then  the  work  done  by  E  upon  Q  during  the  transfer 
is  EQ.  For  the  electrostatic  force  /,  or  force  per  unit  cnarge,  is  the 
space-variation  or  rate  of  decrease  per  unit  distance  of  the  potential ; 
the  force  upon  Q  is  therefore  Q/,  and  this  is  a  real  mechanical  force  (as 
in  the  common  expression  repulsion  =  ^^7^^  Q  ^s  electrification,  and  q  /d'^ 
electric  force.)  Ite  space-integral  from  the  beginning  to  the  end  of  the 
path  is  Q  (Pj  -  Pj)  or  EQ,  which  is  therefore  energy. 

Energy  being  thus  the  product  of  a  quantity  of  electricity  and  an 
E.M.F.,  of  course  neither  of  the  factors  can  be  energy.  That  is,  electri- 
city cannot  be  energy,  as  heat  is.  Such  a  very  obvious  conclusion  it 
might  seem  to  be  impossible  to  misunderstand,  yet  there  are  men  (if 
standing  who  have  failed  to  see  the  force  of  the  argument,  simple 
as  it  is.  Can  their  failure  have  arisen  from  a  want  of  acquaintance 
with  the  fundamentals  of  dynamics  ?  If  not,  I  can  think  of  no 
other  explanation  than  that  the  rapid  whirl  of  their  ideas,  for  they 
are  men  of  imagination,  may  have  produced  some  degree  of  oblateness 
of  the  spheroid. 

Of  course,  if  either  E  or  Q  were  known  the  other  would  be  known, 
since  their  product  is  a  known  quantity.  But  concerning  the  often- 
asked  question.  What  is  electricity  ?  I  can  attach  but  little  importance 
to  the  answer  by  itself.  But  the  question.  What  is  the  mechanism  of 
electrical  phenomena  1  is  quite  another  thing.  For,  if  its  answer  were 
known,  the  functions  E  and  Q  would  be  known,  and  found  to  be  worth 
— their  full  value.  It  might  be  then  found  desirable  to  completely  alter 
the  nomenclature  of  electrical  theory,  and  instead  of  the  present 
functions  to  employ  others  to  which  a  plain  dynamical  meaning  can  be 
assigned.  Of  course  the  present  established  relations  would  remain 
true,  but  for  them  might  be  substituted  equivalent  relations  in 
terms  of  better-understood  quantities.  But,  naturally,  until  this 
desirable  consummation  is  reached  we  had  better  keep  to  the  present 
E&ndQ. 

In  W==EQy  where  W  is  the  work  done  by  the  K.M.F.  E  during  the 
transfer  of  the  quantity  Q,  we  have  supposed  Q  to  be  a  static  charge, 
and  to  be  transferred  by  convection.  That  the  same  relation  should 
hold  when  the  charge  is  transferred  by  conduction,  or  when,  as  in  a 
galvanic  circuit,  Q  does  not  appear  as  a  static  charge  at  all,  cannot  be 
considered  as  immediately  self-evident.  For  although  experiment 
proves  that  a  conduction  current  is  virtually  equivalent  to  the  transfer 
of  electricity,  expressed  symbolically  by  0  =  Cty  where  Q  is  the  quantity 
transferred  by  the  current  C  in  time  t,  yet  this  relation  is  only  a 
quantitative  one.  It  suggests  that  there  is  actually  motion  of  electricity 
round  the  circuit,  and  the  current  is  popularly  spoken  of  as  such.     But 
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this  must  not  be  taken  literally.  There  is  an  enormous  difference 
between  a  state  of  electrification  and  the  electric  current  which  may 
produce  it  or  be  derived  from  it,  and  we  cannot  from  electrostatic  pro- 
perties say  what  properties  will  be  developed  when  a  static  charge  dis- 
appears, and  energy  is  transferred  from  a  dielectric  to  a  conductor.  In 
the  resulting  phenomenon  all  trace  of  the  electrostatic  properties  is  lost, 
there  is  no  external  sign  of  any  electricity  in  the  conductor,  whilst 
entirely  new  properties  come  into  existence.  As  the  static  charge  dis- 
appears, and  the  action  upon  static  electricity  likewise,  or  rather  as  the 
latter  occurs  and  we  infer  the  former,  action  upon  a  magnet  at  once 
appears  in  its  place.  The  relation  symbolised  by  Q=Ct  does  not, 
without  special  hypothesis,  imply  the  motion  of  electricity  from  place 
to  place,  meaning  by  electricity  the  quantity  we  make  acquaintance 
with  in  electrostatics,  in  spite  of  the  law  that  the  current  is  the  same  in 
all  parts  of  the  circuit,  and  that  it  is  virtually  equivalent  to  convection 
of  electricity. 

The  German  philosophers  seem  determined,  however,  to  make  an 
electric  current  be  static  electricity  in  motion  round  the  circuit,  and 
have  made  elaborate  attempts,  with  much  success,  to  find  the  law  of 
force  between  two  charges  of  electricity  in  motion,  to  include  electro- 
dynamics as  well  as  electrostatics.  Weber  gets  over  the  difficulty  of 
absolute  apparent  disappearance  of  the  electricity  as  such  by  supposing 
an  electric  current  to  consist  of  two  equal  currents,  one  of  positive,  the 
other  of  negative  electricity,  in  opposite  directions,  the  currents  being 
static  electricity  in  motion.  In  any  finite  part  of  the  wire  there  are 
always  equal  amounts  of  positive  and  negative  electricity,  and  hence  no 
external  electrostatic  force  can  be  shown.  This  is,  perhaps,  the  simplest 
way  of  evading  the  difficulty,  and  apparently  far  simpler  than  Claudus's 
hypothesis,  wherein  the  very  artificial  plan  is  adopted  of  making  a 
current  in,  say,  the  positive  direction  consist  of  positive  electricity 
moving  one  way,  with  an  equal  amount  of  negative  held  fixed,  or  of 
negative  moving  the  other  way  with  an  equal  amount  of  positive  held 
fixed,  or  of  any  combination  of  these  opposite  currents  with  their 
corresponding  fixed  charges,  which  will  make  the  total  current  come 
right  and  balance  the  electrostatic  force  of  the  moving  by  that  of  equal 
amounts  of  fixed  of  the  opposite  kinds.  It  will  be  observed,  however, 
that  Clausius's  hypothesis  gives  us  much  greater  latitude  than  Weber's, 
which  it  includes  as  a  particular  case  (although  Clausius  considers 
Weber's  hypothesis  unthinkable),  viz.,  equal  opposite  currents,  when  of 
course  the  fixed  electricities  cancel,  not  being  wanted. 

Now,  it  may  be  that  a  conduction  current  really  consists  of  convection 
of  electricity  on  charged  molecules,  with  inter-molecular  discharges,  the 
continual  cancelling  of  positive  and  negative  charges  being  quantita- 
tively equivalent  to  the  transfer  of  electricity  round  the  circuit,  with  no 
integral  free  electricity  in  any  space  containing  a  large  number  of  mole- 
cules, but  I  have  not  as  yet  been  able  to  conceive  Clausius's  hypothesis 
of  the  moving  and  fixed  electricities.  It  will  be  observed  that  the 
Grerman  speculations  contrast  very  strongly  with  the  methods  of  the 
British  school  of  electricians. 
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Section  Ylb.     Application  of  Conservation  of  Energy  to  a 

Steady  Current. 

But  although,  because  W=EQ  is  true  for  convection  of  electricity,  it 
is  not  therefore  immediately  seen  to  be  self-evidently  true  in  the  case 
of  a  conduction  current ;  yet  it  is  found  to  be  necessary  when  we  apply 
the  principle  of  conservation  of  energy,  according  to  which  the  disap- 
pearance of  an  amount  of  electrostatic  energy  must  always  be  accom- 
panied by  the  appearance  of  an  equal  amount  in  other  forms  of  energy. 
Let  there  be  a  distribution  of  static  electricity,  the  separate  charges 
being  kept  insulated  and  unalterable.  We  know,  in  the  first  place, 
that  if  we  alter  the  distribution  in  any  manner  by  convection  of  the 
charges  the  mechanical  work  required  to  effect  the  change  of  configura- 
tion is  equal  to  the  increase  produced  in  the  quantity  F'=2iP/3,  where 
p  is  an  elementary  charge  and  P  its  potential,  depending  on  its  position 
with  respect  to  the  other  charges.  The  increase  produced  in  V  equals 
the  sum  of  force  x  distance  moved  for  all  the  charges ;  or,  in  terms  of 
the  charges,  the  sum  of  electric  force  x  electricity  x  distance,  where  the 
product  of  the  first  two  factors  is  mechanical  force,  and  of  the  first  and 
third  electromotive  force,  or  difference  of  potential;  the  E.M.F.  per 
unit  distance  being  the  electric  force,  otherwise  called  the  E.M.F.  at  a 
point  Of  course  ordinary  force  acts  on  matter,  and  electric  force  on 
electricity.  The  quantity  V,  in  any  state  of  the  system,  is  the  whole 
work  required  to  set  up  that  state  by  bringing  the  elementary  charges 
to  their  places  from  an  infinitely  widely  separated  state.  But  (and 
this  view  of  the  matter  is  instructive  in  regard  to  discharge  by  cancel- 
ling of  opposite  charges),  it  is  also  the  whole  amount  of  work  done  in 
separating  the  positive  naif  of  the  electricity  from  the  negative  half, 
supposing  the  electricity  given  initially  in  a  state  where  we  have  every 
elementary  positive  charge  paired  with  an  equal  negative  charge  infin- 
itely near  it,  a  state  equivalent  to  no  electrification.  And,  conversely, 
V  is  the  work  done  by  electrostatic  force  on  the  electricity  when  we 
reverse  the  above  processes,  and  either  separate  the  charges  infinitely, 
or  let  them  come  together  and  co-exist  in  pairs  of  opposite  kinds.  To 
illustrate  the  latter  case,  let  there  be  two  conductors,  A  with  a  positive 
charge  Q,  B  with  an  equal  negative  charge,  every  elementary  portion  of 
A'^  charge  being  connected  with  a  corresponding  negative  charge  on  B 
by  a  tube  of  displacement.  Let  ^  be  a  hollow  shell  with  a  trap  door ; 
bring  ^  up  to  ^.  By  this  Fis  reduced,  the  force  being  an  attraction. 
(The  value  of  V  is  simply  \EQ,  where  E  is  the  difference  of  potential 
of  the  two  conductors.)  Open  the  door,  put  B  inside,  and  shut  the 
door.  During  the  passage  of  B  through  the  door  most  of  the  elec- 
tricity on  A  moved  irom  the  external  to  the  internal  surface  of  the  shell, 
and  when  the  door  is  shut  again  it  is  all  on  the  internal  surface.  Now 
let  B  expand  and  take  the  same  form  as  the  inner  surface  of  A^  and  be 
separated  therefrom  by  a  thin  layer  of  dielectric.  Their  difference  of 
potential  now,  and  in  any  further  expansion  of  B,  will  be  simply 
proportional  to  the  thickness  of  the  layer  (as  for  two  insulated  parallel 
plates  with  equal  opposite  charges),  and  hence  becomes  infinitely  small 
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as  B  approaches  J,  and  the  value  of  F  becomes  infinitesimal.  Here  V 
has  disappeared  by  mere  convection  of  the  charges ;  a  quantity,  V,  of 
mechanical  work  has  been  done,  and  V  is  strictly  the  potential  energy 
of  the  state  of  electrification. 

But  if,  as  in  MaxwelFs  development  of  Faraday's  views,  we  regard  a 
state  of  electrification  to  be  accompanied  by  an  elastically  strained  state 
of  the  dielectric  medium,  the  potential  energy  of  the  strain  being  V,  it 
becomes  more  easily  comprehended  how,  since  when  a  strained  elastic 
body  is  allowed  to  return  to  a  state  of  no  strain  it  gives  back  the  work 
done  in  straining  it,  which  amount  of  energy  may  be  convertible  into 
various  forms,  if  we  in  auj/  way  cause  the  electrical  phenomenon  to 
disappear,  there  will  be  a  transfer  of  an  amount  Kof  energy  from 
electrostatic  into  other  forms,  whose  kind  will  depend  on  the  circum- 
stances of  the  disappearance.  The  appropriate  form  for  V  on  this  view 
is  ^KR^/Sv  (identically  equal  to  the  former  expression  in  terms  of  the 
charges  and  potentials),  B  being  the  electric  force  and  K  the  specific  induc- 
tive capacity  of  the  medium,  throughout  which  the  summation  extends. 
This  is  with  the  ordinary  electrostatic  units,  but  if  we  choose  them  so 
that  ^/47r?-  is  the  electric  force  at  distance  r  from  a  charge  e  in  air,  we 
shall  find 

Here  R  is  the  force,  and  KR  the  displacement  it  produces,  so  that  the 
energy  per  unit  volume  =  i  force  x  displacement,  the  force  and  displace- 
ment being  both  electrical ;  the  case  is  exactly  analogous  to  that  of  a 
real  force  producing  a  displacement  of  matter,  the  work  done  during 
the  displacement  being  the  displacement  x  mean  value  of  the  force ;  Le. 
when  the  displacement  is  proportional  to  the  force,  ^  force  x  displace- 
ment. 

The  potential  energy  of  a  state  of  electrification  may,  according  to 
the  circumstances  of  the  discharge,  be  used  up  as  mechanical  work, 
setting  bodies  in  motion  with  consequent  kinetic  energy  of  visible 
motion  or  of  heat  of  friction,  etc.,  or  as  heat  through  the  medium  of  the 
kinetic  energy  of  conduction  currents,  or  as  the  energies  of  sound,  light, 
magnetisation,  etc.,  the  number  of  possible  transformations  through  the 
agency  of  conduction  currents  being  very  considerable.  In  passing  to 
conduction  currents  we  may  notice  the  anomalous  character  of  a  fact 
connected  with  one  kind  of  discharge.  A  dielectric,  as  air,  is  unable  to 
bear  tension  above  a  certain  amount.  The  tension  along  lines  of  force 
is  measured  by  the  same  quantity,  JTR^/Stt,  as  before,  the  tension  per 
unit  area  being  numerically  equal  to  the  energy  per  unit  volume. 
Above  the  limiting  tension  we  have  disruptive  discharge,  varying  from 
the  tiny  spark  to  the  magnificent  lightning  flash  that  so  terrifies  the 
vulgar  and  charms  a  Faraday  —a  break-down  of  the  dielectric,  accom- 
panied or  followed  by  light,  heat,  sound,  violent  commotion  of  particles, 
and  other  effects.  Now,  Sir  W.  Thomson  found  that  a  greater  tension 
was  required  to  produce  a  spark  between  two  close  parallel  plates  (one 
having  very  slight  curvature  to  localise  the  discharge)  at  small  than  at 
greater  distances — an  extraordinary  result,  if  true  generally  and  not 
dependent  on  some  unobserved  special  peculiarity  in  the  experiments. 
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We  have  this  for  a  consequence,  that  two  electrified  bodies,  the  tension 
between  which  is  insufficient  to  effect  disruption,  may  be  discharged  by 
increasing  the  distance  between  them.  This  will  obviously  be  so  if  tlie 
tension  be  nearly  sufficient  to  effect  disruption  at  the  smaller  distance, 
and  if  in  moving  to  the  greater  distance  the  tension  remains  the  same 
as  before,  hence  becoming  sufficient  for  discharge  at  the  greater  dis- 
tance. And  the  constancy  of  tension  is  attained  in  the  case  of  two 
parallel  plates  equally  and  oppositely  charged  by  a  battery  to  any 
desired  difference  of  potential.  On  removing  the  battery,  and  so  keep- 
ing the  charges  constant,  and  increasing  the  distance  between  the 
plates,  the  work  done  in  separating  them  to,  say,  n  times  the  original 
distance  just  multiplies  the  energy  n  times,  and  the  force  and  tension 
remain  of  constant  amount,  save  near  the  edges,  so  long  as  the  distance 
is  a  small  fraction  of  the  diameter  of  the  plates. 

Now,  let  our  system  of  electrification  be  merely  a  charged  condenser, 
and  connect  its  terminals  by  a  conducting  wire.  The  charge  rapidly 
disappears,  the  rate  of  disappearance  being  the  measure  of  the  electric 
current,  expressed  symbolically  hy  Q  —  Ct  for  any  interval  of  time  /  so 
small  that  the  current  C  may  be  considered  constant,  Q  being  the 
quantity  of  electricity  that  has  disappeared  in  that  interval.  The 
current  at  any  moment  is  proportional  to  the  E.M.F.  at  the  moment, 
which  (disregarding  correction  for  electromagnetic  induction)  equals 
the  difference  of  potential  of  the  condenser,  and  hence  is  proportional 
at  any  moment  to  the  charge  lefL  Thus,  as  time  increases  arithmeti- 
cally, the  charge  left  and  the  current  fall  geometrically.     We  have 

where  C  is  the  current,  c  the  capacity  of  the  condenser,  and  E  the 
difference  of  potential  at  time  /.  Also,  by  Ohm's  law,  E  =  rC,  if  r  be 
the  resistance  of  the  wire.     Hence, 

6'= -red, 
integrating  which  we  find 

rC=E^^€-'^, 

which  gives  us  the  current  at  any  time  t  after  the  commencement  of  the 
discharge,  Eq  being  the  initial  difference  of  potential.  The  time  taken 
in  falling  from  the  initial  full  strength  of  current  to  any  stated  fraction 
thereof  is  proportional  to  re,  which  is  an  interval  of  time,  called  by 
Lord  Rayleigh  the  time  of  subsidence,  really  the  time  required  to  fall 
from  1  to  €"^  or  from  1  to  1/2*7. 

Let  the  condenser  be  made  larger  and  larger,  thus  increasing  the 
time  of  subsidence,  and  imagine  it  to  become,  for  the  purpose  of 
argument,  enormously  large,  thus  containing,  with  the  same  difference 
of  potential,  an  immense  store  of  electricity  and  energy.  The  time  of 
subsidence  becomes  so  great  that  we  shall  have,  on  joining  the  terminals 
through  a  wire,  a  practically  steady  current  with  constant  km.f.  In 
any  interval  of  time  /  (small  compared  with  the  time  of  subsidence)  we 
have  Q  =  Ct,  where  Q  is  the  charge  that  has  left  in  that  time,  and  C  the 
current;  also  E'^BC;  and,  finally, 

fF^EQ 
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is  the  work  done  by  £  in  driving  Q,  or,  in  other  words,  it  is  the  amount 
by  which  the  potential  energy  stored  in  the  condenser  falls  in  the  time. 
By  conservation,  fF  is  the  amount  of  energy  to  be  accounted  for. 

Now,  in  the  above,  we  have  been  really  dealing  with  the  disappear- 
ance of  static  electricity,  and  so  know  that  W  =  EQ  must  be  true.  But 
if,  instead  of  discharging  our  big  condenser  through  a  conductor  and 
setting  free  electrostatic  energy,  we  substitute  a  galvanic  cell  for  the 
condenser,  we  find  exactly  the  same  phenomena  produced  as  before. 
There  is  mechanical  action  between  the  wire  and  a  magnet,  between 
different  parts  of  the  wire,  power  of  magnetising  iron,  of  effecting 
electrolysis,  etc.,  in  both  cases,  and  in  both  cases  are  the  actions  steady. 
Now  here,  although  with  the  galvanic  cell  we  have  no  disappearance  of 
static  electricity,  or,  indeed^  any  sign  of  a  large  store  of  it  to  be  drawn 
upon,  yet  the  phenomena,  being  the  same  as  regards  the  conductor, 
must  be  virtually  equivalent  to  the  discharge  of  static  electricity,  and 
we  may  apply  the  same  formulae  exactly  as  in  the  case  of  the  condenser, 

Q  =  Ct    and     JV=^EQ, 

which  are  now  truths,  though  not  truisms.  The  Q  is  now  not  electricity 
in  esse,  but  in  posse  (i.e.,  without  hypothesis  to  account  for  the  absence 
of  electrostatic  force  from  the  electricity  we  may  assume  to  be 
moving).  To  verify  which,  we  may  insert  our  big  condenser  in  the 
circuit,  when  the  phenomena  in  the  wire  will  be  as  before,  whilst  in  the 
time  /  the  condenser  will  acquire  a  charge  of  amount  CL  It  will,  how- 
ever, have  very  little  energy  compared  with  EQ,  the  whole  work  done 
whilst  it  was  being  charged.  And  now  we  may,  of  course,  discharge 
this  Ct  of  electricity  (removing  the  cell  first)  through  a  wire,  when  it 
will  be  entirely  done  for. 

Returning  to  the  cell  with  steady  current  and  no  condenser  in  circuit, 
we  may  measure  the  E.M.F.  maintaining  the  current  in  the  wire  electro- 
statically, by  means  of  an  electrometer  connected  to  its  ends,  and  its 
strength  is  BC,  where  E  is  the  resistance  of  the  external  wire.  RC  is 
not  the  whole  E.M.F.  in  the  circuit,  for  the  battery  has  itself  the  same 
power  of  limiting  the  current  as  the  wire,  which  is  proved  by  the 
observed  difference  of  potential  rising  when  the  length  of  the  external 
wire  is  increased.     The  limit  to  which  it  tends  is  the  complete  E.M.F. 

But  the  cell  will  show  the  same  difference  of  potential  when  the 
circuit  is  not  closed  conductively  at  all.  According  to  Maxwell's  theory 
there  has  been  still  a  current  in  a  closed  circuit,  viz.,  as  before  in  the 
same  direction  through  the  cell,  and  then  from  one  terminal  to  the 
other  through  the  air ;  the  current  of  "  displacement  **  in  the  air,  how- 
ever, having  the  remarkable  difference  (amongst  others)  from  that  in  a 
conductor  that  the  displacement  is  elastically  resisted,  and  hence  will 
return  when  it  is  allowed  to ;  whereas  there  is  no  such  reversibility  in 
a  conduction  current.  The  case  is,  of  course,  substantially  the  same  as 
in  charging  a  condenser,  the  difference  being  in  the  amount  of  capacitv 
and  the  quantity  of  electricity  concerned,  which  are  excessively  smaU 
when  the  terminals  have  no  laree  opposed  surfaces  connected  to  tfaeuL 
And  the  same  thing  occurs  when  the  circuit  is  closed  conductively, 
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there  being  also  other  circuits  through  the  air  on  starting  the  current, 
which  results  in  charging  the  wire. 

The  observed  difference  of  potential  of  the  disconnected  cell  should 
not  be  confounded  with  its  KM.F.  They  are  numerically  equal,  but 
opposed  in  direction,  as  regards  their  power  of  producing  current  in  the 
circuit,  viz.,  cell  and  air.  That  this  is  so  is  evident  on  considering  that 
if  there  were  no  E.M.F.  to  keep  up  the  static  charges  they  would  unite 
through  the  cell  itself.  It  is  the  same  when  we  have  not  an  ordinary 
galvanic  cell,  but  merely  two  metals  A  and  B  in  contact  in  air,  forming 
a  circuit  A,  air,  B^  A.  If  we  find  ^  at  a  higher  potential  than  A^  the 
EM.F.  that  caused  it  must  have  been  numerically  equal  to  their 
difference  of  potential,  and  have  acted  in  the  direction  By  air,  A,  By 
with  a  transfer  of  electricity  in  this  direction  round  the  circuit,  lasting 
until  the  difference  of  potential  stops  further  current.  It  is  no  easy 
matter,  however,  to  settle  exactly  where  the  small  consumption  of 
energy  needed  for  this  state  of  electrostatic  energy  comes  from,  though 

f  probably  it  arises  merely  .from  a  very  minute  amount  of  chemical  action. 
See  Section  XIII.  later.] 

Since  EQ  of  work  is  done  by  E  during  the  passage  of  Q,  an  amount 
EC  is  done  per  second.  The  supply  of  energy  obviously  comes  from 
the  galvanic  cell,  of  which  more  later,  whilst  we  now  consider  its 
destination.  In  W^EQ  insert  EC  for  E  and  Ct  for  Qy  their  equiva- 
lents when  the  circuit  is  conductively  closed,  and  we  obtain 

JV^Rm 

in  terms  of  resistance  and  current,  as  the  amount  of  energy  to  be 
accounted  for.  The  solution  is  supplied  by  Joule's  discovery  that  with 
a  steady  current  heat  is  continuously  developed  in  a  conductor,  its 
amount  being  proportional  to  the  square  of  the  current  and  to  the  time 
it  has  been  on.  Hence,  if  H  be  the  heat,  expressed  as  energy  to  avoid 
the  useless  introduction  of  Joule's  coeflScient,  we  have 

where  R^  is  a  necessary  quantity  required  to  make  R^C^t  be  energy. 
Now  RC^i  is  energy,  being  the  same  as  EQy  consequently  R^  is  resistance, 
and  can  therefore  be  only  R  multiplied  by  a  mere  numeric.  But  if  no 
other  work  is  done  than  in  heating  the  wire,  we  must  have  H=fF,  the 
numeric  =  1,  and  Rj^  =  R.    Hence 

H^RC^t 
expresses  Joule's  law. 

Thus,  in  EC=^RC^,  which  is  the  equation  of  activity,  or  rate  of  work- 
ing in  a  galvanic  circuit  when  the  sole  result  is  heat  in  the  conductor, 
we  may  say  that  EC  is  the  work  done  by  E  in  driving  C  (true,  what- 
ever other  effects  than  heat  may  be  produced),  and  R&  the  equivalent 
rate  of  generation  of  heat.  We  may  here  advantageously  reintroduce 
the  mechanical  analogy  before  employed,  viz.,  a  body  set  in  motion  by 
a  constant  force  Fy  and  opposed  by  a  resisting  force  ri»,  simply  propor- 
tional to  its  velocity,  v.  So  long  as  ^  is  greater  than  ir  there  is 
acceleration  of  velocity,  which  must  cease  when  F=^  iVy  which  equation 
consequently  gives  us  the  steady  velocity.     At  the  same  time  Fv  is  the 
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activity  of  the  -applied  force  Fy  or  its  rate  of  working.  Now,  if  the 
resisting  force  rv  be  frictional,  the  equivalent  of  Fvt  is  found  to  be  heat. 
Thus 

Fv  =  n^ 
corresponds  exactly  to 

in  the  galvanic  circuit,  and,  with  the  proper  limitations,  the  expression 
sometimes  used,  the  "  frictional  generation  of  heat "  by  the  current  is 
perfectly  appropriate.  If  we  like,  the  body  moved  may  be  a  fluid  in 
a  pipe,  moving  round  and  round,  as  some  people  think  electricity 
moves. 

The  heat  RC^  per  second  is  produced  under  all  circumstances  in 
conduction  currents,  being  a  necessary  part  of  the  phenomenon.  Other 
work  may  be  being  done,  but,  with  a  given  current,  it  will  not  affect 
the  generation  of  heat  in  the  least,  which  can  only  be  altered  by  alter- 
ing the  current,  unless  we  count  the  change  in  B  produced  by  the  heat 
itself  raising  the  temperature,  making  B  indirectly  a  function  of  C  or  of 
C  but  really  a  function  of  the  temperature.  But  in  a  dielectric  current 
there  is  no  such  development  of  heat,  the  energy  being  potential,  and 
returnable.  The  only  quite  universal  characteristic  of  current  is 
probably  its  relation  to  magnetic  force.  The  heat  resulting  from 
current  in  a  conductor  has  done  with  electricity ;  it  is  diffused  by  heat 
conduction,  a  comparatively  slow  intermolecular  process,  by  currents  of 
air,  or  goes  off  by  the  wonderful  process  of  radiation. 

It  will  be  interesting  to  observe  the  form  taken  by  EC=BC'  in  a 
non-isotropic  medium,  in  which  the  relations  between  E.M.F.  and 
current  are  contained  in  three  linear  equations  with  nine  coefficients 
of  resistance,  and  to  note  whether  the  rotational  phenomenon  has  any 
peculiar  influence  upon  its  form.  Using  the  previous  notation  [p.  287], 
and  referring  to  the  equations  of  resistance  X=r.^u+  .  .  .,  etc.,  we 
have,  E  being  the  electric  force  with  components  X  F,  Z,  and  C  the 
current-density  with  components  ti,  v,  u\ 

EC--Xu  +  Yv  +  Zw 

Here  we  see  that  we  are  only  concerned  with  the  sums  of  the  transverse 
coefficients,  not  with  their  differences,  on  which  the  rotation  depends. 
If  no  rotation,  ^i2^^2i>  ®*^>  *^*^  tlo^w^  choosing  the  axes  of  reference  to 
be  the  principal  axes,  we  have 

EC  =  )\u-  -H  7-2^2  +  ^.^^^ 

where  r^,  .  .  .,  are  the  principal  resistances;  which  reduces  to  EC—RC^ 
when  the  coefficients  are  equal,  and  the  medium  is  isotropic,  with  E 
parallel  to  C. 

In  the  case  considered  later,  isotropy  plus  rotation,  we  have 

EC  =  BC^, 

nearly  as  simple  as  with  perfect  isotropy.  Dividing  by  C,  we  see  that 
the  component  in  the  direction  of  the  current  of  the  actual  electric 
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force  is  RC,  as  may  be  verified  by  the  formulae  given  [p.  289].  Wheu, 
as  later,  the  transient  effect  has  subsided,  and  the  current  goes  straight 
under  the  influence  of  the  ordinary  electric  force,  which  we  may  now 
call  E^^  and  the  transverse  electric  force  of  strength  TC,  their  resultant 
being  E,  the  actual  electric  force, 

becomes,  by  division  by  C, 

E^  =  KC\     hence     E^  C  =  RC'\ 
just  as  without  the  rotation. 


Section  VII.     The  Minibium  Heat  Property  in  Conductors, 

Linear  or  Continuous. 

In  electrostatics  and  electromagnetism  there  are  remarkable  mini- 
mum properties  connected  with  the  energy  of  distributions  of  magnetic 
and  electric  force.  We  considered  this  matter  in  Section  IV.  [p.  250] 
with  respect  to  magnetic  force,  either  arising  from  closed  currents,  ana 
therefore  consisting  of  closed  tubes,  in  which  case  the  value  of  the 
summation  2  B^^,  where  Bj  is  the  force,  is  the  least  possible,  the  force 
being  supposed  to  vary  in  any  manner  consistent  with  the  same  cur- 
rents 'y  whilst  if  arising  from  magnetism,  say  now  Bg,  the  value  of  2  B^- 
is  the  least  possible,  the  force  varying  in  any  manner  consistent  with 
the  same  distribution  of  magnetism,  the  ultimate  reason  being  that 
2  BjBj  through  all  space  is  zero,  when  Bj  has  no  convergence,  and  Bg 
no  curl. 

In  connection  with  Ohm's  and  Joule's  laws  there  is  a  similar  pro- 
perty, which,  in  its  present  application,  is  particularly  useful  and 
instructive,  for,  owing  to  the  general  better  acquaintance  with  current 
than  with  magnetic  force,  and  the  certainty  that  we  are  really  dealing 
with  energy  and  its  distribution,  or  its  rate  of  transformation  from  one 
form  to  another,  practical  interpretation  is  much  facilitated,  whilst  at 
the  same  time  light  is  cast  upon  the  more  abstract  similar  properties  of 
m^netic  force,  etc. 

The  matter  to  be  discussed  is  perhaps  most  easily  approached  by 
starting  from  a  very  simple  case,  which,  though  not  comprehensive, 
will  lead  up  to  the  more  general  cases  in  a  natural  manner,  and  with 
an  already  attained  idea  of  what  to  expect  or  look  for,  which  is  as 
valuable  in  theory  as  Faraday  found  it  to  be  in  experimentation.  Let 
there  be  two  wires  in  parallel  arc  of  resistances  R^  and  R^  and  let  the 
difference  of  potential  of  their  common  terminals  be  E,  fey  Ohm's  law 
the  currents  are  giveji  by 

E=^R^C^^R^C^ 

This  is  the  natural  division  of  the  whole  current  (Cj  +  ^2)  supplied  at 
one  terminal  and  leaving  at  the  other,  when  there  are  no  intrinsic 
E-M.F.'s  in  the  two  wires,  *.e.,  no  e.m.f.  in  either  wire  except   that 
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arising  from  the  given  difference  of  potential.  And  the  energy  sup- 
plied per  second  is  EC^  +  EC^,  which  is  accounted  for  b}'  i?C,2  of  heat 
per  second  in  one  wire,  and  ECJ  in  the  other. 

Now,  whilst  the  potentials  of  the  terminals  remain  constant,  and  the 
supply  of  current  keeps  the  same,  let  the  current  divide  in  some  other 
than  the  natural  manner.  If  then  C\  becomes  Cj  +  r,  C^  must  become 
Co  -  c  to  keep  the  supply  constant.  We  have,  therefore,  in  addition  to 
the  natural  current,  a  current  of  strength  c  flowing  in  the  circuit  formed 
by  i?i  and  i?.,-  Thus,  as  a  special  case,  let  c  =  Cg ;  then  the  current  in 
B2  is  nil,  &nd  in  B^  it  is  C\  +  Co ;  that  is,  the  whole  supplied  current 
goes  through  one  wire  only. 

Consider  the  change  in  the  amount  of  heat  developed  in  accordance 
with  Joule's  law.  It  is  now  ^^(Cj  +  f)^  in  one  wire,  and  -^0(^2 ~0'  i^ 
the  other.     The  additional  heat  is  therefore 

B/^  +  i?/-  +  2B^C\c  -  2Bfy. 

But  the  sum  of  the  third  and  fourth  terms  is  nil,  because  B^C\  =  iigC'^. 
Hence  the  additional  heat  is  B^c^  +  B^\  which  is  exactly  what  would 
be  produced  per  second  by  the  auxiliary  current  c  if  it  existed  alone. 
Thus,  whether  c  be  positive  or  negative,  small  or  great,  the  heat  is 
always  increased  by  any  departure  from  the  natural  division  of  the 
current,  which  is  therefore  that  which  makes  the  h^t  a  minimum  with 
a  given  supply  and  a  given  difference  of  potential. 

From  this  case  we  may  pass  to  that  of  any  system  of  connected 
linear  conductors.  Thus,  let  there  be  any  number  of  terminals  given, 
whose  potentials  are  F^,  Po,  etc.,  and  let  them  be  connected  together 
by  wires  in  any  manner.  Every  terminal  may  be  connected  to  every 
other,  but  we  need  not  suppose  any  two  terminals  to  have  more  than 
one  wire  connecting  them,  as  it  would  only  introduce  useless  complica- 
tion. Thus,  if  there  are  three  terminals,  we  need  not  have  more  than 
three  wires ;  with  four  terminals,  six  wires ;  and,  in  general,  with  n 
terminals,  j^n(n-l)  wires  at  most.  Any  junctions  between  the 
terminals  are  inadmissible,  such  really  introducing  fresh  terminals. 
Let,  in  the  first  place,  the  system  contain  no  intrinsic  E.M.F.'8.  Then, 
under  the  action  of  the  differences  of  potential  of  the  terminals  (some 
of  which  are  of  course  connected  otherwise  with  sources  of  electricity), 
current  enters  the  system  at  some  and  leaves  at  others.  Let  Q^  be  the 
current  supplied  at  the  first  terminal,  Q2  at  the  second,  and  so  on. 
Since  in  steady  flow  as  much  must  leave  as  enters  the  system,  we  have 
the  condition  2^=0. 

Again,  current  Q,  is  supplied  at  potential  F^,  Q^  at  potential  F^  and 
so  on ;  hence  the  whole  rate  of  supply  of  energy  to  the  system  is  2)  FQ, 
But  we  cannot  say  that  F^Q.  of  energy  is  supplied  at  the  first  terminal, 
or  F2Q2  at  the  second;  this  is  indeterminate  without  further  know- 
ledge. To  be  true,  Q^  must  leave  at  potential  zero,  Q^  at  potential  zero, 
and  so  on ;  thus  the  result  is  only  true  in  the  sum.  If  but  two  termi- 
nals, we  have 

AOi  +  ^2<?2  =  (^1  -  P2)Qv    (because  G^  =  -  (?j), 
and  —E.O 
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if  E^  is  the  difference  of  potentials  or  E.M.F.  We  may  add  a  constant 
potential  all  round  without  making  any  difference  in  the  energy  sup- 
plied.    For  if  J)  be  the  additional  potential,  the  increase  in  S  PQ  is 

:^pQ  =;?  2  g  =  0,     because    2^  =  0. 

If  the  potentials  are  given  at  a  certain  number  of  terminals,  and  the 
supplies  at  the  remainder,  the  distribution  of  currents  in  the  system  is 
exactly  determinate,  however  complex  it  may  be.  For,  if  it  were 
possible  for  there  to  be  two  different  distributions  of  current,  which 
should  both  be  consistent  with  the  Pa  having  certain  values  at  some 
terminals,  and  the  Qs  certain  values  at  the  remainder,  it  would  be 
possible  for  a  third  distribution,  viz.,  their  difference,  to  exist,  with  the 
P's  nil  at  some  terminals,  and  the  Qs  nil  at  the  remainder.  But  in 
this  third  distribution  we  should  have  2  PQ  =  0,  owine  to  the  vanishing 
of  the  P's  at  one  set  of  terminals,  and  of  the  Q's  at  the  remainder,  t.«., 
no  energy  would  be  given  to  the  system.  Hence,  as  we  have  supposed 
there  to  be  no  intrinsic  £.m.f.'s,  and  as  electric  currents  produce  heat, 
there  can  be  no  current  at  all  in  the  third  distribution ;  hence  our 
supposed  second  distribution  is  the  same  as  the  first,  which  is  therefore 
unique.  Special  cases  included  in  the  above  are  when  all  the  potentials 
and  none  of  the  supplies,  or  all  the  supplies  and  none  of  the  potentials, 
are  given.  It  should  also  be  noticed  that  we  have  made  use  of  the 
principle  of  Ohm's  law  in  the  demonstration  of  uniqueness,  viz.,  when 
we  formed  the  third  distribution,  afterwards  proved  to  be  a  state  of  no 
current 

Now,  the  current  in  every  conductor  being  determinate,  the  heat 
according  to  Joule's  law  is  known.  If  E  be  the  resistance  of  and  C  the 
current  in  any  conductor,  the  heat  is  2BC^  per  second.  Hence,  by 
conservation  of  energy,  we  must  have 

2^0  =  2^(7-2, 

if  all  the  energy  supplied  goes  to  generate  heat.  And  since  BC—E,  if 
E  is  the  difference  of  potential  between  the  ends  of  a  conductor,  we 
have  also  IPQ^^EEC, 

the  first  summation  referring  to  the  terminals,  the  second  to  the  con- 
ductors. 

Although  we  thus  obtain 

^PQ  =  '2EC 

through  Joule's  and  Ohm's  laws  and  the  law  of  conservation,  yet  this 
equation  is  independent  of  Ohm's  law  altogether,  and  is  true  for  any 
kind  of  distribution  of  the  currents  in  the  conductors  consistent  with 
the  same  supplies  at  the  terminals.  It  is  true  when  Q^  divides  in  any 
manner  between  the  conductors  connected  to  the  first  terminal ;  Q2  in 
any  manner  into  its  conductors,  with  the  exception,  of  course,  that  in 
the  wire  connecting  the  second  and  first  terminals  we  do  not  alter  the 
current  already  fixed  upon ;  and  so  on  to  the  rest.  Every  wire  has 
two  terminals ;  hence  for  a  particular  wire  joining,  say  P^  with  P^*  ^^ 
have 

PA,  +  PAi = (A  -  A)frf  ^i^Ow 

H.E.P.— VOL.  I.  U  ^^  ..^ 
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and  by  extension  to  all  the  conductors  we  obtain 

With  the  proper  distribution  according  to  Ohm's  law  we  have  also 

and  then  conservation  of  energy,  knowing  that  the  heat  is  KC^  for  any 
conductor. 

Now,  let  the  currents  be  altered  from  their  natural  distribution, 
without  changing  the  potentials  and  supplies,  the  P's  and  Q'b.  Let  Cp 
C2,  etc.,  be  the  currents  required  to  be  added  to  the  old  to  make  the 
new  distribution,  and  let  q^,  q^^  etc,  have  the  same  relation  to  r ,,  Cp  etc.. 
as  d»  O21  ^tc>  ^o  ^v  ^21  ®^-  That  is,  q^  is  the  sum  of  the  additional 
currents  entering  the  system  at  the  first  terminal.  But  the  supplies 
are  to  be  unchanged,  therefore  ?i=0,  ^^  =  0,  etc.  Hence,  2P^  =  0. 
But  2  PQ  =  2  EC,  independently  ot  the  manner  of  division  of  the  Q^ 
Hence  also  ^Fq=^2 Ec.  Therefore  2 jEJc  =  0  also,  or  the  differences  of 
potential  do  no  work  upon  the  new  currents. 

The  heat  per  second  is  now 

But  the  last  summation  ==  2  2  ^c,  already  proved  to  vanish ;  hence  the 
additional  heat  is  precisely  that  due  to  the  new  system  of  currents  (e) 
alone.  The  two  systems  (C)  and  (c)  are  quite  independent,  and  when 
they  co-exist  the  heat  equals  the  sum  of  their  separate  heats. 

The  heat  of  the  system  (c)  being  essentially  positive,  we  see  that  the 
natural  division  of  current  is  the  one  which  makes  the  heat  the  least 
possible  of  all  the  distributions  consistent  with  the  supply  conditions. 
With  this  natural  distribution  2  PQ  =  2  RC^ ;  in  any  other  case  2  RC^  is 
the  greater.  The  excess  proves  the  existence  of  intrinsic  E.M.F.'s,  pro- 
ducing a  quite  independent  system  of  current.  The  intrinsic  £.BLF.'s 
may  be  very  variously  arranged,  and  they  may  be  so  distributed  as  to 
give  rise  to  no  difference  of  potential  in  any  part  of  the  system.  Thus, 
select  a  number  of  conductors  forming  a  closed  chain,  and  in  this  chain 
put  E.M.F.  of  uniform  amount  per  unit  of  resistance.  If  r  be  the  whole 
resistance  of  the  chain,  and  e  the  whole  intrinsic  KM.F.,  we  shall  have 
e  —  re,  where  c  is  the  current  to  be  added  to  the  current  due  to  difference 
of  potential.  No  change  will  be  produced  in  the  currents  in  the  other 
branches.  Then  we  may  take  another  chain  (part  of  which  may  belong 
to  the  first),  and  do  the  same  for  it,  and  similarly  for  all  the  chains  that 
may  be  made  up.  The  final  resultant  will  not  alter  the  potentials  or 
the  terminal  supplies. 

We  may  pass  with  less  difficulty  than  might  be  imagined  to  the 
corresponding  question  when  we  are  concerned,  not  with  a  linear 
system,  but  with  a  conducting  mass  of  any  shape  and  size,  and  of  any 
conductivity,  uniform  or  not,  with  or  without  isotropy.  Let  P  be  the 
potential  at  any  point  of  the  bounding  surface  of  the  body,  in  general  a 
function  of  its  position,  varying  from  point  to  point  over  the  surface. 
We  may  conveniently  divide  the  surface  into  unit  areas,  and  assume 
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the  potential  of  such  an  area  to  be  its  mean  potential.  A  unit  area 
thus  corresponds  to  a  terminal  in  the  former  sense.  Since  we  may  take 
our  unit  area  as  small  as  we  please,  we  shall  clearly  arrive  at  results 
which  are  correct  in  the  limit.  Let  also  Q  be  the  current  supplied  to 
the  body  per  unit  area,  corresponding  to  the  former  Q,  Then,  exactly 
as  before,  2  FQ^  with  the  summation  extended  over  the  whole  surface, 
expresses  the  energy  communicated  to  the  body  per  second,  the  rate  of 
working  of  the  E.M  F.'s  on  the  current.  (Although  we  here  have  our 
terminals,  for  simplicity  of  diction,  solely  upon  the  exterior  bounding 
surface  of  the  conductor,  yet  what  follows  will  not  be  affected  by  causing 
our  conducting  body  to  be  bounded  by  any  number  of  internal  surfaces 
as  well,  to  be  counted  with  the  exterior  surface ;  thus  we  might  have 
an  infinitely  extended  conductor  with  internal  electrodes  to  be  taken 
for  the  bounding  surface.) 

Now,  F  being  given  over  a  portion,  and  Q  over  the  remainder  of  the 
surface,  and  the  resistance  of  every  part  of  the  body  being  given,  and 
that  there  are  no  internal  intrinsic  em.f.'s,  the  distribution  of  current 
is  determinate  and  is  unique,  as  well  as  the  distribution  of  potential, 
when  Ohm's  law,  or  its  linear  extensions,  are  followed,  their  character- 
istic being  that  if  we  cause  an  electric  force  to  act  when  there  is  an 
already  existing  electric  force  with  its  corresponding  current,  the  new 
electric  force  produces  its  current  just  as  if  the  other  current  did  not 
exist;  t.«.,  the  resultant  electric  force  corresponds  to  the  resultant 
current  in  the  same  way  as  the  separate  electric  forces  do  to  their 
currents.  In  the  first  place,  that  there  must  be  current  is  obvious  if  Q 
Have  any  value  not  nil  at  any  part  of  the  surface,  or  if  F  is  not  the 
same  all  over  the  surface  and  the  body  has  any  conductivity  at  all. 
And  that  there  can  be  but  one  distribution  of  current  and  of  potential 
throughout  the  body  under  the  given  circumstances  may  be  simply 
proved  as  formerly  for  a  linear  system.  If  two  systems  of  current 
could  exist  separately  with  the  same  F  at  certain  parts  of  the  surface 
and  the  same  Q  at  others,  their  difference  would  constitute  a  third 
system  in  which  there  would  be  no  potential  at  certain  parts  of  the 
surface  and  with  no  current  entering  the  body  through  any  portion 
of  the  remainder.  Hence  2  P$  =  0  in  this  third  distribution,  and  it  is  a 
state  of  no  current  anywhere,  for  if  there  were  any,  heat  would  result 
with  no  supply  of  energy  to  produce  it,  since  there  are  no  intrinsic 
E.M.F.'s.  Thus  there  can  be  but  one  distribution  of  current  possible, 
and  since  Ohm's  law  or  its  extensions  give  the  corresponding  distribu- 
tion of  electric  force,  if  the  potential  is  given  at  any  part  of  the  surface 
it  becomes  known  everywhere. 

Next  we  have  to  see  what  form  the  equation  ^FQ  =  ^EC  takes. 
Divide  the  body  into  unit  volumes,  and  let  l!  and  C  be  now  the  electric 
force  and  the  current-density,  these  being  not  in  general  in  the  same 
direction,  and  therefore  to  be  treated  as  vectors.  Now  Q  is  the  normal 
component  inwards  of  the  surface  current ;  hence,  since  F  is  scalar,  FQ 
is  the  normal  component  of  the  vector  PC,  and  we  may  at  once  apply 
the  general  theorem  expressing  the  surface-integral  of  a  vector  as  a 
volume-integral.     The  energy  supplied  to  the  body  per  second  through 
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its  surface  equals  the  sum  of  the  energies  supplied  through  the  surface 
of  each  unit  of  volume.    Hence 

2  PC  =  2  conv  PC, 

where  the  second  summation  extends  throughout  the  body.  Perform- 
ing the  operation  of  convergence,  we  have 

conv  PC  =  EC  +  P  conv  C. 

But  the  current  has  no  convergence,  or  does  not  accumulate  anywhere ; 
hence,  finally, 

2:pe  =  2EC, 

the  first  summation  referring  to  the  surface  and  the  second  to  the 
volume  it  encloses. 

This  equation  is  quite  independent  of  the  nature  of  the  conductor,  or 
of  any  relation  whatever  between  electric  force  and  current,  following 
strictly  from  the  property  of  the  current  that  it  has  no  convergence  and 
of  the  electric  force  that  it  is  the  rate  of  decrease  of  the  potential. 
But  we  must  introduce  connection  between  E  and  C.  First,  if  the 
conductor  be  isotropic,  we  have  E  =■  BC^  where  R  is  the  resistance  per 
unit  volume,  and  therefore 

2PG  =  2J?C2 

simply,  where  of  course  E  may  be  variable  from  point  to  point.  Should 
isotropy  not  prevail,  we  have,  instead,  the  three  linear  equations  of 
resistance  [p.  287j, 

X^Tj^u^  .  .  .,    etc. ; 
consequently  now 

2PG  =  2(riii*2+  ...), 

the  most  general  form.  [See  also  p.  302.1  But  there  is  no  occasion 
whatever  to  use  the  lengthy  expression  for  the  heat,  it  being  quite 
sufficient  to  write  2  "ED,  with  the  understanding  that  E  and  C  are  related 
through  the  linear  equations. 

Whilst  P  and  Q  are  unchanged,  let  the  natural  current  be  altered 
from  C  to  C  +  C^.  This  can  only  be  by  the  addition  of  systems  of 
internal  current  that  either  do  not  reach  the  surface  at  all,  or,  if  so, 
do  it  tangentially,  so  as  not  to  alter  the  surface  supply ;  and  intrinsic 
E.M.F.  must  be  supplied  just  sufficient  to  keep  up  the  new  currents.  E 
becomes  E  +  E^,  where  E^  bears  to  C^  the  same  relation  as  E  to  0.  The 
total  heat  becomes 

2  (E  +  Ei)(C  +  Ci),    or    2EC-f  2EiCi  +  2ECi-f  2BiC, 

by  expanding. 

We  can  easily  show  that  the  third  sum  vanishes.  For  C^  consists  of 
closed  tubes  of  current  entirely  within  the  body.  Select  one  of  these, 
of  very  small  section,  and  sum  up  2  EC,  for  it  alone.  Since  C^  is 
constant  for  the  tube  we  obtain  (7^  x  line-integral  of  E  once  round  the 
tube,  and  since  the  line-integral  is  the  sum  of  differences  of  potential 
round  a  closed  curve  it  vanishes.  Hence  2  EC^  =  0  for  any  tube,  and 
for  all. 
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As  for  the  fourth  sum,  if  the  coefficients  of  resistance  form  a 
symmetrical  system,  ^i2"%»  ®^* »  *-^'>  ^^  there  is  no  rotatory  property, 
we  have  ECj  =  E^C  at  every  point  of  the  mass  [see  p.  288J.  Hence 
SBjC  also  vanishes,  and  the  heat  reduces  to  SEC  +  ^IEjCi.  "^^^^  ^^> 
when  the  systems  C  and  C^  coexist,  the  heat  is  the  sum  of  their  separate 
heats.  The  heat  added  to  the  original  heat  by  altering  the  current 
being  positive,  the  actual  distribution  of  current  C  must  be  that 
arrangement  out  of  all  consistent  with  the  supply  conditions  that 
makes  the  heat  a  minimum.     Then,  and  only  then,  it  equals  ^  FQ, 

When  the  rotatory  property  exists  E^C  is  not  equal  to  ECj ;  hence  it 
is  not  proved  that  SEjC  =  0,  and  it  requires  separate  treatment.  Let 
C2  be  the  current  that  must  be  added  to  C^  to  make  the  current  that 
would  correspond  to  the  same  electric  force  Ej  if  the  transverse 
coefficients  of  conductivity  changed  places,  ^2  becoming  A^gi,  etc.    Then 

2EiC  =  2EC2 
throughout  the  body, 

=  2 PCs  (surf-)  +  ^Pdiv  Co  (vol.), 

where  Q2  is  the  normal  component  of  C2.  Here  C^  being  real,  £^  is 
real ;  but  G^  is  not  a  system  of  closed  currents,  or  div  C2  does  not 
vanish;  neither  does  Q^  necessarily  vanish.  The  disappearance  of 
2  EjC  does  not  therefore  follow. 


Section  VIII.    Thermo-Elkctric  Force.    Peltier  and 

Thomson  Effects. 

We  had  occasion  in  Section  YII.  to  consider  the  distribution  of  steady 
current  in  a  conducting  body  of  any  conductivity,  uniform  or  variable, 
and  with  or  without  identity  of  properties  as  regards  the  electric  current 
in  different  directions,  such  system  of  current  being  supposed  to  be  kept 
up  by  E.M.F.  arising  purely  from  difference  of  potential,  there  being  sup- 
posed to  be  no  internal  intrinsic  km.f.'s.  This  is,  however,  an  ideal 
state  of  things.  For,  in  a  perfectly  homogeneous  and  non-crystalline 
conductor  there  are  intrinsic  electric  forces  unless  every  part  of  it  be  at 
one  temperature.  And,  whenever  there  is  change  of  material  or  of 
structure  there  is  usually  intrinsic  electric  force,  even  without  change 
of  temperature  at  the  place.  Also,  in  a  naturally  crystalline,  or  in  an 
originidly  isotropic  material  when  strained,  the  intrinsic  electric  forces 
arising  from  difference  of  temperature  are  altered  so  that  the  thermo- 
electric qualities  vary  in  different  directions.  In  general,  when  an 
electric  current  passes  from  one  material  to  another,  or  in  one  material 
from  a  hot  to  a  cold  place,  it  produces,  besides  the  ordinary  ''frictional" 
generation  of  heat  according  to  Joule's  law,  which,  varying  in  amount 
as  the  square  of  the  current,  is  irreversible,  or  always  positive,  thermal 
effects  which  are  reversible  with  the  current,  being  a  heating  or  a  cool- 
ing, according  to  its  direction.  To  the  consideration  of  the  theory  of 
these  reversible  effects  we  now  proceed. 
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If  a  conductor  forming  part  of  a  galvanic  circuit,  or  of  a  circuit  con- 
taining any  constant  source  of  electrical  energy  outside  the  conductor 
under  observation,  is  w holly  of  one  homogeneous  metal,  and  is  all  at  the 
same  temperature,  the  heat  which  is  the  result  of  the  current  is  generated 
uniformly  per  unit  of  resistance,  the  amount  being  RC^  per  second  in  a 
portion  of  resistance  7i,  with  the  steady  current  C  But  if  the  conductor 
is  made  up  of  a  number  of  different  metals,  still  all  at  one  temperature, 
there  will  be,  besides  the  above  heating,  a  heating  effect  at  some  junc- 
tions and  a  cooling  at  others,  their  sum  balancing  on  the  whole,  so  that 
the  whole  heat  is  still  in  accordance  with  Joule's  law.  And  when  the 
current  is  reversed,  at  any  junction  where  there  was  previously  a  heating 
there  will  now  be  a  cooling,  and  conversely.  This  is  the  Peltier  rever- 
sible thermal  effect  of  the  current. 

To  particularise,  when  an  iron  wire  is  inserted  between  two  copper 
wires,  and  a  current  is  passed  through  them,  there  is  a  cooling  at  the 
junction  where  the  current  goes  from  copper  to  iron,  and  a  heating 
where  it  goes  from  iron  to  copper,  whilst  away  from  the  junctions  the 
heating  is  as  the  square  of  the  current.  The  amounts  of  these  heating 
and  cooling  effects  are  found  to  vary  in  simple  proportion  to  the  strength 
of  the  current  (their  reversibility  shows  that  they  must  vary  as  some 
odd  function  of  the  current — first,  third,  etc.,  powers,  or  combinations). 
Hence,  in  the  resistance  R  containing  a  junction,  the  heat  per  second  is 
not  R&y  but  PC  +  RC\  where  -P  is  a  quantity  independent  of  C.  What 
it  does  depend  on  will  be  seen  later.  P  is  positive  at  the  iron-copper 
junction,  and  negative  at  the  copper-iron  junction  (the  order  of  the 
linked  metals  showing  that  of  the  current),  or  the  extra  heat  is  PC  at 
the  iron-copper  and  the  deficiency  PC  at  the  copper-iron  junction,  if 
we  reckon  P  always  positive.  We  have  thus  a  transference  of  an 
amount  of  heat  PC  from  the  copper-iron  to  the  iron-copper  junction, 
when  both  are  at  the  same  temperature,  taking  place,  not  by  heat  con- 
duction, but  through  the  medium  of  the  energy  of  the  electric  current 
we  pass  through  the  wire. 

Since  RC^t  represents  an  amount  of  energy,  and  also  PCU  both  being 
heats  generated  in  time  /,  the  quantity  P  is  clearly  an  E.M.F.  In  fact, 
if  E  is  the  externally  impressed  E.M.F.  in  a  portion  of  the  circuit 
containing  one  junction,  we  have 

EC^PC+RCK 

Hence  E-P==RC, 

or  the  actual  e.m.f.  is  ^  -  P.  Thus,  from  the  Peltier  effect  we  recognise 
the  existence  of  at  least  two  km.f.'s  in  the  circuit  besides  that  of  the 
battery,  which  do  not,  at  least  immediately,  appreciably  alter  the  current 
strength,  from  their  being  equally  strong  and  oppositely  directed  in  the 
circuit,  and  whose  localities  are  the  two  junctions.  In  short,  there  is 
an  intrinsic  E.M.F.  P  from  copper  to  iron  at  both  junctions.  This  is  the 
real  contact  force  of  copper  and  iron.  All  others  are  counterfeits.  To 
distinguish  it  from  the  apparent  contact  force  of  copper  and  iron  in  air 
or  other  medium,  often  erroneously  referred  to  the  metallic  contact,  we 
shall  call  it  the  Peltier  K  m.f. 
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Any  two  metals  exhibit  the  Peltier  km.f.,  and  to  a  difterent  extent 
at  different  temperatures.  Its  magnitude  is  obtainable  without  ambig- 
uity by  measurements,  when  possible,  of  the  reversible  heat  effect  at  a 
junction.  If  it  is  a  cooling,  the  em.f.  acts  with  the  current;  if  a 
heating,  against  it ;  and  the  magnitude  of  P  (being,  of  course,  rcijCt), 
is  numerically  equal  to  the  extra  heat  produced  during  the  passage  of 
the  unit  of  electricity  through  the  junction,  and  is  found  by  dividing  the 
extra  heat  in  time  t  by  the  integral  current  in  that  time.  The  extra 
heat  may  be  found  by  two  measurements  of  the  whole  heat  generated, 
one  with  the  current  from  copper  to  iron,  and  the  second  from  iron  to 
copper,  their  difference  being  twice  the  Peltier  effect. 

Now,  we  could  not  expect  on  cutting  out  the  battery  to  observe  any 
current  in  a  closed  circuit  of  copper  and  iron  if  one  £.M  f.  continued  to 
exactly  balance  the  other,  as  happens  when  the  junction  temperatures 
are  equal.  And,  in  fact,  in  a  circuit  of  any  number  of  metals  whose 
junctions  are  all  at  one  temperature  no  current  is  to  be  observed  ;  hence, 
just  as  for  two  metals  we  have 

(the  order  of  the  small  subscript  letters  indicating  the  direction  of  the 
E.1LF.,  thus  in  P^,  from  metal  a  to  metal  2>),  so  for  three  metals  we  must 
have 

P^^-P^^P^^O 

at  one  temperature,  with  similar  extensions  to  any  number  of  metals. 
This  summation  law  of  Peltier  k.m.f.'s  shows  that  we  may  refer  all 
metals  to  one  metal  as  a  standard ;  hence  we  may  drop  one  letter  when 
the  standard  is  one  of  the  metals.  P„  and  P»  being  the  Peltier  e.m.f.'8 
from  a  and  from  h  to  the  standard  metal,  that  from  a  to  \  or  P^,  is 

But  our  battery  current  heated  the  iron-copper  and  cooled  the  copper- 
iron  junction,  destroying  the  equality  of  temperature,  and  on  cutting 
out  the  battery  there  is  a  weak  current  found  in  the  circuit  whose 
direction  is  opposed  to  the  original  current,  viz.,  from  copper  to  iron  at 
the  warmer  junction,  which  ceases  quickly  on  restoration  of  equality  of 
temperature.  It  may,  however,  be  maintained  indefinitely  by  mere 
application  of  heat  to  one  of  the  junctions  to  keep  up  a  difference  of 
temperature,  and  the  current  will  be  always  from  copper  to  iron  at  the 
warmer  junction  when  the  temperature  does  not  depart  greatly  from  the 
ordinary  atmospheric  temperature.  We  now  have  the  thermo-electric 
current  of  Seebeck  and  Gumming.  As  the  current  in  this  case  is  in  the 
reverse  direction  to  that  of  the  battery  current  which  would  cause  the 
same  difference  of  temperature,  there  must  now  be  a  transference  of 
heat  in  the  reverse  direction,  viz.,  from  the  warm  to  the  cold  junction  ; 
heat  must  be  supplied  at  the  warm  junction  to  prevent  it  cooling,  and 
heat  must  be  taken  away  at  the  cold  junction  to  keep  it  from  getting 
warmer,  quite  apart  from  the  frictional  heat,  and  the  alteration  of  tem- 
perature by  thermal  conduction,  radiation,  etc.  P^  and  P^  being  the 
Peltier  £.M.F.'8,  now  no  longer  equal,  we  should  have 

Pi-P.  =  7?6', 
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by  Ohm's  law.  Also  P^C  of  heat  is  absorbed  at  the  hot  junction 
per  second,  P^C  generated  at  the  cold,  and  their  difference,  which 
equals  RC\  is  frictionally  generated.  This  is  in  accordance  with 
Ohm's  law  and  the  law  of  conservation  of  energy,  with  the  assump- 
tion that  there  are  no  other  intrinsic  E.M.F.'s  than  the  Peltier  in 
the  circuit. 

So  far,  we  have  no  knowledge  of  how  P  varies  with  the  temperature, 
except  in  this  respect :  that  since  P  is  from  copper  to  iron  when  both 
the  metals  are  at  the  same  (ordinary)  temperature,  and  the  current  is 
from  copper  to  iron  at  the  wanner  junction  when  its  temperature  is 
raised,  it  follows  that  if  P^  be  the  E.M.F.  at  the  cold  and  P^  at  the  warm, 
both  from  copper  to  iron,  P,  must  have  been  increased  by  the  headng, 
for  P2  remains  the  same,  the  temperature  of  the  cold  junction  being 
unaltered.  But  this  legitimate  conclusion  is  soon  found  to  be  utterly 
erroneous.  For  if  we  keep  the  cold  junction  constantly  at,  say,  0"  C, 
and  continuously  raise  the  temperature  of  the  other  junction,  the  current 
increases  up  to  a  maximum  (wnen  the  hot  junction  is  at  about  275**  C), 
and  then  decreases  to  nothing  at  a  higher  temperature  (about  550*  C), 
and  immediately  sets  in  the  reverse  way  on  further  heating,  viz.,  from 
iron  to  copper  at  the  hot  junction. 

Now,  it  has  been  proved  that  when  a  junction  is  at  the  temperature 
275**  C,  there  is  neither  absorption  nor  generation  of  heat  there,  ie., 
Pj  =  0,  or  the  metals,  iron  and  copper,  are  thermo-electrically  neutral 
at  this  temperature.  Hence,  when  the  hot  junction  is  at  this  neutral 
temperature,  the  current  being  from  copper  to  iron  thert^  and  the  only 
known  E.M.F.  being  from  copper  to  iron  at  the  cdd  junction,  the  current 
is  against  the  E.M.F.  Therefore  there  must  be  other  e.m.f.'s  in  the 
circuit  not  at  the  junctions,  whose  sum  is  greater  than  Pj,  the  Peltier 
KM.F.  at  the  cold  junction,  and  opposed  to  it  in  direction.  Three 
courses  are  open :  (1)  There  must  be  an  E.M.F.  in  copper  from  cold  to 
hot,  with  possibly  a  weaker  in  the  iron,  also  from  cold  to  hot.  (2)  Or, 
RM.F.'s  in  the  copper  and  iron  from  hot  to  cold,  the  latter  being  the 
greater.  (3)  Or,  an  E.M.F.  in  iron  from  hot  to  cold,  and  in  copper  from 
cold  to  hot  In  all  three  cases  their  sum  to  be  greater  than  P^  and 
against  it  in  the  circuit. 

The  existence  of  e.m.f.'s  (with  reversible  thermal  effects)  in  unequally 
heated  wires  was  theoretically  predicted  by  Sir  W.  Thomson,  reasoning 
from  the  behaviour  of  iron  and  copper,  and  he  afterwards  verified  his 
prediction  experimentally,  and  determined  the  directions  of  the  k.m.f/s. 
The  reasoning  itself  is  of  the  simplest  character,  but  the  results  thereof 
may  be  put  into  a  form  likely  to  cause  some  bewilderment.  Following 
the  analogy  of  a  material  fluid  moving  in  a  pipe  unequally  heated,  and 
giving  out  or  receiving  heat  in  its  motion.  Sir  W.  Thomson  expressed 
hie  results  in  terms  of  the  convection  of  heat  by  vitreous  or  by  resinous 
electricity.  If  the  E.M.F.  in  a  metal  is  from  cold  to  hot,  the  specific  heat 
of  electricity  in  that  metal  is  positive,  and  it  is  the  vitreous  electricity 
that  carries  heat  with  it ;  whilst,  if  the  E.M.F.  is  from  hot  to  cold,  the 
specific  heat  is  negative,  and  the  resinous  electricity  conveys  the  heat 
For,  imagine  the  fluid  at  rest  in  the  pipe  in  the  first  place,  the  fluid 
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having  everywhere  the  temperature  of  the  pipe  at  the  place  where  it 
may  be.  Set  the  fluid  moving;  as  the  fluid  moves  from  colder  to 
warmer  places  it  receives  heat  from,  and,  therefore,  cools  the  pipe ; 
this  heat  it  carries  with  it  until  it  reaches  places  where  the  temperature 
falls,  when  it  gives  out  the  heat  and  warms  the  pipe.  We  have  similar 
heat  effects  in  a  wire  when  the  e.m.f.  acts  from  cold  to  warm,  a  cooling 
when  the  current  passes  from  cold  to  warm,  and  a  heating  when  from 
warm  to  cold,  hence  the  electric  current  acts  as  a  real  fluid  would 
do.  But  should  the  E.M.F.  be  from  hot  to  cold,  the  heat  convection 
would  be  reversed,  therefore  now  it  is  the  resinous  electricity  that 
carries  heat  with  it.  I  had  much  difficulty  in  following  thermo- 
electric descriptions  in  terms  of  the  specific  heat  of  electricity  and 
the  convection  of  heat  by  resinous  or  vitreous  electricity.  However, 
all  that  it  is  necessary  to  remember  is  whether  the  em.f.  acts  from 
cold  to  hot  or  from  hot  to  cold.  The  corresponding  absorptions  and 
generations  of  heat  when  a  current  passes  may  be  of  course  easily 
deduced. 

Let  (T  be  the  E.M.F.  from  cold  to  hot  per  unit  rise  of  temperature  in 
any  metal.  Then  a-  is  Sir  W.  Thomson's  specific  heat  of  electricity 
(**  without  hypothesis,  but  by  an  obvious  analogy  *').  It  would  be  very 
much  better  if  this  important  quantity  had  a  less  misleading  name,  but 
I  cannot  at  present  think  of  a  suitable  word  to  convey  a  connection 
between  an  EM.F.  and  a  rise  or  fall  of  temperature.  But  the  whole 
EM.F.  in  a  wire  due  to  this  cause  may  be  suitably  called  the  Thomson 
E.M.F.,  as  the  reversible  heat  effect  is  called  the  Thomson  effect ;  simi- 
larly to  Peltier  effect  and  em.f.  Thus  the  Thomson  e.m.f.  in  a  wire 
whose  terminal  temperatures  are  /^  and  t^,  t^  being  the  higher,  is  simply 

I   (rdty  acting  when  it  is  positive  from  the  low  to  the  high  temperature. 

In  a  closed  circuit  of  one  metal,  it  vanishes ;  the  terminals,  which  may 
now  be  anywhere,  having  the  same  temperature. 

Regarding  this,  it  was  proved  by  Magnus  that  there  was  no  current 
in  a  closed  circuit  of  one  metal,  however  the  temperature  varied,  and 
also  however  the  section  varied.  Though  this  has  been  sho^^n  later  to 
be  not  always  rigidly  true  in  extreme  cases,  yet  the  departures  are  very 
small.  Assuming  its  exact  truth,  it  follows  that  in  a  circuit  of  one 
metal  the  EH.F.  from  one  point  to  another  must  be  the  same  by  either 
path  ;  and  generally,  the  integral  E.M.F.  between  points  at  temperatures 
L  and  ^  must  be  independent  of  the  intermediate  temperatures,  and 
uierefore  must  equal  T^  -  T^  where  T^  and  Tg  *^re  the  values  at  temper- 
atures LsLnd  ^2  of  a  function  T  of  the  temperature  only  (for  a  single 
metal),  the  £  m.f.  per  unit  rise  of  temperature  being  therefore  dT/dt 
Therefore,  if  T.  and  T^  are  the  values  of  T  for  two  metals  a  and  h,  the 
complete  em.f.  in  a  circuit  of  two  metals  (which  might  be  called  the 
Seebeck  EM.F.)  is 

E^^[Pj  +  [Ta-T,]\ (1) 

2  2 

where  the  square  brackets  indicate  that  the  difference  of  the  functions 


E 
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at  temperatures  t^  and  U  must  be  taken.  The  T's  being  reckoned  from 
cold  to  hot,  the  Peltier  E.M.F.  from  a  to  6,  and  t^  being  the  higher 
temperature,  when  E^  is  positive  the  current  sets  in  from  a  to  6  at  the 
hot  junction.     In  terms  of  cr  we  have 

= [^«  j' +  pK  -  <^6)<^/. i:^) 

How  P  and  <r  vary  with  tlie  temperature  there  is  nothing  to  show  so 
far,  except  that  we  know  that  with  copper  and  iron  P  falls  to  zero  as 
the  temperature  rises  from  0°  to  275%  whilst,  as  Sir  W.  Thomson  found, 
cr  is  positive  in  copper  and  negative  in  iron,  or  the  e.m.f.  is  from  cold 
to  hot  in  copper  and  from  hot  to  cold  in  iron.  This  was  to  the  dis- 
coverer a  most  unexpected  conclusion,  he  expecting  to  find  o-  either 
positive  in  both  or  negative  in  both,  having  a  slight  bias  in  favour  of 
the  foi-mer.  Thus,  both  Thomson  em.f.'s  act  the  same  way  in  the 
circuit  as  if  from  copper  to  iron  at  the  hot  junction.* 

The  phenomenon  of  thermo-electric  invei'sion  or  reversal  of  direction 
of  the  current  by  raising  the  temperature  of  one  junction,  discovered 
by  Gumming  and  Seebeck,  is  not  peculiar  to  iron — though  certainly 
especially  noticeable  when  iron  is  one  of  the  metals  paired— but  is  an 
almost  general  property  of  any  two  metals  or  alloys,  with  sufficient 
range  of  temperature.  It  is  so  easily  observed  in  the  iron-copper  couple 
that  it  is  scarcely  credible  that  many  early  observers  should  nave  been 
unable  to  verify  it.  An  interesting  way  of  observing  it  is  with  the 
telephone.  Connect  a  low-resistance  telephone  with  a  copper  wire, 
with  an  iron  wire  inserted,  and  make  and  break  connection  so  rapidly 
by  means  of  a  rheotome  that  a  weak  current  in  the  circuit  will  give  a 
pure  musical  tone.  Warming  a  junction  with  the  hand  will  bring  on 
the  sound.  Bringing  it  near  a  hot  flame  will  be  sufficient  to  raise  the 
sound  to  its  maximum,  which  is  when  the  neutral  point  is  reached. 
On  further  heating  the  sound  falls  steadily  to  a  dead  silence,  and  then 
returns.  This  is  at  about  low  red  heat.  Still  further  heating  raises 
the  soimd  steadily  up  to  about  twice  the  loudness  at  its  former  maxi- 
mum, and  at  the  highest  temperatures  the  sound  is  about  stationary. 
That  is  to  say,  on  first  removal  from  the  source  of  heat,  although  the 
junction  is  cooling  most  rapidly,  yet  the  sound  is  stationary  for  a 
moment,  or  falls  only  slowly,  before  the  rapid  fall  sets  in  and  the 
reverse  phenomena  occur.  This  shows  that  there  is  a  second  maxi- 
nnim  ;  and,  in  fact,  with  a  thin  steel  wire,  there  was  a  decided  increase 
of  sound  on  first  removal  from  the  source  of  heat,  showing  that  the 
second  maximum  had  been  passed,  which  I  could  not  observe  with  soft 
iron.  The  temperature  of  the  junction  at  the  second  maximum  could 
not  be  much  less  than  the  melting  point  of  copper,  1,090^  C,  for  the 
thin  copper  wire  did  partially  melt  sometimes.  On  the  other  hand,  if 
the  wires  be  thick,  it  is  much  more  difficult  to  heat  them  sufficiency. 
The  reason  of  the  second  maximum  will  appear  later. 

*  [Thomson's  researches  are  to  be  found  collected  in  his  *' Mathematical  aud 
Physical  Papers,"  vols.  i.  and  ii.;  his  theory  being  in  vol.  i.  and  experiments 
mostly  in  vol.  ii.  ] 


THE  ENERGY  OF  THE  ELECTRIC  CURRENT.  315 

In  saying  that  there  is  no  current  in  an  unequally  heated  circuit  of 
one  metal,  it  is  of  course  to  be  understood  that  the  metal  is  all  the 
same  metal — not  merely  all  copper,  for  instance,  but  the  same  copper. 
Different  specimens  may  give  strong  thermo-electric  currents.  Thus, 
two  copper  wires  of  the  same  gauge  and  make  gave,  when  one  of  their 
junctions  was  at  bright  red,  a  current  nearly  as  strong  ns  that  in  the 
copper-iron  couple  at  the  first  maximum,  which  indicates  an  e.m.f.  of 
about  '003  volt,  and  it  w^as  the  same  with  several  fresh  joints,  proving 
a  great  difference  of  quality.  It  sometimes  happens,  too,  that  the 
sudden  insertion  of  a  wire  into  a  flame  will  bring  on  a  faint  sound, 
without  any  possibility  of  heating  of  junctions.  This  may  be  due  to  a 
difference  of  structure  in  parts  of  the  same  wire,  either  existing 
originally,  or  brought  on  by  different  parts  of  the  wire  having  been 
subjected  to  different  treatment  before  the  experiment,  and  not  Yiaving 
returned  to  identity. 


Section  IX«.    The  First  and  Second  Laws  of 

Thermodynamics. 

The  equation  already  given  for  the  total  km.f.  in  a  thermo-electric 
circuit  of  two  metals  [equation  (2)  p.  314]  in  terms  of  the  Peltier  and 
Thomson  forces,  or  the  reversible  heat  effects  per  unit  quantity  of 
electricity  at  the  junctions  and  in  the  unequally  heated  parts  of  the 
separate  metals  respectively,  involves  no  hypothesis.  If  we  could 
measure  the  values  of  PQ  and  of  (tQ  (the  Peltier  and  Thomson  heats 
produced  by  the  passage  of  any  quantity  Q  of  electricity)  for  all  pairs  of 
metals,  and  at  a  sufficient  number  of  different  temperatures,  thus  obtain- 
ing P  and  o-  as  functions  of  the  temperature,  we  should  have  all  the  data 
required  for  the  calculation  of  the  thermo-electric  force  in  any  metallic 
circuit.  But  at  this  point  of  the  inquiry  a  remarkable  speculation  of 
Sir  W.  Thomson  comes  in,  furnishing  an  excellent  example  of  the  great 
aid  to  be  derived  from  mathematical  theorising  in  giving  a  direction  to 
experimental  inquiry  and  facilitating  the  practical  completion  of  the 
theory.  For  the  science  of  Thermodynamics,  which  at  the  time  of  its 
application  to  Thenno-electricity  had  only  just  been  established  on 
correct  principles,  furnishes  information  as  to  a  relation  between  the 
Peltier  and  Thomson  effects  and  the  temperature,  which,  though  not 
amounting  to  strict  demonstration,  is  yet  of  great  probability  and 
suggestiveness. 

There  are  in  Thermodynamics  two  fundamental  laws.  The  first 
expresses  the  equivalence  of  heat  and  work,  an  example  of  the  principle 
of  conservation  of  energy,  and  first  applied  to  Thermodynamics  by 
Clausius.  Let  a  substance  be  made  to  go  through  a  cycle  of  changes,  at 
the  end  of  which  it  returns  exactly  to  its  original  state,  having  during  the 
cycle  been  varying  in  pressure,  temperature,  and  volume,  and  receiving 
or  losing  heat  during  its  changes  of  temperature,  and  doing  external 
work  or  having  work  done  upon  it  by  its  pressure  during  its  changes 
of  volume.     Let  //,,  H.^  ...,  be  the  amounts  of  heat  successively  given 
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to  the  substance,  heat  given  out  being  reckoned  negatively,  and  let  IF 
be  the  whole  external  work  performed  by  the  substance  during  the 
cycle,  then 

expresses  the  First  Law  of  Thermodynamics.  If  2  H  be  positive,  or 
heat  be  given  to  the  substance  on  the  whole,  it  is  accounted  for  by  the 
external  work  done  by  it  during  the  cycle,  since  the  body  is  in  the 
same  state  at  the  end  as  at  the  beginning,  and  contains  the  same  amount 
of  heat,  whilst  if  2  ^  be  negative,  there  has  been  work  done  upon  the 
substance.  In  the  first  case  heat  is  transferred  from  higher  to  lower 
temperatures,  in  the  latter  from  lower  to  higher.  Any  such  arrange- 
ment is  a  heat  engine,  by  means  of  which  work  may  be  obtained  from 
heat,  or  conversely. 
The  mathematical  expression  of  the  Second  Law  is 

2H//  =  0, 

when  the  cycle  of  operations  is  completely  reversible,  t  denoting  the 
temperature  at  which  the  quantity  H  of  heat  is  given  to  the  substance. 
It  is  a  consequence  of  Carnot's  reasoning  regarding  reversible  heat 
engines,  when  his  erroneous  assumption  of  the  materiality  of  heat  is 
discarded,  and  the  equivalence  of  heat  and  work  admitted  in  its  place. 
As  shown  by  Camot,  the  test  of  perfection  in  a  heat  engine  is  its  perfect 
reversibility.  Thus,  if  it  work  between  the  temperatures  t^  and  i^  on 
any  scale,  the  working  substance  receiving  heat  of  amount  H^  from  a 
hot  body  at  the  higher  temperature  Z^,  and  giving  out  an  amount  H^  to 
a  cold  body  at  the  temperature  t^,  and  performing  therefore  JV=H^-H^ 
of  work  in  a  cycle ;  and  if  the  operations  be  completely  reversible, 
so  that  by  doing  fV  of  work  on  the  substance,  R^  of  heat  is  taken  from 
the  cold  body  and  the  greater  amount  H^  =  fF+  H^  given  to  the  hot 
body,  such  an  engine  is  perfect ;  in  this  sense,  that  no  other  engine  can 
possibly  do  a  greater  amount  of  work  with  the  same  supply  of  heat  and 
working  between  the  same  temperatures.  If  there  could  be  an  engine 
B  which  should  have  a  greater  efficiency  than  a  given  reversible  engine 
A^  the  two  might  be  coupled,  both  working  between  the  same  tempera- 
tures, B  working  direct,  receiving  H^  of  heat  from  the  hot  body  and 
driving  A  backward  (since  A  is  reversible)  with  an  excess  of  useful 
work.  For  B  would  do  more  work  in  its  direct  action  than  would  be 
needed  to  drive  A  backwards  and  give  back  to  the  hot  body  the  heat 
U-^^  which  B  received  therefrom,  and  we  could  thus  obtain  a  perpetual 
supply  of  work  from  heat  at  the  lower  temperature,  i.e.,  without  letting 
heat  down  from  a  higher  to  a  lower  temperature,  which  is  admittedly 
impossible.  [This  was  made  an  Axiom  by  Clausius  and  Thomson, 
though  in  different  forms.] 

It  follows  that  all  heat  engines  working  between  the  same  tempera- 
tures have,  if  they  are  reversible,  the  same  efficiency,  or,  in  other 
words,  the  efficiency  is  independent  of  the  nature  of  the  working 
substance,  and  depends  only  upon  the  temperatures  between  which  it 
works.  Le,y  the  ratio  W :  H.  is  a  function  of  t^  and  t^  only,  or, 
more  conveniently,  the  ratio  n^  iH^  ia  sl  function  of  ^  and  t^  only. 
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The  nature  of  this  fanction  could  therefore  be  found  by  experiment 
upon  any  substance. 

Now,  if  the  substance  be  air,  and  the  scale  of  temperature  be  that  of 
the  air  thermometer,  whose  zero  is  273  °C.  below  the  freezing  point  of 
water  (air  and  other  gases  expanding  nearly  alike  in  the  ratio  273  :  373 
when  raised  from  0**  to  100  ''C.  at  constant  pressure),  then,  by  the  known 
gaseous  laws,  and  with  the  assistance  of  the  experimentally  known  fact 
that  a  gas  in  expanding  from  one  volume  to  another  requires  no  heat  (or 
nearly  none)  to  be  supplied  to  it  to  keep  its  temperature  from  falling 
(unless  it  be  performing  external  work  during  the  expansion,  when  an 
equivalent  amount  of  heat  must  be  supplied  to  the  gas),  it  is  easily 
shown  that  the  ratio  of  the  heat  supplied  to  the  substance  at  the  higher 
to  that  given  out  by  it  at  the  lower  temperature,  when  working  reversibly, 
is  simply  the  ratio  of  the  temperatures.     That  is, 

or 

And,  extending  this  to  any  reversible  cycle,  reckoning  heats  given  out 
as  negative,  the  corresponding  equation  is 

or  simply 

each  amount  of  heat  being  divided  by  the  temperature  at  which  it  is 
supplied. 

This,  however,  depends  for  its  accuracy  upon  the  degree  of  closeness 
with  which  air  fulfils  the  gaseous  laws,  and  also  the  above-mentioned 
property  of  requiring  no  supply  of  heat  when  expanding  to  keep  its 
temperature  constant.  Some  gases  cool  a  little,  others  heat  a  little  in 
expanding,  and  the  gaseous  laws  are  not  perfectly  fulfilled  by  any  gas. 
Hence,  although  2  Hjt  =  0  is  very  nearly  true  whatever  be  the  nature  of 
the  working  substance  when  the  temperature  is  reckoned  by  the  air 
thermometer,  yet  it  is  not  exactly  true.  It  would  be  exactly  true  with 
an  imaginary  perfect  gas  for  thermometer.  But,  by  actually  defining 
the  scale  of  temperature  so  as  to  make 

when  an  engine  works  reversibly  between  any  two  temperatures  U  and 
t^  we  have  a  scale  which  is  independent  of  the  properties  of  any 
particular  substance,  which  is  Sir  W.  Thomson's  scale  of  absolute  tem- 
perature.   It  is  practically  the  same  as  that  of  the  air  thermometer. 

In  a  thermo-electric  circuit  we  have  reversible  heat  effects  resembling 
those  taking  place  in  the  cycle  of  a  reversible  heat  engine.  Thus,  in  a 
circuit  of  two  metals,  if  we  make  the  temperature  t^  of  one  junction  a 
.little  higher  than  t^  that  of  the  other,  and  if  P^  and  P^  ^^^  ^^^  corre- 
sponding Peltier  forces,  there  is  absorption  of  heat  PM  and  generation 
PJ^  at  tJae  hot  and  cold  junctions  respectively  during  tne  transfer  of  the 
quantity  of  electricity  Q  by  the  current  set  up,  their  difference  (P^  -  P^Q 
being  expended  in  uniformly  heating  the  circuit  according  to  its  re- 
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distance.  Here  P^Q  corresponds  to  H^,  the  heat  given  at  temperature 
U  to  a  substance  working  reversibly  between  t^  and  /g*  wid  P^Q  to  U^ 
the  heat  given  out  at  the  lower  temperature;  whilst  {Pi—P^Q  corre- 
sponds to  B^-H^=  }F,  the  work  done  by  the  substance.  *  In  both 
cases  there  is  transference  of  heat  from  hot  to  cold,  with  performance 
of  work.  But  the  heat  developed  "  frictionally "  in  the  wire  by 
the  current  is  not  a  reversible  operation.  To  make  the  correspondence 
complete,  we  must  suppose  that  when  the  heat  engine  does  /F  of 
work,  it  immediately  converts  it  into  heat  again  by  working  against 
friction al  forces. 

And,  as  we  may  work  the  engine  backwards,  transferring  heat  from 
cold  to  hot,  taking  H.2  from  the  cold  body,  and  giving  H.-U^-v-  JV  lo 
the  hot  body,  so  we  can,  in  the  thermo-electric  circuit,  oy  sending  a 
current  through  it  in  the  opposite  direction  to  and  of  greater  strength 
than  the  natural  current,  carry  heat  from  the  cold  to  the  hot  junction, 
absorbing  P^JQ  ^^  ^^^  ^^^'^  *^^  generating  P^Q  of  heat  at  the  hot  junction 
during  the  passage  of  Q. 

There  is  also  the  ordinary  conduction  of  heat  going  on,  which  is 
essentially  of  an  irreversible  nature,  and  it  may  be  of  far  greater 
magnitude  than  the  reversible  effects.  But  this  is  completely  ignored 
in  applying  the  Second  Law  to  the  reversible  effects,  and  is  considered 
to  have  no  influence  on  the  phenomenon. 


Sfxtion  IX//.     Application  of  the  Skcond  Law  to 

Thermo-Elkctricity. 

In  the  first  place,  if  there  were  only  the  Peltier  effects  in  a  circuit  of 
two  metals,  a  and  6,  we  should  have 

where  t^  and  t^  are  the  absolute  temperatures  of  the  junctions,  <j  being 
the  higher,  P^  and  P^  the  Peltier  forces,  both  reckoned  from  a  to  6,  and 
Q  the  quantity  of  electricity  passing  whilst  P-^Q.  of  heat  was  absorbed  at 
the  hot  and  P^Q  generated  at  the  cold  junction  ;  or 

i\lk  =  Nh- 

And,  this  holding  for  any  two  temperatures,  the  quantity  Pjt  should  be 
the  same  for  all  temperatures,  a  constant  depending  upon  the  nature  of 
the  two  metals  concerned,  —p  say.     Hence 

P=pt 

would  express  the  Peltier  force  at  any  temperature  ^  and  the  thermo- 
electric force  of  the  circuit  would  be  simply 

and  therefore  be  proportional  to  the  difference  of  temperatures  of  the 
junctions,  whatever  their  absolute  values  might  be. 

This  formula  for  E  is  nearly  true  for  small  differences  of  temperature 
when  we  keep  t^  constant  and  raise  t^  But  the  value  of  |?  must  be 
taken  differently  according  to  what  the  mean  temperatiire  is.     And  the 
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fact  of  inversion  of  current  with  many  pairs  of  metals  shows  that  the 
formula  is  quite  wrong  for  wide  ranges  of  temperature. 

But  now  apply  the  Second  Law  to  hoth  the  Peltier  and  the  Thomson 
effects.  Let  (r„  and  o-^  be  the  e.m.f.*s  from  cold  to  hot  in  a  and  in  b  per 
degree  of  rise  of  temperature.  Then  a-^Q  and  a-^Q  are  the  heats  absorbed 
when  Q  passes  from  cold  to  hot.  Hence,  taking  Q  as  the  unit  of  elec- 
tricity for  simplicity, 

_^l_^+f"«^r5v/  =  0 (3) 

expresses  the  Second  Law.  We  have  the  -  sign  before  Fo^  because 
both  Fs  are  reckoned  from  a  to  6,  and  the  -  sign  before  o-^,  because 
botli  cr's  are  reckoned  from  cold  to  hot,  whilst  the  current  must  go 
from  a  to  6  at  one  junction,  and  from  5  to  a  at  the  other,  and  from  cold 
to  hot  in  one  metal,  and  from  hot  to  cold  in  the  other. 

Equation  (3)  holding  for  any  two  temperatures,  let  the  range  be  1  *, 

the  mean  temperature  being  t,  and  ^j  =  /  +  i**,  ^2  ==  ^  "  i  •  ^^^  ^^^^  g®^» 
(or  by  simply  differentiating  (3) ), 

which  expresses  the  difference  of  "  specific  heats  of  electricity  **  in  the 
two  metals  in  terms  of  the  variation  of  P/t  with  the  temperature.  Let 
^  be  a  metal  in  which  there  is  no  reversible  heat  effect,  i.e.,  let  o-^  =  0. 
Then  by  (4)  we  see  that,  if  the  Peltier  force  divided  by  the  teinperature 
varies  with  the  temperature,  its  increase  per  degree  equals  the  Thomson 
E.M.F.  from  hot  to  cold  divided  by  the  temperature. 

By  means  of  the  relation  in  (4)  we  may  eliminate  the  Thomson  forces 
from  the  equation  of  E.M.F.     This  is. 


from  a  to  6  at  the  hot  junction.     Put  for  o-„  -  rr^  its  value  in  terms  of  P, 
by  (4),  and  integrate,  and  there  results  simply 


E 


=£7'^' <^> 


which  is  Sir  W.  Thomson's  expression  for  the  complete  E.M.F.  in  a  cir- 
cuit of  two  metals  in  terms  of  the  Peltier  force  only,  at  the  temperatures 
intermediate  between  those  of  the  junctions.  In  words,  the  thermo- 
electric force  equals  the  product  of  the  difference  of  temperature  of  the 
junctions  into  the  mean  value  of  Pjt  between  t^  and  t^. 

Let  the  range  be  T,  t^  =  t  +  \,  t^  =  t-^.  Then  we  get  simply  E  =  Pjt, 
In  fact,  the  Thomson  effect  decreases  indefinitely  in  comparison  with 
the  Peltier  effects  at  the  junctions  as  the  difference  of  temperature  is 
made  smaller  and  smaller.  This  all-important  quantity  Pjt  is  called  the 
thermo-electric  Power.  It  depends  upon  the  nature  of  both  metals  and 
on  the  temperature. 

Thus,  we  do  not  need  to  measure  the  Peltier  and  Thomson  effects  to 
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determine  the  E.M.F.  in  a  circuit,  but  merely  require  to  know  how  Pji 
varies  with  the  temperature,  and  that  may  be  found  by  observing  the 
current  in  the  circuit  due  to  both  Fb  with  a  small  difference  of  tempera- 
ture and  varying  the  mean  temperature. 

It  is  convenient  to  refer  all  metals  to  a  standard  metal  in  which  o-  =  0, 
whether  such  a  metal  really  exist  or  not.  Then,  in  a  circuit  made  up 
of  any  number  of  different  metals,  the 


complete  e.m.f.  =  2  i  -dt. 


the  summation  including  all  the  metals,  each  integral  being  taken 
between  the  terminal  temperatures,  for  the  metal  concerned.  P  here  is 
not  now  the  real  Peltier  junction  force  from  one  metal  to  the  next,  but 
what  it  would  be  if  the  next  metal  were  the  standard.  If  all  the  junc- 
tions are  at  the  same  temperature,  every  integral  vanishes,  and  there  is 
no  resultant  E.M.F.,  the  Peltier  forces  balancing,  whilst  the  Thomson 
forces  also  balance,  separately  in  each  metal.  And  it  follows  that  if  any 
circuit  be  cut  anywhere,  and  the  ends  joined  through  a  series  of  metals 
whose  junctions  are  all  at  the  same  temperature,  the  terminal  conductors 
of  the  series  being  of  the  same  metal,  no  change  will  be  made  in  the 
E.M.F.,  t.^.,  the  E.M.F.  of  the  new  circuit  is  the  same  as  that  of  the  old. 
Of  course  there  are  additional  reversible  thermal  effects  introduced,  but 
they  exactly  balance  in  the  sum. 

Further  progress  is  facilitated  by  representing  the  changes  in  the 
thermo-electric  powers  Pjt  of  different  metals  continuously  in  a  diagram. 
Measuring  temperatures  from  left  to  right,  and  the  powers  upwards,  the 
power  of  any  metal  for  all  temperatures  will  be  represented  continuously 
by  a  line,  which  may  be  straight  or  curved  for  all  we  know  without 
experiment  Sir  W.  Thomson's  first  thermo-electric  diagram  consisted 
of  a  number  of  lines  which  were  all  quite  straight  except  that  for  brass, 
which  shows  some  curvature.  It  has  been  confirmed  by  Professor  Tait's 
experiments  that  the  lines  of  thermo-electric  power  for  all  the  metals  are 
sensibly  straight  within  wide  ranges  of  temperature,  with  one  or  two 
exceptions.  For  generality  we  may  take  one  straight  and  the  other 
curved,  arbitrarily. 

Let  the  temperatures  be  measured  along  the  horizontal  base  line,  let 
the  straight  line  a  be  the  line  of  thermo-electric  power  for  a  metal  a,  and 
the  line  i,  partly  straight  and  partly  curved,  be  that  for  a  metal  6,  both 
referred  to  a  standard  in  which  cr  ==  0.  Pair  a  and  the  standard,  and 
let  the  junctions  be  at  temperatures  t^  and  t^  The  verticals  A^^  and 
A^t  present  the  power  of  a  at  those  temperatures.  Therefore  the  rect- 
angles A^^Ot^  and  A^a^Ot^  represent  the  Peltier  junction  forces.  Their 
difference  is  the  excess  of  the  area  A^t^t^A^  over  the  area  A-iO^a^^ 
But  the  mean  value  of  the  power  of  a  multiplied  by  the  difference  of 
temperatures,  which,  by  what  was  said  before,  is  the  total  E.M.F.,  is 
represented  by  the  area  A^t^t^A^.  Hence,  since  there  is  no  Thomson 
E.M.F.  in  the  standard  metal,  the  area  Aia^a^^  represents  the  Thomson 
E.M.F.  in  the  metal  a.  Similarly,  by  pairing  b  and  the  standard,  the 
areas  B^b^Ot^  and  BJb^Ot.^  represent  the  Peltier  forces  at  the  same  tem- 
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peratures  L  and  t^^  and  the  area  B^bjb^^  the  Thomson  integral  force  in 
the  metal  o. 

Finally  pairing  a  and  6,  the  areas  A^a^^By^  and  A^i.^h^^^  show  the 
Peltier  forces,  and  of  course  the  Thomson  integral  km.f.'s  are  as  before. 
The  complete  e.m.f.  in  the  circuit  is  the  area  A^A^B^By  As  regards 
the  directions  these  four  forces  act  in  the  circuit,  it  is  only  necessary  to 
remember  that  they  all  act  from  places  of  higher  to  places  of  lower 
power,  therefore  from  A^  to  B^,  and  from  A 2  to  B^  at  the  junctions,  and 
from  A 2  to  A j^  and  from  B^  to  B,  in  the  metals  a  and  b  respectively. 

In  the  case  illustrated,  the  Thomson  forces  predominate,  and  the 
current  circulates  in  the  direction  A^B^B^A^Ay  When  the  higher 
temperature  is  raised  to  /g,  the  lines  cross,  the  metals  are  neutral  to  one 
another,  the  Peltier  E.M.F.  vanishes,  and  the  current  is  a  maximum. 
Further  increase  of  temperature  of  the  hot  junction  (keeping  t^  constant) 
reduces  the  current,  because  the  Peltier  force  at  the  hot  junction  acts 
now  from  hto  a.  When  the  temperature  of  the  hot  junction  reaches 
t,  the  current  vanishes.  Above  t^  it  comes  on  again  in  the  reverse 
direction,  and  gets  stronger  and  stronger  until  t^  is  reached,  where  there 
is  a  second  crossing  of  lines  of  power  and  maximum  current  (negative). 
From  t^  to  t^  the  current  gets  weaker,  and  at  /^  reaches  a  minimum  and 
begins  to  increase  again.  As  the  lines  extend  no  further,  we  cannot 
say  what  will  happen  with  further  rise  of  temperature. 


Sechon  X.    The  Thermo-Electric  Diagram  and  its  Theory. 

The  thermo-electric  diagram  is  a  most  valuable  aid  to  an  intelligent 
comprehension  of  the  subject,  and  gives  one  rapidly  a  general  view  of 
the  relative  magnitudes  and  the  directions  of  the  e.m.f.'s  in  different 
parts  of  a  linear  circuit,  whether  of  two  or  more  metals,  and  especially 
so  when  the  neutral  temperature  of  two  metals  is  within  the  range  of 
temperature  concerned. 

Referring  to  the  same  diagram,  in  which  the  thermo-electric  powers 
of  two  metals  a  and  h  are  represented  by  the  lines  aA^^  and  bB^B^^ 
of  which  the  former  is  straight,  and  the  latter,  for  the  sake  of  generality, 
is  supposed  to  be  curved  in  part  of  its  course,  and  also  to  change  curva- 
ture 80  as  to  cross  the  line  of  a  once  in  its  straight  portion  and  twice 
later  at  the  higher  temperatures  t^  and  /g,  we  have,  when  the  two 
metals  are  paired  to  form  a  circuit,  and  their  junctions  kept  at 
temperatures  t^  and  /g*  ^^®  Peltier  junction  forces  represented  in 
magnitude  by  the  rectangular  areas  A^B^^a^  and  AoBjj^a^^  their 
directions  in  the  circuit  being  respectively  from  A-^  to  n^  at  the  hot, 
and  from  A^  to  B^  at  the  cold  junction,  i.e.,  both  downwards  in  the 
figure  from  the  metal  of  higher  to  that  of  lower  power.  And,  in 
addition,  we  have  the  Thomson  e.m.f.*s  in  the  separate  conductors, 
owing  to  their  ends  being  at  different  temperatures,  whose  integral 
amounts  are  represented  by  the  areas  A-^A^^y^  and  B^Bjij^y,  and  whose 
directions  are,  as  before  for  the  Peltier  forces,  downwards  in  the 
figure,  viz.,  from  A^  to  -^^  in  a  (cold  to  hot),  and  from  B^to  B^^rx  b 
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(hot  to  cold).     And  their  resultant  is  the  complete  E.M.F.  in  the  circuit, 
represented  by  the  area  A^Bj^B^^  acting  so  that  the  current  is  from  u 


to  6  at  the  hot  junction,  and  its  direction  round  the  circuit  therefore 
similar  to  that  of  the  motion  of  the  hands  of  a  watch. 

These  areas,  by  means  of  the  relation,  energy  =  B.M.F.  x  quantity  (a 
relation  whose  meaning  cannot  be  too  carefully  studied  by  those  who 
think  electricity  is  energy,  and  by  those  who  conclude  that  B.M.F.  is  a 
form  of  energy,  both  of  which  views  have  their  exponents),  may  also 
indicate  the  amounts  of  heat  absorbed  or  generated  in  the  circuit  during 
the  passage  of  the  unit  quantity  of  electricity,  as  the  unit  current  for 
one  second,  or  1/n  of  the  unit  current  for  n  seconds.  At  the  hot 
junction,  the  current  and  the  Peltier  force  there  situated  are  similarly 
directed,  and  the  area  AiBJb^a^  shows  the  amount  of  heat  absorbed 
there  (difference  of  power  of  a  and  b  multiplied  by  the  temperature), 
t.e.,  disappearing  as  heat  and  passing  into  the  form  of  current  energy, 
which  latter  is  not  to  be  confounded  with  the  heat  "  frictionally " 
developed,  which  is  energy  dissipated.  At  the  cold  junction  the 
current  is  against  the  Peltier  E.M.F.  there ;  hence  the  area  A^J>^i 
shows  the  amount  of  heat  generated  there  passing  from  current  energ)' 
into  heat— not,  however,  in  the  frictional  manner,  irreversibly,  but  so 
that  the  generation  becomes  an  absorption  when  the  current  is  reversed. 
And  in  the  substance  of  both  conductors  the  current  goes  with  the 
R.M.F.,  and  hence  the  corresponding  areas  both  represent  heat  absorbed. 

But  as  regards  these  last  e.m.f.'s,  the  diagram  does  not  in  any 
way  indicate  their  distribution  in  the  wires,  but  only  their  integral 
amounts,  reckoned  from  end  to  end  of  the  wires,  depending  on  the 
terminal  temperatures.  Hence,  the  Thomson  reversible  heat  effect,  in 
(I  for  example,  may  be  very  different  in  its  distribution,  according  to 
the  manner  in  which  the  temperature  varies  along  the  wire.  I^  for 
instance,  the  whole  wire  a  and  the  whole  wire  6,  except  their  portions 
close  to  the  hot  junction,  be  kept  At  or  near  the  temperature  of  the 
cold  junction,  it  is  evident  that  the  Thomson  forces  must  be  pretty 
nearly  all  collected  near  the  hot  junction,  where  the  temperature  of  the 
wires  falls  rapidly.  Or,  if  we  greatly  raised  the  temperature  of  the 
middle  part  only  of  one  of  the  wires,  we  should  introduce  two  opposed 
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e.m.f/8  of  equal  amounts,  one  each  side  of  the  place  of  maximum 
temperature,  of  greatest  intensity  where  the  temperature  varied  most 
rapidly.  But,  provided  the  terminal  temperatures  are  the  same,  the 
integral  E.M.F.  and  integral  reversible  heat  effect  in  the  wire  are  un- 
affected, and  it  is  these  alone  of  which  the  thermo-electric  diagram 
takes  cognisance,  irrespective  of  the  actual  manner  of  variation  of 
temperature  between  the  given  extremes. 

The  net  result  is  that  there  is  an  absorption  of  heat  per  unit  of 
electricity  passing,  whose  amount  is  represented  by  the  area  A^B^B^A^ 
enclosed  by  the  lines  of  the  two  metals,  and  by  the  vertical  lines 
corresponding  to  their  junction  temperatures.  It  is  the  excess  of  the 
heat  absorbed  over  that  generated  reversibly,  and  is  accounted  for  by 
Joule's  law  as  frictional  heat  in  the  whole  circuit,  distributed  in  propor- 
tion to  the  resistance  of  the  different  portions.  And,  of  course, 
considering  the  areas  to  represent  the  km.f.'s,  this  area  A^B^B^^ 
is  the  complete  thermo-electric  force  in  the  circuit,  which,  along  with 
the  resistance,  determines  the  strength  of  current,  provided  there  are 
no  other  km.f.'s  acting. 

So  far  as  the  four  component  km.f.'s  are  concerned,  the  above 
statements  regarding  reversible  heats  per  unit  of  electricity  do  not 
require  any  alteration  when  the  current  passing  is  not  that  due  to  the 
thermo-electric  forces  alone,  but  also  to  some  other  intrinsic  E.M.F.,  as 
of  a  galvanic  cell  in  the  circuit ;  with  this  reservation,  that  if  the  cell 
should  reverse  the  current,  the  former  absorptions  of  heat  now  become 
generations,  and  the  former  generations  become  absorptions,  whilst  the 
frictional  heat  per  unit  of  electricity  passing  is  now  numerically  equal 
to  the  excess  of  the  cell's  E.M.F.  over  that  of  the  thermo-electric  pair. 

Dismissing  now  the  borrowed  galvanic  cell,  and  considering  thermo- 
electric forces  alone,  we  may  observe  the  effect  produced  by  the  powers 
of  two  metals  becoming  equal  at  a  certain  temperature.  In  the 
previous,  both  the  junction  temperatures  were  below  /g,  the  first  neutral 
temperature.  But,  keeping  the  cold  junction  at  the  same  temperature 
<„  if  we  raise  the  temperature  of  the  other  above  /g,  the  Peltier  force 
at  the  latter  vanishes  and  reappears  reversed,  acting  now  from  h  to  a. 
The  complete  E.M.F.  reached  its  maximum  at  /g,  and  is  consequently 
thereafter  reduced,  and  this  will  go  on  until  the  areas  to  right  and  left 
of  the  neutral  point  are  equal,  when  the  higher  temperature  is  t^.  But 
we  may  accelerate  this  by  warming  the  cold  junction,  and  have  zero 
current  for  any  number  of  pairs  of  temperatures  between  t^  and  t^,  one 
below  ^3  and  the  other  above.  Starting  with  both  junctions  at  the 
neutral  temperature  itself,  the  effect  of  either  heating  or  cooling  one  of 
them  is  to  produce  a  current  in  the  same  direction.  With  both 
junctions  above  t^  (or,  more  strictly,  between  /g  and  /^,  so  as  not  to 
include  a  fresh  crossing  point),  we  again  have  only  a  single  area  to  deal 
with,  as  when  both  were  below  /g,  though  now  the  direction  of  current 
is  reversed,  from  the  line  of  the  metal  h  being  above  instead  of  below 
that  of  a. 

That  one  of  the  lines  of  power  becomes  curved  (and  it  would  be  the 
same  if  both  were  curved)  does  not  alter  the  method  of  reckoning  the 
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complete  E.M.F.  by  the  area  enclosed  between  the  lines  of  power  and 
the  verticals  at  the  terminal  temperatures.     And  obviously  the  Peltier 
forces,  being  always  represented  by  rectangles,  require  no  modification 
of  treatment.     But  it  is  somewhat  different  with  the  Thomson  force  in 
ft,  the  metal  with  curved  line  of  power.    For,  draw  a  horizontal  straight 
line  from  any  point  of  the  />  line  to  the  vertical  through  0,  such  as 
i^2^>2>  ^"^  '®*'  ^^^  ^"^  ^2  t^ravel  along  the  b  line,  keeping  always  parallel 
to  itself.     The  area  it  sweeps  out  between  any  two  temperatures  (as 
BoB^bjKy  between  temperatures  t^  and  t^)  measures  the  Thomson  K.M.F. 
within  that  range  in  the  metal  b,  so  long  as  the  horizontal  line  moves 
continuously  either  upward  or  downward  ;  the  E.M.F.  being  from  hot  to 
cold  when  it  moves  up,  and  from  cold  to  hot  when  down.     But  when 
the  line  of  power  is  curved,  it  may  move  up  in  one  part  of  its  course, 
and  down  in  the  rest ;  thus,  if  the  junction  temperatures  are  ^3  and  t^ 
it  will  move  up  to  t^,  and  thereafter  down.     In  this  case  we  must  take 
the  excess  of  the  area  swept  out  in  the  second  part  of  the  motion  over 
that  in  the  first  to  represent  the  Thomson  km.f.,  which  is  from  cold  to 
hot.     On  the  other  hand,  the  Thomson  E.M.F.  in  a  between  the  same 
temperatures,  also  from  cold  to  hot,  requires  no  special  treatment     As 
there  are  no  Peltier  forces,  the  complete  km.f.  equals  the  difference  of 
the  two  Thomson  rm.f.'s,  and  this  is  simply  the  area  bounded  by  the 
straight  a  line  and  the  curved  b  line,  the  terminal  verticals  being  non- 
existent.    This  example  is  curious  from  the  complete  absence  of  the 
junction  forces  and  reversible  heat  effects  there,  such  being  confined  to 
the  interior  of  the  metals.     But  a  much  more  curious  case  was  pointed 
out  by  Professor  Tait,  which  may  be  readily  understood  from  the 
diagram,  viz.,  that  in  which  a  thermo-electric  current  is  kept  up  in  a 
circuit  of  two  metals  solely  by  the  Thomson  E.M.F.  in  one  of  them,  there 
being  thus  absorption  of  heat  in  some  parts  with  generation  in  other 
parts  of  the  one,  but  no  reversible  effect  at  either  junction  or  in  the 
other  conductor.     Thus,  pair  the  metal  b  and  the  standard  metal  whose 
line  of  power  is  the  base  line  0/g,  and  keep  their  junctions  at  the 
temperatures  at  which  the  line  b  crosses  the  base  line,  the  two  neutral 
points  of  b  with  respect  to  the  standard.     Then  we  have  no  junction 
forces,  and  no  force  in  the  standard  metal,  but  a  large  Thomson  E.M.F. 
in  the  metal  b. 

When  there  are  more  than  two  metals  in  a  thermo-electric  circuit, 
the  diagram  naturally  becomes  more  complex.  The  terminal  tempera- 
tures of  any  wire  being  given,  that  portion  of  its  line  of  power  between 
these  limits  must  be  selected,  and  the  same  done  for  all  the  other  wires. 
These  detached  lines  must  now  have  their  ends  joined  by  verticals  in 
the  proper  order,  thus  making  a  closed  circuit.  The  temperature  and 
thermo-electric  power  are  cyclic  in  the  real  electric  circuit — t.^.,  starting 
from  any  point,  and  going  once  round  the  circuit,  they  come  back  to 
their  old  values.  Similarly  in  our  closed  diagram  the  power  is  cyclic, 
varying  gradually  with  change  of  temperature  in  those  i)ortions  made 
up  of  the  lines  of  power  of  the  different  metals,  and  abruptly  at  the 
verticals,  corresponding  to  the  passage  from  one  metal  to  another  with- 
out change  of  temperature.     Should  there  be  no  crossing  of  lines,  the 
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area  bounded  by  our  closed  "  curve  "  (in  the  general  sense)  gives  us  at 
once  the  complete  E.M.F.  If  there  are  crossings,  some  areas  will  have 
to  be  reckoned  negatively,  and  very  curious  complications  may  occur, 
as  may  be  seen  by  inspection  of  a  complete  thermo-electric  diagram  for 
all  the  metals,  with  a  considerable  number  of  neutral  temperatures  of 
pairs  of  metals  within  a  given  range  of  temperature. 

The  method  of  reckoning  the  magnitude  of  the  Thomson  E.M.F.  in  a 
metal  by  the  area  swept  out  by  a  horizontal  line,  as  above  described, 
one  end  of  which  moves  along  the  line  of  power,  would  be  no  longer 
correct  if  our  horizontal  base  line  were  taken  to  represent  the  line  of 
power  of  a  metal  in  which  the  "  specific  heat  of  electricity  "  is  not  nil. 
Therefore,  if  no  metal  could  be  found  in  which  there  was  no  reversible 
heat  effect,  it  would  be  highly  convenient  to  imagine  there  to  be  one, 
and  this  imaginary  standard  metal  would  do  quite  as  well  as  a  real  one. 
It  is,  however,  satisfactory  to  know  that  there  is  a  metal  that  fulfils 
the  condition,  or  nearly  so,  viz.,  lead,  in  which  the  specific  heat  of 
electricity  is  nt/,  or  very  small,  as  found  by  Le  Roux.  Lead  is  there- 
fore the  appropriate  standard  metal  whose  line  of  power  is  the  base 
line  OIq, 

No  other  metal  has  been  found  having  this  property,  but  some  of 
Professor  Tait's  alloys  of  platinum  and  iridium  answer  the  description. 
Their  lines  of  power  are  therefore  parallel  to  the  base  lead  line,  and 
the  complete  km.f.  in  a  circuit  formed  of  two  of  them,  or  of  one  of 
them  and  lead,  is  represented  by  a  rectangle,  being  simply  proportional 
to  the  difference  of  junction  temperatures,  current  thus  varying  as 
difference  of  temperature.  Such  arrangements  are  most  appropriate 
for  measuring  temperatures. 

The  lines  of  most  of  the  metals  are  straight  within  wide  ranges  of 
temperature.  This,  which  is  remarkably  convenient  for  the  numerical 
calculation  of  thermo-electric  forces,  proves  that  the  specific  heat  of 
electricity  varies  in  general  as  the  absolute  temperature.  For,  the 
equation  of  a  straight  Tine  being  linear,  let 

p  =  r  +  st 

express  the  power  of  any  metal  referred  to  lead  in  terms  of  the 
temperature  t,  where  r  and  s  are  two  constants.  Then  o-,  the  specific 
heat  of  electricity  for  that  metal,  being  the  e.m.f.  from  cold  to  hot  per 
unit  rise  of  temperature,  must  equal  -  st,  or  vary  as  the  temperature. 
The  constant  5,  depending  on  the  nature  of  the  metal  only,  that  is, 
having  no  relation  to  what  other  metal  it  may  be  joined  with  to  obtain 
a  thermo-electric  current,  is  positive  for  those  metals  whose  specific 
heats  of  electricity  are  negative,  and  conversely.  In  fact  s  =  tangent  of 
angle  between  the  line  of  the  metal  referred  to  and  the  lead  line, 
positive  when  it  slopes  up  from  left  to  right,  whereas  the  Thomson 
force  under  the  same  circumstances  is  directed  downwards.  As  for  the 
constant  r,  it  represents  what  the  power  referred  to  lead  would  be  at 
the  zero  of  absolute  temperature,  -  273*  C,  if  the  lines  of  lead  and  the 
metal  concerned  continued  straight  all  the  way  to  that  limit.  But 
when  the  line  of  a  metal  is  curved,  s  is,  of  course,  no  longer  independ- 
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ent  of  the  temperature.  Thus,  in  the  figure,  the  value  of  $  for  the 
metal  b  changes  from  positive  to  negative  at  temperature  Z^,  and 
becomes  positive  again  later.  It  is  not  likely  that  s  keeps  quite 
constant  for  any  metal  if  sufficiently  heated  so  as  to  appreciably 
change  its  structure  (as  b}^  softening  it),  and  it  certainly  varies  greatly 
in  iron  and  nickel,  as  regards  the  former  of  which  Professor  Tait  found 
that  its  line  of  power  became  sinuous  at  high  temperatures.  But  iron 
is  anomalous  in  its  behaviour  in  various  other  respects,  as  are  the 
other  magnetic  metals,  so  we  may  expect  anomalous  thermo-electric 
behaviour. 

The  following  are  the  formulsB  for  the  component  KM.F.'s  and  their 
resultant  in  a  circuit  of  two  metals  a  and  b.  Let  p^  and  p^  be  their 
powers  with  respect  to  lead  at  temperature  t.     Then 

where  /  is  the  absolute  temperature,  and  r  and  s  are  constants.  Put  a 
in  contact  with  lead,  the  junction  E.M.F.  is  pjt^  the  power  multiplied 
by  the  temperature  j  thus 

P„  and  Pf,  being  the  contact  forces  with  lead.  Put  a  and  b  in  contact ; 
their  relative  power  iBpa-p^=p^  say,  or 

Pat  =  {r,  -  U)  +  (5«  -  s,)t  =  (r^  +  sj), 
and  therefore  the  contact  force  from  a  to  5  at  temperature  t  is 

Pa.  =  t(rn.-^Sj) (1) 

In  the  circuit  formed  of  a  and  b  with  junctions  at  temperatures  ^  and  L 
(/j  being  the  higher)  there  are  two  contact  forces  whose  values  are  found 
by  giving  t  successively  the  values  t^  and  /g  in  the  last  formula.  Both 
being  from  a  to  6  their  difference  constitutes  the  acting  E.M.F.  arising 
from  contact  force.     This  is, 

rUh-^2)  +  Un'-^) (2) 

Next  let  T^  and  T„  be  the  Thomson  forces  in  a  and  b.    Then  since 


^n  =  I  o-a^^    from  cold  to  hot,  and    o"^  =  -  sJ, 


therefore 


and  similarly  2\  =  lSf,{ti  - 1^)- ) 

Adding  together  the  two  Peltier  forces  and  the  two  Thomson  forces, 
and  attending  to  the  signs  so  that  when  the  sum  is  positive  the  current 
is  from  a  to  5  at  the  hot  junction,  we  find  the  complete  E.H.F.  to  be 

^.*  =  (<1  -  <2){'-..  +  i(<l  +  <2)»..}.    (4) 

which  can,  of  course,  be  obtained  directly  from  the  formula 

^.^=  [W< (5) 

which  is  Sir  W.  Thomson's  general  formula  (before  obtained),  applicable 
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whether  the  lines  of  power  are  straight  or  ciiryed.  Equation  (4)  may 
be  written 

where  (q  is  the  mean  temperature  of  the  junctions,  and  t^  the  neutral 
temperature.  But  for  numerical  calculation  of  the  E.M.F.  of  a  thermo- 
electric pair  (4)  is  most  convenient,  /.e.,  multiply  the  difference  of 
powers  referred  to  lead  at  the  mean  temperature  by  the  difference  of 
temperature.  A  table  of  the  values  of  the  constants  here  called  r  and  8 
is  given  in  Everett's  Units  and  Physical  Constants. 


Section  XL    The  Thermo-Electric  Theory  of  Clausius,  and 

Objections  thereto. 

Sir  W.  Thomson's  thermo-electric  theory  was  published  in  1851,  and, 
so  far  as  linear  conductors  are  concerned,  in  a  complete  form.  His  later 
papers  (1854-6)  contain  a  re-statement  of  the  same  in  a  somewhat 
simpler  form,  practical  experimental  results,  and  an  extension  of  the 
theory  to  crystallised  media,  under  which  term  are  of  course  included 
isotropic  conductors  in  a  state  of  strain.  In  the  meantime,  under  date 
1853,  the  eminent  German  scientist.  Professor  Clausius,  had  also  con- 
tributed to  the  theory.  Apart  from  certain  speculations  as  to  the  origin 
of  the  E.M.F.'s,  Clausius's  theory  amounted  to  this.  At  the  places  of 
contact  of  different  metals  there  are  e.m.f.'s  of  thermal  origin,  which 
vary  in  strength  with  the  temperature,  and  in  such  a  manner  as  to  be 
subject  to  the  second  law  of  Thermodynamics,  t.e.,  as  regards  the  rever- 
sible heat-effects.  Calling  P  the  force  from  «  to  6,  P  is  a  function  of 
the  temperature.  Hence  there  is  no  current  set  up  in  a  circuit  of  a  and 
6,  if  the  junctions  are  equally  hot,  from  the  balancing  of  the  £.M  F.'s, 
which  can  only  produce  a  static  effect  Destroy  the  equality  of  junction 
temperature,  and  a  current  is  set  up  due  to  the  difference  between  the 
two  contact  forces ;  and  since  the  second  law  requires  that  the  contact 
force  shall  vary  directly  as  the  temperature,  the  complete  E.M.F.  in  the 
circuit  is 

where  t^  and  /j  &re  the  junction  temperatures,  and  j)  is  a  constant  for 
the  two  metals. 

This  state  of  things  Clausius  regarded  as  representing  the  regular 
phenomena,  the  normal  behaviour  of  a  thermo-electric  circuit,  and  he 
considered  the  departures  therefrom,  especially  when  high  temperatures 
occur,  as  due  to  changes  of  molecular  condition  or  of  structure  produced 
by  alteration  of  temperature,  in  support  thereof  instancing  the  differ- 
ences between  hard  and  soft  steel  depending  on  greater  or  less  velocity 
of  cooling,  they  behaving  as  different  metals  both  mechanically  and 
thermo-electrically.  He  also  quotes  an  experiment  of  Seebeck,  who 
found  a  ring  of  antimony  to  behave  as  if  of  two  different  materials,  and 
whicb  on  rupture  was  found  to  be  structurally  different  in  different 
parts.  Also  Magnus's  result  that  currents  in  circuits  of  one  metal  had 
their  origin  in  want  of  homogeneity.     (To  which  we  may  add  that  a 
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strained  wire  is  therino-electrically  different  to  the  same  wire  unstrained. 
But  it  does  not  appear  that  a  merely  qualitative  specification  of  a  strain, 
cg.y  that  a  portion  of  a  circuit  of  one  metal  is  stretched,  is  sufficient ; 
for  the  current  may  go  one  way  across  the  hot  junction  of  stretched  and 
unstretched  parts  under  small  tension,  and  the  other  way  with  greater 
tension.  Here,  however,  it  may  be  mentioned  that  in  the  first  case  the 
strain  is  elastic,  and  in  the  second  that  there  is  a  permanent  elongation 
of  the  wires  as  well.) 

Clausius  thought  that  differences  of  structure  might  occur  in  a  homo- 
geneous metal  (homogeneous  when  at  one  temperature  throughout) 
when  unequally  heated,  and,  without  developing  this  idea,  proposed  to 
explain  the  departures  from  the  regular  phenomenon  by  means  of  the 
new  E.M.F.'s  diffused  through  the  unequally  heated  and  therefore  struc- 
turally different  parts  of  the  separate  metals,  acting  together  with  the 
ordinary  Peltier  forces  at  the  junctions. 

Superficially  regarded,  this  would  seem  to  be  simply  the  theory  of 
the  Thomson  effect  in  a  rudimentary  form.  But  there  are  in  reality 
two  distinct  ideas  involved.  The  first  is  that  the  thermo-electric  power 
of  a  metal  (that  is,  ])  or  Pjt)  may  not  be  always  constant,  as  in  the 
supposed  regular  or  normal  phenomenon  of  Clausius,  but  may  some- 
times vary  with  the  temperature,  thus  introducing  abnormal  reversible 
thermal  effects  in  the  interior  of  single  metals.  The  second  is  a  hypoth- 
esis as  to  the  cause  of  the  abnormal  variation  of /?,  viz.,  that  it  proceeds 
from  change  of  structure.  Some  reasons  against  this  are  given  below. 
In  the  meantime  we  may  remark  that  in  a  circuit  of  copper  and  lead, 
for  instance,  the  hypothesis  that  the  copper,  along  which  the  tempera- 
ture varies,  ma}^  be  considered  as  being  made  up  of  an  immense  number 
of  pieces  of  different  metals,  though  only  differing  very  little  from  one 
piece  to  the  next,  at  whose  junctions  there  are  small  forces  of  the  same 
nature  as  the  large  terminal  forces  at  the  junctions  with  the  lead,  and 
that  all  the  reversible  heat  effects  thereby  resulting  are  subject  to  the 
thermodynamic  laws,  does  lead  to  correct  expressions  for  the  Thomson 
E.M.F.  and  the  total  e.m.f.  in  the  circuit,  when  we  proceed  to  the  limit, 
and  hence  make  the  number  of  divisions  infinite,  and  the  changes  of 
material  infinitely  small 

As  we  remarked  before,  Clausius  did  not  develop  his  idea,  but  {Mech, 
JVdrmetlieorie,  Vol.  II.  Absch.  VII.)  he  gives  the  development  made  by 
Budde  in  1874.  The  supposed  changes  of  structure  are  limited  to  be  of 
a  reversible  character,  so  that  heating  a  portion  of  a  wire,  and  then 
cooling  it  back  to  its  original  temperature,  is  always  accompanied  by  a 
restoration  of  the  original  structure ;  that  is,  the  structure  must  depend 
upon  the  temperature  only,  and  thus  be  the  same  in  all  parts  of  a  wire 
which  have  the  same  temperature,  and  not  be  permanently  altered  by 
heating.  This  excludes  the  irreversible  changes  of  structure  sometimes 
produced,  as  when  the  sudden  cooling  of  steel  does  not  restore  the  struc- 
ture it  possessed  before  heating,  but  results  in  something  notably  different. 

Now,  instead  oi'p{l^  -  /j)  being  the  sum  of  the  terminal  Peltier  forces, 
as  in  the  regular  phenomenon,  we  shall  have/?^/^  ~Pifv  ^^©^  Px  wid  p^ 
are  the  now  unequal  values  of  ;>  at  the  junction  temperatures  /j  and  Z.^. 
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And  in  the  copper  we  shall  have  small  forces,  owing  to  the  gradual 
change  of  ^,  the  E.M.F.  between  two  consecutive  pieces  whose  junction 
temperature  is  t,  and  whose  values  of  p  differ  by  the  amount  rfp,  being 
fdpy  so  that  ^tdp  expresses  the  total  Thomson  E.M.F.  Adding  the 
terminal  forces,  attending  to  directions,  their  sum  reduces  to  ^pdt, 
where  dt  is  the  small  difference  of  temperature  between  two  consecu- 
tive pieces.  Clausius's  and  Budde*s  theory  leading  precisely  to  the 
previously  given  results  [Section  1X6.,  p.  318],  nothing  more  need  be 
said  of  it,  save  as  regards  the  hypothesis  made  that  the  variation  of  the 
thermo-electric  power  of  a  metal  with  the  temperature  results  from  a 
change  of  structure. 

To  examine  this,  perhaps  the  simplest  way  will  be  to  interpret 
Clausius's' views  with  the  help  of  the  thermo-electric  diagram.  Con- 
sider that  when  the  so-called  regular  or  normal  phenomena  are  present 
the  lines  of  power  of  all  the  metals  are  parallel  straight  lines,  which,  if 
we  take  the  line  of  the  standard  metal  horizontal,  will  be  also  horizon- 
tal, at  different  heights  above  or  below  the  standard  line.  The  em.f. 
in  a  circuit  of  two  metals  will  be  represented  always  by  a  rectangle, 
viz.,  the  area  enclosed  by  the  two  horizontal  lines  of  the  metals  con- 
sidered, and  by  the  vertical  lines  corresponding  to  the  junction 
temperatures.  The  rectangle  will  increase  in  area  at  a  uniform  rate  as 
the  difference  of  temperature  increases,  and  if  we  keep  the  cold  junction 
at  a  constant  temperature  and  heat  the  other,  if  the  current  in  the 
circuit  be  represented  by  a  line,  such  line  will  be  straight. 

Clausius's  hypothesis,  then,  would  imply  that  if  the  lines  of  two 
metals  should  at  some  temperature  lose  their  parallelism,  and  either 
diverge  or  converge,  we  should  have  evidence  of  change  of  structure. 
The  mere  existence  of  slope  in  the  lines  of  power  would  therefore  imply 
change  of  structure,  and  departure  from  the  regular  behaviour.  But 
this  is  very  different  from  the  experimentally  found  state  of  things. 
No  two  metals  have  their  lines  parallel.  The  lines  of  power  have  all 
degrees  of  slope — some  up,  some  down.  The  regular  behaviour  is 
conspicuous  by  its  absence ;  departures  from  it  are  the  rule,  and  so  far 
from  these  departures  only  coming  into  play  with  wide  differences  of 
temperature,  the  constancy  of  the  slopes,  t.6.,  the  straightness  of  the 
lines,  shows  that  the  supposed  departures  are  in  force  at  all  tempera- 
tures, and  within  the  smallest  range  of  temperature.  And  the  lines  of 
current,  instead  of  being  straight,  are  parabolas.  (See  equation  (4),  p. 
326).  Let  t^  be  constant  Z^,  variable,  E  the  ordinate,  and  /^  the  abscissa 
of  the  curve  required. ) 

It  would  appear,  then,  that  to  regard  the  changes  of  thermo-electric 
power  with  the  temperature,  which  are  universal  and  not  exceptional, 
as  evidenee  of  change  of  structure,  is  not  justifiable.  We  should  rather 
conclude  that  constancy  (not  absence)  of  slope  implies  constancy  of 
structure ;  that  if  within  a  given  range  of  temperature  the  line  of  a 
certain  metal  continues  appreciably  straight,  whatever  its  slope  may  be, 
there  is  no  appreciable  change  of  structure,  but  that  should  it  become 
curved,  which  is  an  exceptional  phenomenon,  we  have  real  change  of 
structure.     This  (curvature)  we  might  anticipate  to  be  the  case  at 
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sufficiently  high  temperatures  with  the  lines  of  all  the  metals,  as  it  is 
well  known  that  marked  changes  of  physical  state,  as  from  solid  to 
liquid,  are  not  perfectly  sudden.  But  this  is  quite  a  different  thing 
from  the  change  of  structure  going  on  at  a  uniform  rate  through 
hundreds  of  degrees  that  we  shall  have  if  we  adopt  Glausius's  hypothe- 
sis, which,  by  the  way,  is  wholly  unnecessary  for  the  mathematical 
development  of  the  subject. 

The  peculiar  manner  in  which  the  expression  for  the  integral  E.M.F. 
in  a  wire,  say  copper,  viz ,  2  tdp,  when  added  to  the  terminal  junction 
forces  with  lead  (taking  lead  for  the  metal  paired  with  copper,  in  order 
not  to  have  any  E.M.F.  except  in  the  copper  and  at  the  junctions) 
becomes  converted  into  ^pclt^  which  represents  the  total  E.M.F.,  is  worth 
illustrating  explicitly.  We  may  remark,  in  the  first  place,  that  we  can- 
not get  any  resultant  E.M.F.  in  our  circuit  by  supposing  that  the  diffused 
force  in  the  copper  wire  is  due  merely  to  the  variation  of  the  contact 
force  with  respect  to  lead  at  different  parts,  although  such  might  be 
suggested  by  considering  that  if  a  piece  of  lead  were  brought  succes- 
sively into  contact  with  different  parts  of  the  copper  wire,  if  insulated 
from  one  another,  it  would  in  each  case  take  a  definite  potential  with 
respect  to  the  copper,  the  difference  of  potential  being  equal  to  P,  the 
Peltier  force,  whose  amount  varies  as  the  temperature  of  the  copper 
varies.  Let  the  copper  wire  be  divided  into  four  pieces,  for  instance 
(the  process  is  the  same  for  any  number),  and  let  the  values  of  F  for 
them  be  P^,  i\,,  P.^,  7^4.  The  terminal  forces  when  the  copper  is  in 
circuit  with  lead  will  be  -  I\  and  -h  P^,  and  the  intermediate  forces  at 
the  three  junctions  of  copper  with  copper  would,  on  our  supposition,  be 
Pj  -  7^0,  Po  -  Pyt  and  Pr^  -  P4.  But  their  sum  is  +  Pj  -  P4,  which  exactly 
cancels  the  junction  forces  with  the  lead,  and  leaves  us  no  resultant 
E.M.F.  In  fact,  we  have  a  case  of  force  derived  from  a  potential 
function,  of  which  a  characteristic  property  is  that  the  integral  force 
round  a  circuit  is  zero. 

Nor  do  we,  for  the  same  reason,  get  any  assistance  by  putting  pt  for 
P  in  the  above.     But  if,  in  the  complete  variation  of  ^/,  viz., 

d(pt)  =  tdp  +pdt, 
we  neglect  the  latter  part,  and  sum  up  the  former,  2  tdp^  we  get  the 
integral  force  in  the  copper.  And,  neglecting  the  former  part,  and 
summing  up  the  latter,  we  obtain  wjo^//,  which  is  the  resultant  E.H.F. 
Dividing  the  copper  into  four  parts  as  before,  let  the  temperatures  of 
the  five  junctions  be  L,  /j,  /.^  /^,  t^ ;  and  the  values  of  p  be  /?j,  p^  p^,  p^ 
in  the  four  pieces.     Then  ttie  sum  of  all  the  forces  is 

-  foPi  -»-  (Pi  -P2K  +  (P2  -Ps^'a  +  (ih  -Pa)^  -^PaU^ 
where  the  first  and  last  terms  are  the  forces  at  the  junctions  with  the 
lead,  and  the  three  intermediate  represent  ^tdp^  the  integral  force  in 
the  copper.  Now  re-arrange  the  terms,  pairing  the  first  with  the  first 
part  of  the  second,  the  second  part  of  the  second  with  the  first  part  of 
the  third,  and  so  on,  and  we  get 

Pi(^  -  '0)  +P2(^2  -  h)  +P8('8  -  ^2)  +P4(^  -  Q» 
ue.y  ^pdt,  the  expression  for  the  complete  E.M.F.  in  the  circuit. 


THE  ENERGY  OF  THE  ELECTRIC  CURRENT.  331 

Reckoned  per  unit  of  length,  the  force  in  the  copper  is  t(dp/dx)  in  the 
direction  of  decrease  of  ^.  When  we  arrive  at  the  junction  with  lead, 
we  have  an  ahrupt  instead  of  a  gradual  change  of  p,  so  of  course  we 
cannot  reckon  the  force  per  unit  of  length,  but  must  take  it  in  the  lump, 
viz.,  tp  or  P,  the  Peltier  contact  force,  the  only  proved  contact  force 
between  metals  which  do  not  act  chemically  on  one  another. 


Section  XIL    On  Speculation  and  Explanation  in  Physical 

Questions. 

Professor  R.  Clausius  remarks  (MecL  JVdiimilieoney  Vol.  II. 
Absch.  XI.,  p.  337)  concerning  Sir  W.  Thomson's  papers  on  thermo- 
electricity, after  falling  foul  of  the  **  specific  heat  of  electricity,"  that 
the  latter  has  not,  so  far  as  he  is  aware,  given  any  explanation  of  the 
cause  of  thermo-electric  currents.  Now  this  is  a  very  important  remark, 
showing  characteristics  on  both  sides.  There  is  a  striking  difference  in 
the  methods  pursued  by  the  two  scientists  in  starting  the  subject,  in 
laying  the  foundation  for  the  mathematical  development.  It  is  true 
that  Sir  W.  Thomson  abstained  from  vain  speculation  and  went  straight 
to  the  point  at  once.  There  are  reversible  heat  effects  at  the  junctions 
of  different  metals  when  currents  pass  across  them.  There  may  be 
(although  then  unknown)  similar  effects  in  the  metals  themselves. 
There  is  no  resultant  k.m.f.  in  a  circuit  of  one  homogeneous  metal, 
however  it  may  be  heated,  and  however  its  section  may  vary.  The 
effects  must  be  subject  to  the  law  of  conservation  of  energy,  that  is,  the 
First  Law  of  Thermodynamics.  They  are  very  probably  subject  to  the 
Second  Law  as  well  Now,  with  these  data,  develop  the  laws  governing 
the  KM.F.*s,  without  unnecessary  hypotheses.  Such  is  the  method 
followed  in  Sir  W.  Thomson*s  papers  (whatever  may  have  been  his 
private  speculations),  the  truly  scientific  method  in  the  strictest  sense 
of  the  word,  bearing  in  mind  its  derivation,  and  what  science  ought  to 
mean — viz.,  knowledge,  and  discarding  the  vague  extended  meaning  it 
has  gradually  acquired  in  the  mouths  of  the  unscientific. 

On  the  other  hand,  Professor  Clausius  preludes  his  investigation, 
which,  it  may  be  remarked,  has  the  same  object  and  result,  though 
applied  only  to  the  Peltier  effect  at  junctions  of  different  metals,  by 
speculations  on  the  causes  of  contact  force  in  general,  and  of  the 
thermo-electric  force  in  particular,  using  hypotheses  which  appear 
based  entirely  on  the  materiality  of  electricity  supposed  to  act  directly 
at  a  distance  on  other  electricity,  and  to  be  attracted  differently  by 
different  kinds  of  matter.  It  is  not  easy  to  express  these  hypotheses  in 
terms  of  less  gross  ideas  of  electricity  without  at  the  same  time  making 
them  become  mere  ghosts,  of  no  tangibility  and  of  little  utility.  Such 
speculations  should,  in  my  opinion,  be  kept  entirely  apart  from,  and  in 
particular  should  not  precede,  and  so  apparently  form  the  groundwork 
ofi  a  mere  development  of  laws  not  in  any  way  dependent  on  the  hypoth- 
eses;   so  long  as  the  object  of   inquiry  is  the  laws,  not  the  causes 
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thereof.  We  shall  endeavour,  a  little  later,  to  put  these  speculations 
regarding  contact  force  in  a  more  modem  form,  by  examining  how  far 
they  are  justified  by  facts,  and  dismissing  the  unessential  parts.  In 
the  meantime,  a  few  remarks  on  the  general  nature  of  explanations, 
and  on  the  distinctions  between  the  methods  followed  by  the  scientific 
and  by  the  unscientific  speculator,  whose  name  is  Legion  (though 
usually  spelt  in  other  ways)  may  be  useful  to  many  who  feel  impell^, 
by  natural  instincts,  to  try  and  explain  something. 

It  is  human  nature  to  speculate,  and  there  will  be  always  plenty  of 
scope  for  speculation  until  everything  is  found  out,  which  will  not  be 
for  some  few  million  years.  We  want  to  know  the  causes  of  things, 
why  such  and  such  things  happen.  Well,  the  first  preliminary  should 
be  to  find  the  laws  of  the  phenomena.  That  is  work  for  the  scientific 
man,  and  usually  difl&cult  work,  requiring  scientific  training  and  reason- 
ing. When  laws  are  established — which  implies  a  very  considerable 
knowledge  of  the  facts,  for  otherwise  the  laws  may  not  become  evident 
— we  may  speculate  on  their  causes.  Or,  since  it  would  often  be  very 
tedious  to  wait  until  sufficient  facts  are  known,  we  may  speculate  on 
the  causes  of  phenomena  without  knowing  anything  about  the  laws 
governing  theuL  Now  this  may  be  done  by  any  one.  Not  that  any 
one  can  find  out  a  probable  explanation  of  something  strange,  but  any 
one  can  speculate.  The  more  imaginative  a  man  is  the  better  for  his 
speculative  powers.  Also,  if  he  be  unscientific,  it  is  not  desirable  for 
him  to  know  too  much  of  the  facts  of  the  case,  because  facts  are  very 
unaccommodating,  and  form  a  great  drawback  to  the  free  exercise  of 
the  speculative  faculties. 

The  proper  method  for  the  unscientific  speculator  is  to  seize  hold  of 
one  or  two  facts,  let  the  imagination  run  riot,  and  develop  their  conse- 
quences without  any  regard  to  the  quantitative  relations  which  may  be 
necessarily  involved,  and  with  complete  ignoration  of  the  thousands  of 
other  facts  which  might  not  fit  into  the  hypothesis  conveniently.  For 
it  is  so  easy  to  leave  them  out.  Thus,  there  have  been  remarkable 
exhibitions  of  the  afterglow  in  various  parts  of  the  world  lately,  and  it 
is  natural  to  speculate  on  the  cause  of  such  unusual  occurrences.  The 
influence  of  suspended  particles  in  scattering  and  in  absorbing  light  is 
well  recognised,  and  it  is  very  possible  that  suspended  matter  has 
something  to  do  with  it.  Also,  there  was  a  great  volcanic  eruption 
in  Java  lately,  which  sent  up  an  immense  quantity  of  dust  and  smoke, 
which  must  take  a  long  time  to  settle  down  again.  Now  let  us  specu- 
late. It  is  known,  by  observations  with  the  unprejudiced  electrometer, 
that  the  earth  is  negatively  electrified,  and,  being  very  large,  must  there- 
fore contain  an  immense  store  of  negative  electricity.  This  is  known  to 
be  self-repulsive,  and  since  the  law  of  force  is  that  of  the  inverse  square, 
when  the  particles  of  electricity  are  very  close  together,  the  repulsion  is 
enormous.  No  wonder,  then,  that  the  thin  crust  of  the  earth  is  some- 
times unable  to  withstand  the  pressure,  but  breaks  down,  when,  of 
course,  we  have  earthquakes  and  volcanic  eruptions.  In  the  latter 
case  an  immense  quantity  of  the  negative  electricity  is  carried  up  with 
the  dust  and  smoke,  and  is  repelled  to  a  great  height ;  until,  in  &ct, 
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the  force  of  gravitation  on  the  matter  which  carries  it  balances  the 
repulsion  of  the  negative  electricity  left  behind  in  or  on  the  earth. 
Then,  of  course,  the  self-repulsive  action  of  the  electricity  causes  the 
smoke  to  diflfuse  itself  all  round  the  globe,  if  there  be  enough  of  it, 
and  spread  out  in  a  great  canopy.  Evidently  the  smoke  that  rises 
from  chimneys  must  also  be  negatively  electrified,  which  explains  the 
fact  often  observed  of  smoke  rising  up  nearly  vertically,  and  then 
spreading  out  horizontally.  And  many  other  curious  phenomena  may 
be  readily  explained  by  the  same  natural  repulsion  of  the  negative 
electricity. 

.But  in  the  hands  of  the  philosopher  (not  meaning  metaphysicians 
who  appropriate  the  title),  with  a  proper  attention  to  facts  arranged 
in  correct  perspective,  and  in  especial  with  a  due  attention  to  geometri- 
cal and  quantitative  relations  in  regard  to  space,  time,  motion,  energy, 
etc.,  speculation  becomes  a  very  different  thing  from  the  above,  and 
may  be  most  usefully  employed  in  forming  hypotheses,  which,  though 
they  may  be  themselves  very  improbable,  may  be  provisionally  of  great 
utility,  not  merely  to  hang  the  facts  together,  but,  on  account  of  the 
inquiries  they  suggest,  to  serve  as  stepping-stones  to  a  truer  theory. 
Imagination  is  required  no  less  than  before,  but  it  must  be  guided  by 
strong  sense  and  understanding. 

Examples  of  useful  scientific  speculation  are  innumerable.  They  are 
usually  gifted  with  importance  by  being  termed  theories,  thus  leading 
the  uninitiated  to  take  them  for  more  than  they  are  worth.  Hypoth- 
esis would  be  a  better  name  than  theory,  because  its  sound  and 
associations  suggest  something  supposititious  and  to  be  received  with 
caution;  whilst  theory,  on  the  other  hand,  has  also  the  much  more 
important  meaning  exemplified  in  Fourier's  "  Theory  of  Heat," 
Maxwell's  "  Theory  of  Electricity  "  (not  the  vortex  hypothesis  to  be 
mentioned),  or  Rayleigh's  "  Theory  of  Sound,"  which  have  very  little 
to  do  with  speculations,  but  are  mainly  rigid  developments  of  estab- 
lished laws.  But  it  would  certainly  lead  to  a  considerable  loss  of 
dignity  were  an  investigator  to  speak  of  "  my  hypothesis  "  or  "  my 
speculations  "  on,  for  instance,  the  cause  of  magnetism,  instead  of  the 
usual  **  my  theory."  For  it  is  very  well  recognised  that  dignity,  or  the 
appearance  thereof,  has  a  very  imposing  effect  on  all,  save  those  who 
take  the  trouble  to  look  below  the  surface.  Which  is  why  lord  mayors 
are  dressed  up  in  robes  and  chains,  and  the  judges  wear  horsehair 
wigs. 

As  an  example  of  the  highest  kind  of  scientific  speculation  we  may 
mention  a  "  theory  "  not  very  generally  known,  viz..  Maxwell's  hypoth- 
esis of  molecular  vortices  to  explain  electricity  and  magnetism. 
That  remarkable  genius  happily  combined  in  his  robust  intellect  great 
mathematical  gifts,  with  immense  powers  of  perception  and  mental 
realisation  of  consequences  as  a  whole  as  well  as  in  detail.  Who  but  a 
man  of  the  most  vivid  imagination  could,  as  he  did,  frame  a  hyj)othe8i8 
to  explain,  by  pure  mechanism  (not  clockwork)  obeying  the  dynamical 
laws.  Electrostatics,  and  Electrokinetics,  and  Electromagnetism,  all 
in  one  consistent  scheme  ?     Certainly  imagination  alone  could  not  do 
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it ;  a  preliminary  profound  study  of  the  facts  and  of  the  already  formed 
theories  and  hypotheses  was  required,  with  the  exceptional  faculty  of 
being  able  to  digest  all  that  learning,  to  assimilate  the  essential  and 
reject  the  unnecessary  parts ;  besides — it  being  pre-eminently  a  mathe- 
matical subject — the  power  of  applying  his  mathematical  knowledge. 
Mathematicians  are  as  plentiful  as  mushrooms,  but  few  have  the  appli- 
cative power.  In  fact,  given  the  latter,  a  little  mathematics  will  go  a 
long  way,  and  a  knowledge  extending  no  further  than  simple  equations, 
if  well  applied,  can  be  of  immense  utility  to  the  practical  electrician. 

Regarding  this  hypothesis  of  molecular  vortices.  Maxwell  was  so 
modest  as  not  even  to  give  an  account  of  the  same  in  his  great  work  on 
Electricity  and  Magnetism,  merely  referring  to  some  of  its  results. 
This  is,  perhaps,  greatly  to  be  regretted.  For  it  would  be  very  useful 
in  its  suggestiveness  to  future  electrical  students ;  and,  taken  merely  as 
a  speculation,  it  appears  to  me  to  be  of  a  far  more  useful  kind  than  the 
speculations  of  the  great  German  electricians  who  go  out  from  the 
already  three-parts  extinct  idea  of  the  direct  action  of  free  electricity 
on  itself  at  a  distance,  and  develop  their  hypotheses  in  electrodynamics 
to  suit,  having  to  adopt  strange  devices  in  order  to  get  rid  of  the 
electrostatic  force  as  soon  as  ever  the  electricity  is  set  moving.  For 
physical  theories,  nothing  can  be  more  inharmonious  with  the  modern 
spirit  of  physical  science. 

Maxwell's  hypothesis  is  exceedingly  unlikely  to  correctly  represent 
the  reality;  the  details  are  sufficient  to  show  many  improbabilities; 
but  it  proved  that  a  dynamical  explanation  of  electricity  is  possible, 
and  that  no  actions  at  a  distance  are  required.  The  fGial  theory  of 
electricity  will  most  probably  be  strictly  in  terms  of  matter  and  motion, 
with,  however,  an  intermediate  medium  of  some  kind,  which  cannot  be 
done  without  This  will,  perhaps,  be  very  disagreeable  to  the  imagina- 
tive unscientific,  to  whom  dynamics  is  so  odious  that  they  must  try  and 
alter  the  fundamental  notions,  making,  for  example,  force  the  square 
root  of  energy.  As  if,  by  any  human  possibility,  the  laws  of  motion 
could  be  capable  of  adjustment  to  suit  individual  eccentricities.  They 
must  be  taken  as  they  are.  Other  laws  may  prevail  in  other  worlds, 
where  spirits  have  their  habitat ;  but  in  this  special  world  of  ours  we 
must  abide  b}'^  whatsoever  laws  of  motion  we  find  working  therein,  or 
else  receive  a  fearful  punishment. 

We  are  set  down  in  space,  to  march  with  time,  and  have  matter  in 
motion  everywhere  around  us.  What  space  and  time  may  be,  the 
metaphysicians  may  decide,  if  they  can ;  and,  if  they  cannot,  they 
might  as  well  leave  them  alone  to  take  care  of  themselves.  It  is 
enough  for  the  scientist  that  they  are — no  matter  what,  and  that 
Nature  is  not  capricious,  but  orderly.  In  all  speculations  established 
elementary  laws  should  be  attended  to,  theories  must  be  made  to  fit 
them,  not  the  reverse,  and  the  object  should  be  to  make  a  science  as 
exact  as  possible,  and  bring  everything  under  numerical  relations.  It 
may  be  objected  that  some  branches  of  knowledge  are  so  heterogeneous 
in  their  nature,  and  cover  such  an  extent  of  ground,  that  they  can 
never  be  brought  under  the  rule  of  quantitative  measurement.     Yes,  and 


THE  ENERGY  OF  THE  ELECTRIC  CURRENT.  335 

for  that  very  reason  they  must  always  remain  speculative,  and  their 
theories  consist  mainly  of  imperfect  generalisations,  to  be  repeatedly 
altered,  affording  never-ending  material  for  discussion  and  argument. 
Political  Economy  can  never  be  a  science  in  the  same  sense  as  Electri- 
city, even  if  what  takes  place  in  electrical  phenomena  remain  for  ever 
unknown.  But  just  in  proportion  as  a  branch  of  knowledge  rises  from 
being  a  heterogeneous  collection  of  facts  and  imperfect  laws  to  being  a 
system,  consistent  in  all  its  parts,  so  does  it  become  scientific,  and 
under  the  rule  of  exact  relations.  So  long  as  there  is  uncertainty  as  to 
exactly  how  much  a  certain  effect  amounts  to  under  given  circum- 
stances, it  cannot  be  a  finished  science.  Even  Chemistry,  that  vast 
subject  with  so  little  coherence,  is  being  made  exact,  now  that  chemical 
affinities  are  being  measured,  and  the  amounts  of  energy  corresponding 
to  the  union  of  definite  quantities  of  matter  determined.  Under  the 
rule  of  numbers  must  all  sciences  come,  to  be  worthy  of  the  name.  A 
few  men  may  confound  mathematics  with  metaphysics  (strange  delu- 
sion I),  and  vent  their  scorn  upon  the  former — sour  grapes  to  them. 
But  it  will  not  do.  For  them  to  ignore  already  established  mathemati- 
cal relations  in  their  speculations  is  fatal  to  their  accuracy.  The 
mathematicians  are  very  greatly  to  be  thanked.  Consider  the  present 
science  of  Electricity,  with  its  various  units,  measuring  instruments, 
and  methods.  Who  have  made  this  possible?  The  mathematicians. 
It  would  be  very  little  use  accumulating  piles  of  facts  without  having 
the  mathematicians  to  sift  them,  discover  the  numerical  relations,  test 
various  theories  with  the  mathematical  touchstone,  and  gradually  turn 
chaos  into  system,  as  they  have  done  in  Electricity. 

Now,  with  regard  to  explanations,  which  it  is  the  object  of  specula- 
tions to  furnish.  Some  are  more  mysterious  than  the  mystery  to  be 
explained,  in  this  respect  resembling  the  explanation  of  some  of  the 
Ancients  as  to  how  the  world  was  supported,  viz.,  on  the  back  of  an 
elephant,  which  in  its  turn  stood  on  a  tortoise's  back,  and  goodness 
knows  what  the  tortoise  had  to  stand  on.  Such  explanations  find 
favour  with  the  unscientific  who  cannot  bear  to  have  no  explanation, 
who  would  rather  worship  a  false  god  than  none  at  all.  Then  there 
are  poetical  explanations  of  natural  phenomena.  As  might  be  expected, 
these  are  very  bad.  The  illustrious  Goethe's  explanation  of  colour 
should  be  a  caution  to  poets  to  the  end  of  time  to  keep  to  their  poetry. 
He  borrowed  a  prism,  stuck  it  to  his  eye,  and  looked  through  it.  He 
did  not  see  Newton's  spectrum,  but  something  quite  different,  and 
hastily  concluded  that  Newton's  theory  was  all  wrong,  and  set  to  work 
to  write  a  book  in  which  the  whole  thing  was  properly  explained,  and 
Newton's  theory  demolished.  He,  in  his  complete  confidence  in  his 
theory,  astonishing  ignorance  of  the  subject,  contempt  for  Newton's 
theory,  and  hatred  of  the  methods  of  the  French  mathematicians  who 
had  developed  the  laws  of  polarisation  mathematically,  displayed  many 
of  thQ  characteristics  of  the  unscientific  explainer,  whilst  the  complete 
ign oration  of  the  great  poet's  theory  by  the  scientists  was  no  less 
characteristic  of  them. 

That  explanation  was  purely  unscientific.     But  an  explanation  may 
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be  scientific  without  being  real — the  invention  of  fluids  to  explain 
electric  and  magnetic  phenomena,  for  instance.  These  conceptions 
were,  and  are  still,  useful  enough  in  their  way,  but  we  should  avoid 
attaching  any  more  reality  to  them  than  they  deserve.  Let  them  be 
servants,  not  masters.  Again,  light  is  popularly  explained  by  the 
vibrations  of  a  medium  called  the  ether,  and  I  understand  Professor 
Tyndall  to  go  so  far  as  to  believe  it  certain  that  the  particles  of  ether 
really  vibruk  transversely  to  the  direction  of  propagation.  But  here 
we  should  remember  that  what  is  known  is  that  light  propagated 
through  space  is  a  transverse  periodic  phenomenon  of  some  kind,  not 
that  it  consists  of  vibrations  of  the  kind  supposed,  for  many  other 
transverse  periodic  arrangements  may  be  imagined.  A  problem,  the 
data  of  which  are  very  imperfectly  known,  may  have  many  solutions, 
instead  of  but  one,  and  that  a  certain  hypothesis  seems  to  explain  is  no 
proof  that  it  furnishes  the  correct  explanation. 

Also,  it  is  common  to  attribute  to  explanations  more  virtue  than 
they  are  entitled  to.  If  we  explain  the  electrification  of  two  conductors 
by  saying  that  the  medium  between  them  is  polarised,  which  it  may 
be,  and  very  likely  is,  what  we  do  is  to  electrify  all  the  intermediate 
particles  between  the  conductors,  thus  shifting  the  mystery  without  in 
any  way  explaining  in  what  the  polarisation  consists.  Or  if,  afier 
Weber,  we  say  that  the  molecules  of  iron  are  themselves  magnets,  with 
polarity  and  orientation,  and  that  they  may  be  rotated  by  external 
magnetic  influence,  so  that  by  the  consequent  preponderance  of  mole- 
cules pointing  their  magnetic  axes  in  certain  directions  rather  than  in 
others  the  iron  may  be  made  to  show  its  magnetisation  externally, 
although  a  very  important  step  is  made  as  regards  the  probable  actual 
facts  of  magnetisation,  do  we  thereby  explain  in  any  way,  or  even  hint 
at  an  explanation  of  the  Cause  of  Magnetism  1  Not  in  the  least.  The 
nature  of  the  magnetism  of  a  molecule  is  just  as  great  a  mystery  as  that 
of  a  collection  of  molecules  forming  a  connected  mass. 

What,  then,  is  a  real  explanation  ?  Obviously  nothing  can  be  wholly 
explained,  for  that  would  require  infinite  discernment.  But  complexity 
may  be  resolved  into  simplicity,  for  one  thing.  This  process  of 
disentanglement,  whereby  by  pure  reasoning,  without  hypothesis,  or 
with  mere  working  hypotheses  that  may  be  thrown  off",  we  may  put  a 
complex  set  of  phenomena  in  order,  as  it  were,  and  exhibit  their 
mutual  relations,  may  be  all  the  explanation  we  can  get,  i.«.,  the 
explanation  of  complex  cases  in  terms  of  simpler  onea  of  the  same 
type.  But,  for  another  thing,  some  phenomena  are  so  familiar  to  us 
and  so  universal  that,  although  equally  mysterious  in  themselves,  they 
seem  to  less  need  explaining ;  so,  taking  them  for  granted,  we  seem  to 
obtain  a  real  explanation  if  we  can  resolve  obscure  facts  into  the 
familiar  ones.  This  may  be  much  more  than  the  mere  disentanglement 
above  mentioned,  being  a  change  of  type  as  well. 

That  remarkable  triumph  of  hard-headed  men,  the  kinetic  theory  of 
gases,  is  a  case  in  poiut.  The  properties  of  gases  are  explained,  and 
very  completely  up  to  a  certain  point,  dynamically,  with  approximate 
estimates  of  the  size  and  mass  of  molecules,  on  the  ridiculously  simple 


THE  ENERGY  OF  THE  ELECTRIC  CURRENT.  337 

hypothesis  that  a  gas  consists  of  an  immense  number  of  small  particles 
in  motion,  left  entirely  to  themselves  and  the  operation  of  the  ordinary 
laws  of  motion  and  of  collision  of  elastic  spheres.  This  is  something 
deserving  the  name  of  explanation,  and  is  a  real  gain  of  knowledge. 
To  matter  and  motion  must  electricity  come  before  it  can  be  said  to  be 
explained,  though  certainly  it  will  be  not  quite  so  simple  an  affair  as 
the  above,  the  question  being  complicated  with  the  ether  as  well. 

After  that,  there  is  the  nature  of  molecules,  and  of  matter  in  general 
And  even  if  we  resolve  all  matter  into  one  kind,  that  one  kind  will 
need  explaining.  And  so  on,  for  ever  and  ever  deeper  down  into  the 
pit  at  whose  bottom  truth  lies,  without  ever  reaching  it.  For  the 
pit  is  bottomless. 


Section  XIII.    Chemical  Contact  Force. 

We  now  approach  one  of  the  most  interesting  subjects  in  the  whole 
of  electrical  science,  on  which  there  has  perhaps  been  more  debate 
than  on  any  other  of  its  branches.  He  is  a  learned  man  who  is 
fully  acquainted  with  all  the  details  in  the  history  of  the  matter.  But 
he  may  not  be  thereby  made  wise;  on  the  contrary,  he  may  easily 
become  utterly  confused  in  the  attempt  to  reconcile  the  multitude  of 
facts  and  hypotheses,  especially  as  the  observations  are  mostly  only 
qualitative.  He  may  wish  to  obliterate  all  that  has  been  done,  and 
start  afresh  in  the  unbiassed  state  of  mind  accompanying  perfect 
ignorance. 

Put  any  two  metals  in  contact  with  one  another,  but  otherwise 
insulated;  they  are  said  to  acquire  different  potentials.  That  they 
are  apparently  at  different  potentials  is  made  certain  by  the  modem 
electrometric  measurements,  using  no  finger  contacts  or  multiplying 
machines.  Thus,  zinc  and  copper  in  contact  apparently  differ  in  their 
potentials  by  about  '76  volt.  Professors  Ayrton  and  Perry  found  this 
to  be  so  constant  that  they  used  it  as  a  standard  of  comparison  in  their 
observations  on  the  apparent  differences  of  potential  of  other  metals  in 
contact.  It  is  proved  that  when  zinc  and  copper  are  put  in  contact, 
the  zinc  becomes  positively,  the  copper  negatively  electrified,  and  that 
they  act  inductively  on  other  conductors  just  as  any  two  conductors 
similarly  charged  would. 

If  we  join  the  zinc  and  copper  by  a  wire  of  some  other  metal,  say 
iron,  instead  of  making  immediate  contact,  just  the  same  thing  happens ; 
the  difference  of  potential  is  '75  volt  as  before.  This  applies  to  all 
pairs  of  metals,  whence  follows  the  "  summation  law."  If  metals  A 
and  B  in  contact  apparently  differ  in  their  potentials  by  x  volts,  and  A 
and  Chj  y  volts,  then  B  and  C  will  differ  hy  z-y  volts. 

However,  it  is  merely  inferential  that  zinc  and  copper  in  contact 
really  differ  by  75  volt.  But  assuming  provisionally  that  such  is  the 
case,  it  follows  that  since  in  a  state  of  electrical  equilibrium  the  whole 
of  the  zinc  is  at  one  potential,  and  the  whole  of  the  copper  also,  there 
is  an  E.M.F.  of  -75  volt  acting  at  their  junction  from  copper  to  zinc ; 
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this  being  required  to  balance  the  supposed  difference  of  potential.  If 
so,  if  we  pass  an  electric  current  from  any  source  across  the  junction, 
there  will  be,  by  elementary  principles,  a  continuous  absorption  of 
energy,  when  the  current  goes  from  copper  to  zinc,  and  evolution  in 
the  converse  case,  amounting  per  second  to  '76  x  strength  of  current 
Or,  make  a  closed  circuit  of  any  number  of  metals  and  a  battery ;  there 
will  be  similar  absorptions  and  evolutions  of  energy  at  all  the  junctions, 
meaning  by  absorption  that  energy  is  taken  in  by  the  current  from 
some  source  which — electrically  speaking — may  be  called  external,  and 
by  evolution  that  energy  is  given  out  by  the  current,  or  through  its 
mediation. 

But  there  is  no  evidence  of  any  such  relatively  enormous  conversions 
of  energy  going  on  at  metallic  junctions.  The  known  thermo-electric 
forces  are  of  such  inferior  strength  as  to  be  almost  of  a  different  order 
of  magnitude.  The  source  of  energy  is  heat,  i.«.,  the  energy  of  molecular 
agitations.  There  may  be  other  small  conversions  of  energy,  but 
certainly  none  able  to  account  for  an  E.M.F.  of  -75  volt  between  copper 
and  zinc,  or  '6  volt  between  zinc  and  iron. 

The  thermo-electric  forces  being,  then,  so  very  small  compared  with 
the  apparent  contact  forces  now  considered,  we  may  neglect  them 
altogether,  in  order  to  save  continual  reference  to  them  and  small 
corrections.  Copper  and  zinc,  then,  when  placed  in  contact,  are 
necessarily  at  One  potential. 

It  follows  that  if  they  were  uncharged  before  being  put  in  contact, 
and  not  in  a  field  of  electric  force,  they  must  have  been  at  Different 
potentials.  For,  on  contact,  electricity  passed  from  copper  to  zinc, 
reducing  them  to  the  same  potential.  But  having  been,  as  stated, 
uncharged  in  the  first  place,  and  not  in  a  field  of  force  (or,  say  simply, 
neither  showing  any  signs  of  electrification),  the  air  being  then  all  at 
one  potential,  and  the  potentials  of  the  copper  and  zinc  differing  from 
one  another,  must  be  different  from  that  of  the  air,  as  thus  defined : — 
Taking  the  air  potential  as  zero,  and  that  of  the  copper  separately 
insulated  as  (  -  a:)  volt,  that  of  the  zinc  is  -(x+  -75)  volt.  So  far  we 
do  not  know  whether  x  is  positive  or  negative,  but  we  take  it  as 
positive  here  for  convenience  of  statement  Thus  a  piece  of  uncharged 
zinc  insulated  in  air  has  its  potential  (x+'7b)  volt  below  that  of  the 
air,  and  a  piece  of  uncharged  copper  insulated  in  air  is  also  at  a  lower 
potential,  but  by  a  smaller  amount,  namely  x  volts.  This  requires  that 
there  shall  be,  over  the  whole  zinc  surface,  an  E.M.F.  of  strength  («  +  '75) 
volt  acting  from  zinc  to  air;  and  similarly  over  the  whole  copper 
surface  an  E.M.F.  of  strength  x  volt  from  copper  to  air. 

Electricity,  in  conductors,  is  subject  to  the  same  law  of  continuity  as 
an  incompressible  liquid.  There  cannot  be  current  entering  a  certain 
space  without  there  being  at  the  same  time  an  equal  current  flowing 
out  of  that  space.  At  the  surface  of  conductors  electricity  was  once 
supposed  to  accumulate.  Maxwell  extended  the  law  of  continuity  to 
the  surrounding  dielectric.  There  is  great  advantage  in  this  view  in 
facilitating  conceptions.  We  may  imagine  an  incompressible  liquid 
filling  all  space,  perfectly  free  to  move  by  the  slightest  force  in  certain 
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regions  answering  to  pure  conductors,  with  no  tendency  to  return  when 
displaced,  but  always  meeting  with  resistance  proportional  to  the 
velocity.  Also  perfectly  free  to  move  in  the  rest  of  space  answering  to 
a  pure  dielectric,  and  without  frictional  resistance,  but  now  only 
elastically  displaced,  so  that  there  is  a  force  of  reaction  called  into  play 
proportional  to  the  displacement,  which  will  make  the  displacement 
subside  when  the  force  that  produced  it  is  removed. 

Replace  the  material  liquid  by  an  imaginary  something  called  elec- 
tricity, filling  all  space  (not  the  electricity  of  the  mathematical  definition, 
but  capable  of  becoming  it  by  displacement),  let  it  be  free  to  move  in 
conductors  when  acted  upon  by  electromotive  force  (answering  to  real 
force  when  the  subject  is  a  real  fluid),  but  only  capable  of  elastic  dis- 
placement in  the  dielectric,  and  we  may  transfer  results  from  one  case 
.  to  the  other.  We  may  remark,  in  passing,  that  the  quasi-fluid  cannot 
be  really  matter,  because  that  would  reqiure  electromotive  force  to  be 
ordinary  mechanical  force. 

If  to  the  surface  enclosing  a  portion  of  the  material  liquid  in  which 
there  is  no  reactive  force,  but  outside  which  there  is,  we  apply  uniform 
normal  pressure  or  tension,  the  liquid  is  not  moved,  because  the  forces 
balance,  but  the  pressure  within  is  increased  or  decreased  by  an  amount 
equal  to  the  applied  surface  pressure  or  tension. 

In  the  electric  case,  the  uniform  E.M.F.  (a; +-75),  acting  normally 
outward  from  a  piece  of  zinc  insulated  in  air,  lowers  its  electric  potential 
below  that  of  the  surrounding  air  by  the  amount  {x  +  *75),  but  cannot 
displace  electricity.  Similarly  the  E.M.F.  a*,  acting  normally  outward 
from  the  copper  surface,  lowers  its  potential  below  that  of  the  air  by 
the  amount  x.  But  the  moment  the  copper  and  zinc  are  touched,  we 
substitute  at  the  place  of  contact  metal  for  air ;  the  force  (x  +  '75)  is 
removed  from  a  portion  of  the  zinc,  and  the  force  x  from  a  portion  of 
the  copper  surface ;  the  difierential  force  '75  volt  acts ;  there  is  a  current 
from  copper  to  zinc,  from  zinc  to  air,  and  from  air  to  copper,  which  is 
stopped  by  the  force,  of  reaction  of  the  electric  displacement  in  the 
dielectric.  The  zinc  and  copper  are  reduced  to  the  same  potential ;  let 
this  be  y.  Then,  in  the  new  state  of  equilibrium,  the  potential  rises 
from  y  to  (y  + « +  '75)  in  passing  from  the  zinc  to  the  air,  then  falls 
continuously  along  the  lines  of  electric  displacement  in  the  air  till  the 
air  outside  the  copper  surface  is  reached,  where  it  equals  (y-\-x\  and 
then  falls  by  the  amount  x  in  passing  into  the  copper,  where  it  is  y, 
the  common  copper  and  zinc  potential. 

This  may  seem  unnecessarily  difiuse,  but  the  importance  of  the 
subject,  and  the  difference  of  the  above  from  views  in  general  accept- 
ance demand  a  somewhat  amplified  statement. 

The  reason  of  the  summation  law  readily  follows.  For  let  the  zinc 
and  copper,  previously  insulated,  be  joined  by  an  iron  wire.  This,  if 
insulated  and  free  from  charge,  will  have  its  potential  lower  than  that 
of  the  air  surrounding  it  by  (a; +-60)  volt;  or,  (a; +-60)  is  the  E.M.F. 
from  iron  to  air.  In  contact  with  the  copper  only,  when  their  potentials 
equalised,  the  field  of  force  in  the  air  would  show  a  difference  of 
potential  along  any  line  of  force  of  60  volt,  and  in  contact  with  the 
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zinc  only,  of  '15  volt,  the  iron  being  positively  electrified  in  the  first 
case,  and  negatively  in  the  second.  But  when  the  iron  wire  is  inter- 
mediate between  the  zinc  and  copper,  the  force  (a:+  '60)  from  iron  to  air, 
since  it  can  now  draw  electricity  both  ways,  from  the  copper  and  from 
the  zinc,  can  have  no  influence  in  altering  the  difference  of  potential 
between  the  air  just  outside  the  zinc  and  just  outside  the  copper, 
although  altering  the  actual  potentials  relative  to  the  original  potential 
of  the  air.  If  z  is  the  final  potential  of  the  three  metals,  those  just 
outside  the  copper,  the  iron  and  the  zinc  are  {z  +  .r),  (;?  +  «+  -60),  and 
(«  +  a;  +  -75),  with  a  fall  of  75  as  before  through  the  air  from  the  zinc 
to  the  copper  surfaces. 

It  may  be  remarked  that  the  field  of  force  is  perfectly  determinate 
with  any  number  of  metals  in  contact,  between  each  of  which  and  the 
air  there  is  a  given  E.M.F.  The  bounding  surface  of  the  dielectric  has  . 
then  everywhere  a  given  potential  (  +  a  constant),  and  by  Green's 
theorem  this  is  sufficient  to  fully  determine  the  distribution  of  force. 
Of  course  mathematical  difficulties  prevent  the  practical  solution  in 
general. 

In  the  above  we  have,  for  simplicity,  supposed  the  metals  to  be  pure 
and  homogeneous,  and  to  have  clean  surfaces.  Some  little  difference  is 
made  when  there  are  surface  impurities.  The  nature  of  the  effect  may 
be  readily  seen.  Start,  for  example,  with  a  piece  of  absolutely  pure 
zinc,  and  put  a  small  particle  of  iron  on  its  surface.  The  iron  and  zinc 
are  at  once  reduced  to  the  same  potential,  with  positive  electrification 
of  the  zinc  and  negative  of  the  iron,  and  a  fall  of  potential  of  '15  volt 
through  the  air.  Yet  there  will  be  no  apparent  electrification  what- 
ever, for  the  field  of  force  can  be  only  sensible  quite  close  to  the  particle 
of  iron,  so  that  we  cannot  get  at  it.  The  air  all  round  the  zinc  mass 
will  be  practically  at  one  potential.  If  we  enlarge  the  iron  particle  the 
field  of  force  extends  and  becomes  sensible  at  sensible  distances,  and  so 
with  further  enlargement  we  can  get  sufficient  separation  of  the  parts  of 
air  at  the  extreme  difference  of  potential  to  affect  the  electrometer 
inductively. 

Similarly,  when  there  are,  as  in  commercial  zinc,  innumerable  foreign 
particles  exposed  to  the  air,  side  by  side  with  the  zinc  and  in  contact 
with  it,  there  are  innumerable  local  fields  of  force  quite  close  to  the 
surface  set  up  by  the  unequal  km.f.'s.  But  at  a  sensible  distance  from 
the  surface  there  can  be  no  appreciable  force,  the  air  potential  will  be 
there  unaffected,  and  the  zinc  will  appear  uncharged. 

Put  this  mass  of  impure  zinc  in  contact  with  a  mass  of  copper — it 
may  be  also  impure — then,  besides  the  complex  local  fields  close  to  the 
surface  there  is  the  extended  one  which  can  influence  the  electrometer. 
The  difference  of  potential  cannot  be  so  great  as  with  perfectly  pure 
zinc  and  copper,  the  impurities  acting  to  reduce  it. 

Now  change  the  medium.  Let  zinc  and  copper  be  in  contact  not  in 
air,  but  in  water,  with  a  little  acid  to  facilitate  electrolysis ;  from  being 
in  a  medium  in  which  only  elastic  displacement  can  happen,  let  the  zinc 
and  copper  be  wholly  immersed  in  an  electrolyte.  The  surface  E.M.F.'8 
are  now  probably  not  the  same — it  is  very  unlikely  that  they  should  be 


THE  ENERGY  OF  THE  ELECTRIC  CURRENT.  341 

— but  there  they  are.  Instead  of  their  producing  a  mere  momentary 
current,  we  now  have  a  continuous  current  from  zinc  to  liquid,  liquid  to 
copper,  copper  to  zinc.  The  two  metals  are  not  now  exactly  at  one 
{>otential,  owing  to  the  current,  but  practically  all  the  fall  of  potential 
is  in  the  liquid.  The  lines  of  force,  which  are  of  course  also  the  lines  of 
flow  of  current,  are,  when  the  sides  of  the  vessel  containing  the  liquid 
are  sufficiently  remote,  distributed  in  the  same  manner  as  the  lines  of 
force  in  the  corresponding  case  with  air  as  the  medium,  though  of  course 
they  become  considerably  altered  if  the  vessel  is  small,  the  current  being 
forced  to  be  tangential  at  its  sides. 

The  local  superficial  fields  of  force  have  now  great  importance,  for 
there  are  naturally  local  currents  to  correspond  between  the  zinc  and  its 
impurities  with  consequent  waste  of  energy ;  waste  in  not  being  exter- 
nally available.  This  is  the  same  when  the  zinc  is  alone  in  the  liquid. 
The  purer  the  zinc  the  more  slowly  is  it  burnt  in  acid.  Absolutely  pure 
untarnished  zinc  would  last  for  ever,  owing  to  the  balance  of  forces,  but 
the  least  impurity  getting  on  the  surface  would  start  galvanic  action. 

If  a  copper  wire  joins  the  zinc  and  copper,  all  being  still  wholly  im- 
mersed, circumstances  are  not  materially  altered ;  the  current  goes  from 
the  zinc  to  the  copper  (say  plates  now),  and  also  to  the  copper  wire 
through  the  liquid  and  back  through  the  wire ;  the  current  in  the  wire, 
however,  is  not  everywhere  of  the  same  strength.  But  lift  the  wire  out 
of  the  liquid  together  with  that  portion  of  the  zinc  plate  to  which  it  is 
attached,  and  the  whole  current  (not  counting  the  local  currents) 
returns  by  the  wire  outside  the  vessel,  and  we  have  a  full-blown 
galvanic  cell. 

The  new  E.M.F.  introduced  by  the  new  contacts,  viz.,  between  the  zinc 
and  air,  and  the  copper  and  air,  do  not  in  any  way  alter  the  integral 
E.M.F.  in  the  circuit,  nor  can  any  difference  of  potential  between  the 
liquid  and  the  air.  The  metals  in  connection  may  be  nearly  at  one 
potential,  or  may  differ  by  nearly  the  full  E.M.F.  of  the  cell,  according 
to  the  resistance  of  the  external  wire.  There  is  a  large  rise  at  the  zinc- 
liquid  surface,  and  a  fall  of  much  smaller  amount  at  the  liquid-copper 
surface,  the  excess  of  the  rise  at  the  zinc  over  the  fall  at  the  copper 
being  equal  to  the  available  E.M.F.  of  the  cell.  But  in  other  galvanic 
arrangements,  as  when  there  are  two  fluids,  the  km.f.'s  and  changes  of 
potential  become  more  complex. 

The  absorption  of  energy  is  at  the  zinc  surface  where  the  current  goes 
with  the  E.M.F.  there.  The  evolution  is  at  the  copper  surface  where  the 
current  goes  against  the  E.M.F.  there.  The  excess  of  the  former  over 
the  latter  becomes  heat  in  the  circuit 

At  the  zinc  surface  we  know  there  is  oxidation  of  zinc,  and  the  supply 
of  energy  is  readily  accounted  for.  The  heat  which  would  have  been 
produced  locally  if  the  zinc  were  burnt  in  oxygen  now  turns  up  in  all 
parts  of  the  circuit,  through  the  intervention  of  the  unknown  electric 
agency,  and  the  artificial  disposition  of  conductors  and  insulators  we 
have  made. 

The  evolution  of  energy  at  the  copper  surface  is  more  obscure.  There 
is  a  local  development  of  heat  independent  of  the  frictional  heat  in  the 
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circuit.  The  heating  of  galvanic  batteries  has  not  been  fully  investi- 
gated. 

Eegarding  the  cause  of  the  km.f.'s,  next  to  nothing  is  known. 
Separated  zmc  and  oxygen  have  potential  energy,  they  tend  to  unite, 
and  in  the  act  of  union  a  store  of  energy  is  set  free.  At  the  same 
time  there  is  KM.F.  from  the  zinc  to  the  oxidising  agent  But  of  the 
reason  why  zinc  and  oxygen  should  unite,  or  why  E.M.F.  should  accom- 
pany the  action,  I  have  not  come  across  any  intelligible  explanation. 
And  I  do  not  expect  it. 

But  the  known  transformation  of  energy  taking  place  at  the  zinc 
surface  in  our  galvanic  cell,  together  with  the  similarity  of  electrical 
conditions,  enables  us  to  conclude  with  a  tolerable  amount  of  certainty 
that  the  source  of  the  electrostatic  energy  which  is  set  up  when  zinc 
and  copper  are  put  in  contact  in  air  is  oxidation  of  the  zinc.  The 
amount  of  oxidation  is,  of  course,  very  small — infinitely  unrecognisable. 
This  will  be  evident  on  remembering  what  a  large  quantity  of  elec- 
tricity must  pass  before  any  visible  consumption  of  zinc  takes  place  in 
the  cell,  or  even  before  enough  is  consumed  to  be  detectable  by  the  most 
delicate  chemical  balance.  In  the  air  case  the  action  is  stopped  in  its 
very  birth  by  the  elastic  reaction  of  the  electric  mechanism.  The  facts 
observed  long  ago  by  Sir  W.  Thomson  confirm  this  conclusion  regarding 
oxidation.  The  difierence  of  potential  is  greatest  when  the  zinc  surface 
is  clean — that  is,  in  the  best  state  for  oxidation — and  when  the  copper 
surface  is  already  oxidised,  and  therefore  in  the  worst  state,  amounting 
then  to  about  11  volt  instead  of  only  '75  volt. 


Section  XIV.    Contact  Force  and  Helmholtz*s  Electric 

Layers. 

An  important  hypothesis  regarding  Contact  Force  was  advanced  by 
Helmholtz  in  his  classical  essay  on  the  Conservation  of  £nergy,  of 
which  a  preliminary  idea  may  be  gained  from  the  following  sentences : — 
'*  It  is  evident  that  all  phenomena  in  conductors  of  the  first  class  (t.«., 
those  in  which  conduction  of  electricity  takes  place  without  electro- 
lysis) follow  from  the  assumption  that  different  chemical  elements  have 
different  attractions  for  the  two  electricities,  which  attractions  act  only 
through  immeasurably  small  distances,  whilst  the  electricities  can  act 
upon  one  another  at  greater  distances  also.  The  contact  force  will 
then  consist  in  the  difference  of  attraction  which  the  particles  of  metal 
lying  next  the  junction  exert  on  the  electricity  at  this  place;  and 
electrical  equilibrium  occurs  when  a  particle  of  electricity  which  goes 
over  from  one  to  the  other  metal  no  longer  either  gains  or  loses  kinetic 
energy." 

This  is  part  of  Helmholtz's  explanation  of  the  phenomena  which 
occur  when  two  metals  are  put  in  contact,  that  they  become  oppositely 
charged  and  apparently  at  different  potentials.  To  it  we  must  add  a  brief 
statement  of  what  is  meant  by  the  double  electric  layer.  Assume  that 
there  is  really  an  E.M.F.  at  the  junction  of  two  metals  (we  are  not 
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specially  considering  thermo-electricity),  some  tendency  to  produce  a 
current  from  one  to  the  other,  to  be  measured  by  the  amount  of  energy 
taken  in  per  unit  of  electricity,  and  which  must  produce  a  current 
unless  otherwise  balanced — the  place  where  the  energy  is  taken  in 
being  the  seat  of  the  E.M.F.  We  must  not  suppose  the  E.M.F.  to  be 
confined  strictly  to  a  mathematical  surface,  but  to  extend  through  a 
small  thickness  t,  so  that  if  F  be  the  E.M.F.  ^om  A  to  B,  the  impressed 
force  per  unit  of  length  is  F/L  If  the  conductors  A  and  B  are 
insulated  there  can  be  no  continuous  current,  whether  they  are  in 
contact  at  one  or  at  any  number  of  different  places,  provided  in  the 
latter  case  the  junction  e.m.f.'s  are  all  equal,  and  all  from  A  to  B, 
Hence  only  one  junction  need  be  considered.  Equilibrium  of  electricity 
requires  that  there  shall  be  no  electric  force  in  any  part  of  the  conduc- 
tors, including  the  junction.  Therefore  the  impressed  electric  force 
V/t  from  A  to  B  must  be  balanced  by  an  equal  force  F/t  acting  from 
B  to  A  through  the  thickness  t  at  the  junction,  which  will  make  the 
potential  of  A  exceed  that  of  B  by  the  integral  amount  of  this  force, 
viz.,  V,  Now,  considering  the  force  of  reaction  alone,  we  see  that  the 
field  of  force  exactly  resembles  that  between  the  plates  of  a  charged 
condenser,  for  we  have  two  opposed  parallel  surfaces  with  electric  force 
acting  normally  to  them  through  the  intermediate  space.  The  conclu- 
sion is  that  at  the  junction  of  A  and  B  there  is  a  double  electric  layer, 
a  layer  of  positive  electricity  on  the  A  side,  and  of  negative  on  the  B 
side,  at  the  terminations  of  the  lines  of  force,  and  that  it  is  this  double 
layer  that  is  the  cause  of  the  electric  equilibrium. 

Before  going  further  it  will  be  well  to  distinctly  separate  four 
things. 

(a).  There  is  first  the  hypothesis  that  the  contact  force  resides  at  the 
metal  junction. 

(b).  Next,  the  hypothesis  that  it  arises  from  different  kinds  of  matter 
attracting  electricity  differently,  though  only  at  insensible  distances. 

(c).  The  statement  that  this  E.M.F.  is  balanced  by  an  equal,  but  oppo- 
sitely directed  force  of  reaction. 

(d).  The  hypothesis  that  this  force  of  reaction  proceeds  from  a  double 
electric  layer. 

Three  hypotheses  and  one  statement  have  to  be  considered,  and  we 
will  take  them  in  the  order  in  which  they  are  most  easily  disposed  of. 
Commencing  with  the  statement  (c),  there  is  very  little  to  be  said, 
because  the  statement  is  not  open  to  any  question.  The  most  elemen- 
tary notions  regarding  the  balance  of  forces  render  the  electrical 
example  self-evident.  If  there  is  no  current  at  any  particular  part  of  a 
conductor,  there  is  no  resultant  electric  force  there ;  hence  if  there  be 
any  impressed  force  it  must  be  balanced  by  a  reaction. 

(a).  Now,  regarding  the  first  hypothesis,  we  have  in  Section  XIII. 
given  reasons  against  this  view  as  respects  the  ordinarily  observed 
differences  of  potential  of  metals  in  contact — the  "  contact  force  "  of  '76 
volt  between  copper  and  zinc,  for  example — so  its  discussion  here  is 
rendered  unnecessary.  There  is,  however,  a  comparatively  minute 
E.M.F  of  thermal  origin  undoubtedly  existing  at  the  contact  place  of 
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different  metals,  and  probably  the  same  occars  at  the  junction  of  any 
two  materials. 

(b).  The  second  hypothesis  is,  from  its  very  material  and  speculative 
character,  difficult  either  to  grasp  or  to  manipulate.     It  was  intended 
to  apply  to  the  large  differences  of  potential  just  now  mentioned,  and, 
speaking  from  memory  of  Helmholtz's  Faraday  Lecture  delivered  a  few 
years  ago,  that  scientist  still  maintains  it,  as  well  as  the  hypothesis  of 
electric  layers,  to  be  later  discussed.     We  may,  however,  apply  (6)  to 
the  thermo-electric  force  at  a  metallic  junction,  or  to  air  contacts,  or  by 
generalisation  to  any  contact  force  we  may  choose  to  imagina     If 
copper  and  zinc  attract  electricity  differently,  though  only  at  insensible 
distances,  the  differential   force  must  certainly  cause  a  momentar}* 
current  across  the  junction  when  they  are  set  in  contact     And  the 
same  result  would  happen  if  the  heat  in  the  copper  attracted  electricity 
more  than  the  heat  in  the  zinc,  or  the  same  might  be  said  of  the  ether, 
or  if  any  other  possible  or  impossible  kind  of  differential  attraction 
existed.     Now,  it  is  surely  difficult  enough  to  form  a  mental  conception 
of  what  is  happening  when  any  kind  of  impressed  E.M.F.  is  acting,  with 
its  corresponding  transformation  of  energ}',  even  when  we  know  defin- 
itely that  heat  or  chemical  affinity  is  concerned.      But  contact  force, 
with  the  supposititious  attraction  of  matter  for  electricity,  is  rather 
harder  to  understand  than  without  it.     For  the  differential  attraction 
being  e.m.f.,  so  are  the  separate  attractions  km.f.'s.      Now,  matter 
attracts  matter,  or,  at  any  rate,  things  go  on  as  if  such  were  the  case. 
But  does  matter  attract  electricity  ?    £ven  on  the  material  hypothesis 
of  the  direct  action  of  electricity  on  electricity  by  attractive  or  repulsive 
forces,  it  is  an  enormous  complication  of  the  functions  and  properties  of 
electricity  to  admit  of  attractive  force  between  matter  and  electricity. 
The  supposed  attraction  of  matter  for  matter  is  one  kind  of  force, 
consistent  in  itself;  that  of  electricity  for  electricity  another  kind,  also 
self-consistent.     But  innumerable  difficulties  arise  as  soon  as  we  admit 
the  kind  of  cross-action  supposed.     We  need  not  go  into  details ;  they 
will  readily  suggest  themselves  to  any  one  acquainted  with  the  theory 
of  the  dimensions  of  physical  magnitudes.     Apart  from  this  side  of  the 
question,  difficulties  crop  up  on  all  sides  when  we  pass  from  mere 
momentary  currents  to  continuous  currents,  with  continuous  expendi- 
ture of  energy  in  keeping  them  up,  as  in  thermo-electric  or  voltaic 
circuits. 

The  following  special  argument  is  used  by  Clausius.  He  observes 
that  whether  observed  differences  of  potential  occur  only  through  the 
differences  in  the  attraction  of  metals  for  electricity  may  be  left  an  open 
question,  but  he  denies  that  all  phenomena  may  be  thus  explained, 
tnat  the  hypothesis  is,  in  fact,  inadequate  to  explain  thermo-electric 
currents.  Thus,  if  two  metals,  A  and  B^  form  a  closed  circuity  and  B 
attracts  electricity  more  than  A,  B  will  take  a  positive  and  A  a  nega- 
tive charge  of  sufficient  amount  to  balance  the  difference  of  attraction, 
and  there  will  be  an  end  of  it.  If  we  heat  one  of  the  junctions  we  can- 
not get  a  current  unless  the  attraction  o{  A  or  B  for  electricity  varies 
with    the    temperature,   which   Clausius  considers  very  improbable. 
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Eyen  allowing  that  such  is  the  case,  the  result  must  be  that  every  part 
of  each  metal  will  receive  just  as  much  electricity  as  it  attracts,  and 
there  will  be  a  state  of  equilibrium  set  up  again.  Thus  Helmholtz's 
explanation  is  certainly  incomplete.  There  is  nothing  to  keep  up  the 
current 

Now  Clausius,  in  other  respects,  agrees  with  Helmholtz's  views, 
which,  by  the  way,  he  observes  are  accepted  by  most  other  scientists 
(presumably  continental,  and  as  regards  the  contact  layers  mainly). 
But  in  order  to  bring  them  into  harmony  with  the  facts  of  thermo- 
electricity, he  proposed  the  following  addition  : — "  Heat  itself  is  active 
in  the  creation  and  maintenance  of  the  diflference  of  potential  at  the 
junctions ;  for  the  molecular  motion  which  we  call  heat  tends  to  drive 
electricity  from  one  to  the  other  material,  and  this  can  only  be  stopped 
by  the  opposing  force  of  the  two  electric  layers  thereby  produced,  when 
they  have  reached  a  certain  thickness." 

Having  observed  that  Clausius,  in  his  '*  Discussionen,"  pointedly 
called  attention  to  the  absence  of  any  explanation  of  the  origin  of 
thermo-electric  currents  in  Sir  W.  Thomson's  papers  on  the  subject,  I 
was  very  curious  to  ascertain  Clausius's  explanation  of  the  same  in  his 
chapters  on  Thermo-electricity.  It  is  contained  in  brief  in  the  last 
quoted  sentence.  But  since  the  electric  layers  are  surely  not  specially 
concerned  with  the  Peltier  contact  force,  but,  if  existent  at  all,  are 
equally  valid  for  any  similarly  situated  impressed  km.f.,  we  find 
Clausius's  explanation  reduced  to  the  statement  regarding  heat  in  the 
first  part  of  the  sentence,  or  any  elaboration  thereof  not  introducing 
any  new  hypothesis.  This  is  rather  disappointing.  For  what  is  con- 
tained therein  beyond  the  recognition  of  the  experimentally  sufficiently 
obvious  fact  that  heat  is  the  source  of  the  energy  of  the  currents? 
Now,  the  reversible  absorptions  and  evolutions  of  heat  actually  form 
the  basis  of  Sir  W.  Thomson's  theory,  without  explanation,  of  course. 
And  also  without  any  electric  layers  being  brought  into  active 
co-operation. 

An  explanation  of  thermo-electricity  will  have  to  include  not  only 
the  solution  of  the  electrical  problem  in  general,  what  actions  take 
place  necessarily  during  the  existence  of  a  current  in  a  conductor  or  a 
dielectric  however  set  up,  but  also  how  matter  in  its  incessant  agita- 
tions acts  upon  the  electric  system,  using  this  term  to  indicate,  very 
vaguely,  an  omnipresent  agency  of  some  kind,  which  must  work 
according  to  dynamical  laws.  That  electric  currents  are  due  to  differ- 
ential actions  of  matter  on  the  system  may  be  concluded  from  the 
various  modes  of  electric  excitement.  It  is,  then,  easily  inferred  that 
the  action  of  matter  on  the  system  is  always  going  on,  that  balanced 
states  are  of  the  kind  exemplified  in  the  theory  of  exchanges  in  the 
science  of  radiation,  where  bodies  are  continually  emitting  and  receiving 
heat,  and  their  molecules  and  the  intermediate  medium  kept  in  a  state 
of  perpetual  motion  whilst  every  part  remains  in  a  stationary  state  on 
the  average.  All  the  various  known  actions  of  electricity  will  have  to 
be  included  in  one  harmonious  whole,  consistent  all  round.  It  will 
have  to  be  nothing  short  of  a  union  of  all  the  exact  sciences  with  mole- 
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cular  science.  That  is  for  the  future.  For  the  present  it  would  be  a 
great  step  forward  to  know  what  relations  the  mysterious  thermo- 
electric power  of  substances  bears  to  their  other  physical  properties. 
Here  is  a  large  field  for  investigation.  And  yet  it  is  nothing.  For  we 
may  be  sure  of  this,  that  what  is  known  is  infinitely  little  compared  with 
what  is  behind,  and  that  the  scientific  investigator  will  never  have 
reason  to  cease  work  for  lack  of  matter  for  investigation,  even  keeping 
to  terrestrial  phenomena,  let  alone  the  study  of  the  solar  dermatology 
and  other  far  away  phenomena. 

The  remaining  scientific  hypothesis  (d)  is  of  a  very  different  nature 
and  of  far  greater  importance,  but  it  involves  such  extensive  considera- 
tions of  fundamental  electrical  laws  that  it  must  be  separately  dealt 
with 

Skciion  XV.    Electric  Layers  do  not  Imply 

Electrification. 

(d).  Now,  with  respect  to  the  hypothesis  (d)  of  electric  layers,  widely 
believed  in  as  realities,  we  shall  endeavour  to  show  that  they  are  myths 
— that  they  cannot  exist  without  violating  principles  where  truth  is  as 
far  as  possible  removed  from  being  doubtful  as  anything  can  be  in  elec- 
trical science.  We  have  already  briefly  described  their  supposed  distri- 
bution in  the  case  of  E.M.F.  acting  at  a  surface,  or  through  a  stratum  of 
small  thickness.  On  one  side  of  the  stratum,  that  to  which  the  force 
acts,  there  is  supposed  to  be  an  accumulation  of  free  positive  electricity, 
and  on  the  other  side  an  accumulation  of  negative,  which  produce  an 
electric  field  resembling  that  of  a  charged  air-condenser,  whose  force 
wholly  cancels  the  contact-force  when  there  is  equilibrium,  and  partly 
cancels  it  when  there  is  current.  The  surface-density  of  the  accumula- 
tions must  depend  upon  the  thickness  of  the  stratum,  being  great  when 
it  is  small,  and  conversely. 

If  t  be  the  thickness  of  the  stratum,  and  V  the  difference  of  potential, 
the  electric  force  per  unit  length  =  V/t ;  hence,  by  the  definition  of  the 
unit  of  electricity,  applied  to  a  surface  distribution,  the  surface-density 
is  o-  =  Vjiirt, 

These  electric  layers  are  brought  into  great  prominence  when  the 
E.M.F.  acts  all  over  a  closed  surface,  for  example,  when  zinc  is  immersed 
in  air.  To  make  the  force  quite  uniform  we  may  imagine  E.M.F.  to  be 
applied  at  those  places  where  it  is  supported  equal  to  that  acting  from 
the  zinc  to  the  air.  The  electric  layers  will  now  form  a  pair  of  closed 
surfaces,  very  close  together,  wholly  surrounding  the  conductor,  the 
positive  layer  outside,  the  negative  within.  This  combination  we  may 
call  a  closed  electric  shell,  from  its  obvious  similarity  to  the  closed  mag- 
netic shell  which  appears  in  the  theory  of  magnetism.  The  electric 
force  of  the  shell  is  wholly  self-contained,  that  is,  it  is  situated  between 
the  two  laj^ers  of  electricity,  directed  straight  across  the  stratum  from 
one  to  the  other,  with  no  electric  force  either  within  the  inner  or  out- 
side the  outer  layer.  The  potentials  are  uniform  inside  and  outside  the 
shell,  but  differ  by  the  amount  F,  if  F  is  the  E.M.F.  from  the  zinc  to  the 
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air.  For  if  a  unit  charge  of  electricity  be  carried  from  inside  the  con- 
ductor to  the  external  air,  it  will  travel  against  the  electric  force  of  the 
accumulations,  and  work  must  he  done  on  the  charge  to  the  amount 
force  X  distance,  or  V/t  x  /  =  F,  which  is  therefore  the  excess  of  the 
outer  above  the  inner  potential.  In  this  we  consider  the  electric  force 
due  to  the  layers  alone,  for  the  resultant  force  being  nothing,  no  work 
would  really  have  to  be  done. 

Comparing  with  a  closed  magnetic  shell,  if  its  positive  side  be  the 
out€r,  the  outer  magnetic  potential  exceeds  the  inner  by  iir  x  strength 
of  the  shell.  This  conforms  to  the  above,  remembering  that  the 
"  strength  "  of  a  simple  magnetic  shell  is  defined  to  be  the  magnetic 
moment  of  unit  of  area,  and  is  therefore  =  surface-density  of  magnetism 
x  thickness  of  shell.  We  might  similarly  define  the  strength  of  the 
hypothetical  electric  shell,  but  it  is  not  worth  while  doing  so,  as  the 
amount  of  the  difference  of  potential  sufficiently  settles  it. 

Now,  these  electric  layers,  if  they  existed,  would  be  wholly  independ- 
ent of  any  real  charge  that  we  might  communicate  to  the  conductor. 
Say,  for  instance,  we  charge  it  by  contact  with  some  other  metal.  This 
will  not  alter  the  electric  layers  in  any  way.  If  they  were  there  before, 
they  are  there  still,  for  there  is  still  the  same  difference  of  potential  at 
the  surface.  The  real  charge,  being  connected  by  lines  of  force  through 
the  air  with  other  conductors,  is  of  course  recognisable,  but  no  tests 
can  be  applied  to  the  associated  layers.  Perhaps  it  would  be  most 
reasonable,  as  it  is  simplest,  to  put  the  real  charge  outside  the  outer 
layer,  rather  than  within  the  inner,  or  between  them,  if  we  must  have 
the  electric  layers.  But,  although  this  extraordinary  complication  of 
the  surface  conditions  by  the  presence  of  the  layers  may  be  used  as  an 
argument  sigainst  their  existence,  still,  such  argument  would  be  no 
proof  that  they  do  not  or  that  they  cannot  exist.  To  obtain  this  in  a 
plain  form,  it  will  be  advantageous  to  both  generalise  and  simplify. 
As  often  happens  we  lose  nothing,  and  gain  much  by  generalising, 
obtaining  a  broader  view  of  a  question  freed  from  accidentals.  The 
simplification  of  conditions  again  is  desirable  in  order  to  separate  the 
layers  from  the  real  charge,  and  exhibit  them  apart. 

Let  there  be  two  wires  of  different  metals  and  of  the  same  gauge, 
whose  ends  are  cut  off  straight  across,  and  then  their  plane  faces  firml}' 
pressed  into  one  another  to  form  a  continuous  wire.  There  is  the  Pel- 
tier contact  force  at  this  junction,  and  the  electric  layers  corresponding 
must  be  very  close  together.  There  are  also  charges  on  the  air  surfaces 
of  the  two  wires,  due  to  the  Peltier  E.M.F.,  quite  irrespective  of  the  air 
E.M.F.  and  its  layers.  Now  the  layers  do  not  depend  on  the  special 
origin  of  the  E.M.F.  or  upon  the  fact  that  the  rm.f.  is  at  a  junction  of 
two  metals.  Let  us  therefore  increase  the  thickness  of  the  stratum  in 
which  the  E.&LF.  acts,  stretching  it  out  until  from  a  stratum  it  becomes 
a  cylinder  or  tube  of  E.M.F.  of  any  length.  Also  do  away  with  the  other  ^ 
restriction,  and  let  this  tube  of  E.M.F.  exist  in  any  given  length  of  a' 
wire  of  one  metal.  If  the  force  is  uniformly  distributed  throughout  the 
given  space,  then,  just  as  in  the  case  of  the  thin  stratum,  there  will  be 
the  accumulations  of  free  electricity  at  the  plane  ends  of  the  lines  of 
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E.M.F.,  whose  surface-density  will  be  e/iir  and  -e/iir  respectively,  e 
being  the  impressed  E.M.F.  per  unit  length.  Next  let  the  force  be  not 
uniformly  distributed,  but  vary  in  intensity  along  the  portion  of  wire 
considered,  though  still  abruptly  ceasing  at  the  same  places.  We  still 
have  the  terminal  layers  of  course,  but  now  in  addition  to  them  there 
must  be  a  distribution  of  free  electricity  between  them  to  correspond 
with  the  gradual  variation  of  the  force.  The  volume-density  of  this 
latter  distribution  is  to  be  found  by  the  same  principle  as  the  terminal 
surface-densities,  by  reckoning  the  excess  of  the  number  of  lines  of  force 
leaving  over  those  entering  a  small  space.  In  mathematical  language, 
the  volume-density  of  the  free  electricity  equals  the  convergence  of  the 
impressed  force  divided  by  4ir  \  this  corresponds  to  the  just  given  state- 
ment of  the  density  of  the  terminal  accumulations. 

Thus,  in  general,  when  any  impressed  E.M.F.  acts  in  a  wire,  we  have 
not  merely  current,  if  the  wire  forms  a  closed  circuit  and  the  sum  of  the 
impressed  forces  taken  round  the  circuit  be  not  zero,  and  the  surface 
electrification  depending  on  the  distribution  of  potential,  to  be  recog- 
nised by  the  electric  force  in  the  surrounding  air,  but  also,  according  to 
Helmholtz's  hypothesis  of  electric  layers,  an  internal  distribution  of  free 
electricity  depending  on  the  manner  of  distribution  of  the  impressed 
force. 

Now  it  may  be  objected  that,  although  when  a  distribution  of  electric 
force  is  given  in  air  we  can  always  find  the  free  electricity  to  correspond 
by  the  convergence  of  the  force,  yet  to  apply  the  same  method  to  the 
interior  of  a  conductor  is  not  justifiable,  a  good  conductor,  as  a  metal, 
being  so  very  different  in  its  properties  from  air,  in  which  electrostatic 
observations  are  made.  Again,  why  not  apply  the  method  to  the  actual 
E.M.F.  in  the  wire  ]  the  resultant  of  the  impressed  force  and  that  arising 
from  difference  of  potential.  This  application  is  quite  correct  in  a 
dielectric.  If  there  is  no  force,  or  if  the  force  has  no  convergence  withiu 
a  given  space  in  air,  there  is  no  free  electricity  there.  Similarly  in  the 
conductor ;  should  there  be  equilibrium,  there  is  no  refiultant  force  and 
no  free  electricity ;  whilst,  on  the  other  hand,  should  there  be  current, 
the  resultant  force,  which  is  proportional  to  the  current^  has,  like  the 
current,  no  convergence,  so  there  is  still  no  free  electricity. 

But  the  matter  is  reduced  to  the  simplest  form  by  doing  away  with 
the  surface  charges  altogether,  by  sufficiently  enlarging  the  conductor. 
Theoretically  we  may  consider  an  infinitely  large  conductor ;  practically, 
one  whose  boundary  is  far  removed  from  the  seat  of  the  impressed  E.H.F. 
Let  the  conductivity  of  this  large  conductor  be  uniform,  and  let  there 
be  a  certain  portion  of  it  (not  insulated  from  the  remainder)  in  the  form 
of  a  thin  rod  along  which  impressed  E.M.F.  acts  in  the  direction  of  its 
length.  The  positive  "pole"  being  defined  to  be  that  end  to  which  the 
impressed  force  acts,  the  current  will  flow  along  this  tube  of  impressed 
force  from  the  negative  to  the  positive  pole,  and  issuing  there,  will 
spread  out  in  all  directions,  at  first  in  straight  lines  radiating  from  the 
pole,  but  sooner  or  later  bending  round  to  enter  the  tube  at  the  negative 
pole  in  a  similar  manner. 

Here  the  contact  layers  will  be  represented  by  an  accumulation  of 
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positive  electricity  at  the  positive  pole,  and  of  negative  at  the  negative 
pole,  where  the  current  leaves  and  enters  respectively ;  and  since  the 
boundary  of  the  conductor  is  indefinitely  removed,  we  have  no  surface 
charges  to  complicate  the  question.  The  only  accumulations,  if  there 
be  any,  are  those  at  the  ends  of  the  tube  of  impressed  force,  and  the 
question  arises,  How  did  they  get  there  ?  In  the  first  place,  they  were 
certainly  not  there  before  the  impressed  force  began  to  act,  so  they 
must  have  been  set  up  whilst  the  current  was  being  established,  which 
does  not  happen  instantaneously.  Now  this  establishment  of  the  current 
is  a  very  complex  matter,  but  we  do  not  need  to  enter  upon  it  here  at 
all,  for  this  reason  :  It  is  admitted  that  currents  in  conductors  always 
flow  in  closed  circuits,  that  across  any  section  of  a  tube  of  current  (the 
whole  system  being  divided  into  tubes)  the  same  amount  of  current 
flows.  It  is  clear,  then,  that  no  further  accumulations  than  the  hypo- 
thetical ones  can  take  place  after  the  current  becomes  steady.  But  not 
only  that,  whatever  may  have  been  the  nature  of  the  distribution  of  the 
induction  currents  before  the  steady  state  was  reached,  such  currents 
must  have  formed  closed  tubes,  and  this  excludes  the  possibility  of  any 
accumulations  taking  place  at  any  time  in  the  interior  of  the  conductor. 
The  accumulations  depending  on  the  convergence  of  the  impressed 
force  are  thus  wholly  mythical ;  and  since  the  electric  layers  in  the  case 
of  contact  force  are  a  special  case  of  the  same,  they,  too,  are  mythical. 
At  a  metallic  junction  there  is  no  double  layer  accompanying  the  Peltier 
force,  and  at  an  air  or  liquid  surface  there  is  no  electric  shell  accompany- 
ing the  KM.F.  from  the  metal  to  the  air  or  the  liquid,  but  only  the 
charge  to  be  determined  by  the  distribution  of  electric  force  in  the  air 
surrounding  the  conductor. 


Impressed  E.M.F.  and  Potential. 

In  a  galvanic  circuit  with  steady  current,  the  impressed  force  is  con- 
fined to  a  certain  part  of  the  circuit,  namely,  portions  of  the  battery, 
the  force  in  the  remainder  of  the  circuit  being  derived  from  difference 
of  potential.  But  in  other  cases  we  have  distributed  e.m.f.'8,  as  in 
thermo-electricity,  depending  on  the  variation  of  temperature  along  a 
conductor,  or  in  current  induction ;  in  both  cases  there  is  usually  im- 
pressed force  in  every  part  of  the  circuit,  as  well  as  force  derived  from 
difference  of  potential,  the  actual  force  being  their  resultant. 

To  exhibit  their  general  relation  in  the  simplest  manner,  start  with 
an  infinitely  extended  conductor  of  uniform  conductivity,  in  which  there 
is  a  given  distribution  of  impressed  force.  The  most  general  definition 
of  impressed  force  is  that  depending  on  energy,  as,  in  fact,  all  forces, 
simple  or  generalised,  are  expressed  by  energy  variations.  If  e  be  the 
impressed  force  within  a  certain  unit  volume  of  the  conductor,  and  there 
be  a  current  of  density  C  at  that  place,  and  in  the  same  direction  as  e, 
then  the  amount  of  energy  taken  in  per  second  within  that  unit  volume 
by  the  current  is  represented  by  the  product,  eC  =  W,  say.  Should  e 
and  C  be  in  opposite  directions,  though  still  parallel,  there  is  corre- 
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sponding  energy  given  out  by  the  current.  Should  e  and  C  be  perpen- 
dicular, there  is  no  energy  either  taken  in  or  given  out.  When  e  and 
C  are  inclined  to  one  another  at  any  angle  (which  is  almost  sure  to  be 
the  case  in  a  large  conductor,  since  C  does  not  depend  on  e  only  at  the 
spot,  but  upon  the  impressed  force  at  other  places  as  well),  then  to  find 
the  energy  taken  in  by  the  current  we  must  multiply  the  product  of  the 
sizes  of  e  and  C  by  the  cosine  of  the  angle  between  their  directions, 
which  result  we  may  still  represent  by  eC,  using  a  notation  which  adapts 
itself  conveniently  to  common  algebra. 

The  frictional  generation  of  heat  is  directly  excluded.  It  is  always 
a  conversion  from  electrical  energy  to  heat,  and  never  the  other  way. 
Its  amount  is  pQ^  per  unit  volume,  if  p  be  the  specific  resistance.  But 
the  energy  transformation  concerned  in  impressed  force  is  reversible 
with  the  current. 

Given,  then,  a  distribution  of  impressed  force,  e,  throughout  the  con- 
ductor, we  know  that  the  whole  amount  of  energy  taken  in  per  second 
is  Z  eC,  summed  up  to  include  every  place  where  e  exists.  We  also 
know  by  Joule's  law  that  the  total  frictional  heat  =  2  ^C^.  By  conser- 
vation of  energy  these  two  sums  must  be  equal.  This  implies  some 
special  relation  between  e  and  C.  By  Ohm's  law  />0  is  the  actual  result- 
ant force  corresponding  to  the  current  C  ;  let  this  =  F  -i-  e,  so  that  P  is 
the  force  that  must  be  added  to  the  impressed  force  at  any  place  to 
make  up  the  actual  force.  Then  260  =  2/50^  =  2/50. C,  by  putting 
P  +  e  for  /oO,  becomes  2  eO  =  2  eO  +  2  PO.  Therefore  2  PO  must  vanish. 
Whatever  be  the  impressed  force,  the  supplementary  force  does  no  work 
upon  the  current  on  the  whole.  This  characteristic  will,  with  other 
considerations,  serve  to  determine  P. 

There  are  two  extreme  cases  of  impressed  force  that  mark  themselves 
out  distinctly.  First,  let  the  impressed  force  e  be  confined  to  a  portion 
of  the  conductor  forming  a  closed  ring,  the  direction  of  e  being  along 
the  ring,  and  its  strength  such  that  there  is  the  same  amount  of  e  acting 
across  every  section  of  the  ring.  This  is  a  closed  tube  of  force.  The 
current  distribution  follows  immediately.  If  h  be  the  specific  conduc- 
tivity, the  reciprocal  of  /»,  then  0  =  ^'6  simply.  For  Ohm's  law  is  satisfied 
everywhere,  and  the  continuity  of  the  current  is  ensured  by  the  con- 
tinuity of  the  impressed  force.  Thus  the  current  is  entirely  confined 
to  the  closed  tube  of  force,  and  has  no  tendency  to  spread  around, 
although  there  is  no  insulation  of  the  tube  from  the  remainder  of  the 
conductor.     Not  only  is 

2eC  =  2/502    or    ^k^ 

on  the  whole,  but  the  same  is  true  for  every  part  of  the  tube.  The 
energy  taken  in  anywhere  is  exactly  equal  to  the  frictional  heat  in  the 
same  space,  so  that  there  is  apparently  no  transfer  of  energy.  We  have 
supplied  just  suflBcient  impressed  force  at  each  place  to  support  the 
current,  with  no  excess  or  lack.  Examples  occur  in  electromagnetic 
induction.  The  same  applies  to  any  number  of  closed  tubes  of  im- 
pressed force,  either  wholly  detached  from  one  another  or  side  by  side  in 
contact,  and  this  includes  the  general  case  of  any  completely  solenoidal 
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distribution  of  impressed  force,  with  the  simple  solution  C  =  ke,  and  no 
apparent  transfer  of  energy. 

The  other  extreme  case  is  any  distribution  of  impressed  force  that 
can  produce  no  current,  although  there  is  nowhere  want  of  conductivity 
to  prevent  its  doing  so.  For  example,  let  the  impressed  force  be  dis- 
tributed like  the  force  due  to  a  charge  at  a  point,  or  a  charge  uniformly 
distributed  over  the  surface  of  a  sphere,  that  is,  straight  lines  of  force 
radiating  from  a  centre.  There  can  be  no  current,  because  there  is  no 
provision  for  supplying  electricity  to  the  centre,  to  satisfy  the  continuity 
of  the  current.  Any  number  of  such  centres  of  force  may  coexist,  pro- 
ducing a  complex  field  of  impressed  force  which  cannot  set  up  any 
current.  The  characteristic  of  such  a  field  is  that  the  work  that  would 
be  done  by  the  force  on  a  charge,  if  it  were  carried  round  any  closed 
path,  would  amount  to  nothing  on  completing  a  circuit ;  or,  in  other 
words,  the  work  done  from  one  point  to  another  would  be  the  same  by 
any  path ;  which  implies  that  the  impressed  force  is  the  space  variation 
of  a  single  valued  function  of  position,  say  P;  or  e  =  VP.  But  since 
there  is  no  current  there  is  no  resultant  force,  hence  the  impressed  force 
6  or  VP  must  be  cancelled  by  an  equally  great,  oppositely  directed  force 
of  reaction,  =  -  VP.  This  is  the  supplementary  force  F,  and  it  is 
derived  from  a  potential,  which  is  of  course  the  electric  potential.  In 
the  case  of  the  closed  tubes  of  force  above,  with  current  to  match,  there 
was  no  potential,  nor  any  need  of  one.  In  the  present  case  we  have  a 
potential,  but  no  current. 

The  thermo-electric  force  arising  from  difference  of  temperature 
furnishes  an  example.  In  a  single  homogeneous  conductor  differences 
of  temperature  cannot  keep  up  current.  If  p  be  this  thermo-electric 
power,  the  force 

e  =  -  tVp    per  unit  of  length, 

t  being  the  absolute  temperature.  Here  Vp  is  obviously  derived  from  a 
"potential,"  viz.,/?,  but  it  is  not  that  which  makes  its  product  into  t 
also  be  derived  from  a  potential.  The  reason  is  that  the  thermo-electric 
power  is  a  function  of  the  temperature,  and  the  direction  in  which  the 
temperature  falls  fastest  is  also  that  in  which  the  power  varies  fastest. 

We  have  e  =  -  Np. 

Let  also  e  =  -  VP, 

where  P  is  another  scalar,  so  that 

VP={Vp. 

Now  curlVP=0, 

so  also  curl  {Np)  =  0. 

But  curl  Vp  also  =  0, 

and  there  is  only  left  the  condition  that 

Vt  II  Vp, 
OT  p  is  &  function  of  t. 

Between  these  two  extremes  of  no  potential  and  no  current  lie  all 
other  possible  varieties  that  may  arise.  By  the  properties  of  the  space 
variation  of  vectors,  any  distribution  of  electric  force  may  be  considered 
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as  partly  belonging  to  one  extreme  class  and  partly  to  the  other.  The 
given  arbitrary  distribution  e  considered  to  extend  over  all  the  bound- 
less conductor  (putting  e  =  0  where  there  is  no  impressed  force)  may  be 
divided  into  two  distinct  distributions,  say  Oj  and  e^,  of  which  the 
second  is  derived  from  a  potential,  say  Og  =  V/*,  and  which,  not  being 
able  to  produce  current  by  itself,  may  be  left  out  altogether,  whilst  the 
first  distribution  e^  consists  wholly  of  closed  tubes  of  force,  and  is  there- 
fore suitable  for  a  current  system.  The  current  will  be  ke^,  and  e^  will 
be  made  up  of  the  impressed  force  e  and  of  the  supplementary  force  F, 
which  is  the  same  as  Og  reversed,  or  F  =  -  VP. 

As  regards  the  energy,  we  required  to  have  2  FC  =  0.  This  is  satis- 
fied identically  because  C  is  wholly  circuital,  and  F  is  derived  from 
a  potential.  The  line-integral  of  F  round  any  one  of  the  tubes  of  C 
vanishes,  consequently  the  whole  sum  vanishes. 

The  following  is  from  a  slightly  different  point  of  view ;  though 
virtually  equivalent,  it  may  be  thought  less  abstract  Start  with  a 
single  tube  of  impressed  force,  with  coincident  current,  and  no  poten- 
tial. Next,  remove  impressed  force  from  a  portion  of  the  ring,  leaving 
a  discontinuity.  The  impressed  force  alone  is  now  obviously  insufficient 
to  maintain  any  current.  Supplement  it  by  two  fields,  consisting  of 
lines  of  force  radiating  equally  in  all  directions  from  the  ends  of  the 
tube,  which  fields  by  their  co-existence  form  a  single  system  of  tubes 
starting  from  one  end  and  ending  at  the  other  end  of  the  tube  of 
impressed  force,  and  by  union  therewith  completing  the  circuit.  The 
system  of  force  is  now  complete,  and  the  potential  and  current  are 
known. 

What  we  have  to  do  in  the  general  case  is  therefore  this.  Gro  over 
the  field  of  impressed  force.  Wherever  we  find -it  continuous,  as  much 
force  leaving  as  entering  a  small  space,  leave  it  alone.  But  if  we  come 
to  a  small  space  where  more  impressed  force  enters  than  leaves,  or  where 
there  is  convergence,  supplement  it  by  an  equal  amount  of  divei^ence, 
by  letting  the  proper  amount  of  force  leave  the  space,  and  spread  iu  all 
directions  equally.  Do  this  wherever  the  impressed  force  has  conver- 
gence, and  we  make  the  system  of  force  complete. 

The  auxiliary  field  F  is  thus  made  up  entirely  of  central  forces,  varying 
as  the  inverse  square  of  the  distance,  and  is  derived  from  a  potential,  or 
F=  -VP.  The  "matter,"  self-repulsive,  which,  if  it  existed,  would 
produce  this  force,  would  be  distributed  at  the  places  of  convergence  of 
tlie  impressed  force  ;  its  volume-density  would  be  <r,  if  <r  stands  for  the 
convergence  of  e/47r.     The  potential  is  therefore  /*=2<r/r,  as  usual. 

We  have  endeavoured  in  the  above  to  show  the  nature  and  necessity 
of  an  electric  potential  in  the  case  of  a  conduction  current,  quite  apart 
from  any  consideration  of  electrostatic  potential,  with  which  we  have 
had  nothing  to  do,  having  had  no  surface  charges  in  question  and  no 
dielectric.  Now,  the  potential  function  was  originally  invented  to 
facilitate  calculations  relating  to  the  attracting  force  of  gravity,  where 
real  matter  is  concerned,  situated  at  the  centres  of  force,  and  its  prope^ 
ties  being  equally  applicable  to  electric  and  magnetic  forces  naturally  led 
to  support  the  idea  that  they  were  also  due  to  attracting  and  repelling 
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matter  of  some  special  kind  situated  at  the  centres  of  force.  Now,  we 
may  idealise  this  entity,  and  let  it  be  a  mere  symbol  to  represent  the 
convergence  of  the  force,  which  is  almost  what  free  electricity  becomes 
in  Maxwell's  dielectric  theory.  But  we  have  no  justification  to  regard 
the  cr  above  as  representing  free  electricity  according  to  old  ideas,  or  even 
what  free  electricity  becomes  in  Maxwell's  theory,  because  there  really 
is  no  convergence  of  force.  The  divergence  represented  by  cr,  that  is, 
the  divergence  of  the  polar  force,  is  merely  introduced  to  cancel  the  con- 
vergence of  the  impressed  force,  which  it  does,  producing  continuity. 


XXVni— THE  INDUCTION  OF  CURRENTS  IN  CORES. 

[The  Electrician,  1884 ;  §  1  to  10,  May  3,  p.  583 ;  §  11  to  13,  May  10,  p.  605 ; 
§  14  to  16,  May  31»  p.  54 ;  §  17,  June  14,  p.  103 ;  §§  18,  19,  June  21,  p.  133 ;  §  20, 
July  12,  p.  109 ;  §  21  to  23,  Aag.  23,  p.  338 ;  §  24  to  26,  Ang.  30,  p.  362 ;  §  27  to 
30,  Sept.  6,  p.  386 ;  §§  31,  32,  Sept  20,  p.  430 ;  §  33,  Nov.  15,  p.  7 ;  §  34  to  36, 
Nov.  22,  p.  28;  §§ 37»  38,  Nov.  29,  p.  47 ;  § 39,  Dec.  20,  1884,  p.  106;  §40,  Jan.  3, 
1885,  p.  148.] 

§  1.  The  Ancients,  who  were  no  doubt  sufficiently  wise  in  their  own 
generation,  were  wrong  in  concluding  that  the  celestial  bodies  moved  in 
circles  because  circular  motion  was  perfect,  without  first  ascertaining 
that  they  did  move  in  circles ;  but  this  erroneous  conclusion  did  not 
arise  from  any  imperfection  in  the  circle.  For  although  the  researches 
of  the  Modems  have  established  that  a  body,  unacted  upon  by  force,  will 
move  in  a  straight  line,'thus  leading  to  the  opinion  that  it  is  the  straight 
line  that  is  perfect^  which  again  is  corroborated  by  the  decision  of  the 
powerful  thinkers  who  have  settled  that  simplicity  is  perfection,  yet  the 
ancient  preference  for  the  circle  is  defensible,  since  it  is  the  simplest  of 
all  curved  lines.  Nothing  can  be  rounder  than  a  circle.  And  that  there 
18  a  natural  tendency  for  both  the  human  body  and  understanding  to 
move  in  circles  is  proved  by  the  accounts  of  the  doings  of  belated  trav- 
ellers in  the  wilds,  and  by  the  contents  of  a  great  mass  of  books.  But 
to  enter  upon  this  subject  would  lead  us  too  far  afield ;  suffice  it  to  say 
that  in  the  following  the  circular  motion  of  electricity,  whether  such  be 
considered  perfect  or  not,  is  involved  from  beginning  to  end,  and  that 
without  it  the  mathematical  difficulties  to  be  surmounted  would  be  far 
greater. 

When  a  circular  current  changes  its  strength,  the  lines  of  induced 
electric  force  are  also  circles,  in  planes  parallel  to  the  first,  and  centred 
upon  the  same  axis.  The  lines  of  electric  force  arising  from  variations 
in  the  strength  of  currents  in  any  number  of  circular  conductors  in 
parallel  planes,  with  a  common  axis,  coincide  in  direction  with  the  cir- 
cuits themselves.  The  circular  conductors,  so  far  considered  to  be  of 
infinitesimal  sections,  need  not  be  all  insulated  from  one  another ;  so  we 
see  at  once  that  the  lines  of  flow  of  the  currents  induced  in  any  con- 
ductor shaped  as  a  solid  of  revolution  whose  axis  is  that  of  the  inducing 
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currents  are  also  similar  circles,  and  therefore  the  lines  of  electric  force 
arising  from  the  variation  of  these  induced  currents  form  similar  circles, 
so  that  the  circular  characteristic  is  not  lost.  A  circular  cylinder,  or 
straight  hollow  tube,  forms  a  special  and  simple  example.  A  further 
and  remarkable  simplification  occurs  when  the  circular  conductors  are 
packed  closely  and  regularly  together  to  form  themselves  a  long  hollow 
tube,  within  which  a  solid  or  hollow  core  is  placed,  their  axes  coinciding. 
The  magnetic  force  due  to  equal  current  per  unit  length  of  the  solenoid 
is  nearly  uniform  in  intensity  throughout  the  space  within,  and  is 
parallel  to  the  axis.  If  infinitely  long  the  force  would  be  quite  uniform, 
and  there  would  be  no  force  outside  the  coil.  Then  the  induced  cur- 
rents in  the  core  would  be  the  same  all  along,  and  any  thin  slice  cut  out 
perpendicular  to  the  axis  would  serve  to  illustrate  the  state  of  the  whole 
core.  With  a  practicable  coil  of  finite  length,  the  spreading  out  of  the 
lines  of  force  when  nearing  the  ends  of  the  coil  naturally  weaken  the 
currents  in  the  core  there,  but  for  obvious  reasons  we  treat  our  coil  and 
core  in  the  following  as  forming  a  portion  of  an  infinitely  long  similar 
coil  and  core,  thus  making  the  magnetic  force  due  to  the  coil-  and  core- 
currents  a  function  of  the  distance  from  the  axis  only,  and  not  of 
distance  along  the  axis  also. 

§  2.     Geometrical  and  Electrical  Data. 

Let  I  be  the  length  of  the  coil,  a  its  inner,  and  a  +  b  ita  outer  radius, 
and  c  the  radius  of  the  core,  which  may  be  equal  to  or  less  than  a.  Also 
let,  in  the  first  place,  the  core  be  solid.  Divide  the  core  into  an  indefin- 
itely great  number  of  thin  hollow  tubes.  Since,  for  reasons  mentioned 
above,  there  is  no  motion  of  electricity  from  one  tube  to  another,  these 
tubes  may  be  considered  to  be  insulated  from  one  another,  so  that  the 
electrical  system  is  reduced  to  an  infinite  number  of  known  linear  cir- 
cuits. We  know  the  paths  of  the  currents,  we  have  to  find  their  strengths, 
and  that  of  the  magnetic  force  and  other  quantities  concerned. 

Let  r  be  the  radius  of  one  of  these  tubes,  h  its  small  thickness,  /  its 
length,  p  its  specific  resistance,  and  Bi  the  resistance  of  the  tube,  t.^.  to 
the  fiow  of  electricity  round  it  in  the  manner  considered.  The  value  of 
R.  is  obviously 

R^  =  2irrplhl (I) 

Let  the  unit  current  flow  round  the  tube,  giving  a  current  1//  per 
unit  length.  The  magnetic  force  it  produces  is  of  strength  4ir//  within, 
parallel  to  the  axis,  and  zero  without  The  section  being  irr^,  the 
surface-integral  of  the  magnetic  force  is  therefore  4irV*//,  and  of  the 
magnetic  induction  fi  times  as  much,  fi  being  the  permeability  of  the 
matter  within  the  tube.     Hence  the  inductance*  of  the  tube  is 

.'?=(2rr)V//.  (2) 


*  [Owing  to  the  rotteated  occurrence  of  the  old-fashioned  circumlocatory  phrase 
** coefficient  of  self-induction"  in  this  paper,  I  have  altered  it  to  the  modern 
equivalent  *'  inductance."  Of  course  **  mutaal  inductance  '*  means  *'  coefficient  of 
mutual  inductance.'*] 
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The  quotient  of  this  by  the  resistance  is  the  time-constant  of  the 
circuit,  say  a,  where 

a  =  27rrAft/p,  (3) 

and  is  the  time  a  current  left  in  the  tube  without  other  km.f.  than  that 
arising  from  its  own  self-induction  would  take  to  fall  in  strength  from 
€  to  1  or  2*71  : 1 ;  the  E.M.F.  of  induction  round  the  tube  being  equal  to 
the  rate  of  decrease  of  the  amount  of  induction  through  it,  which  gives 
at  once,  by  Ohm's  law,  if  y  be  the  current  at  any  moment, 

-5y  =  jBiy,     or     y  +  ay  =  0, 

whose  solution  is  y  =  Fc"*/", 

if  r  is  the  current  at  starting,  and  /  the  time. 

Thus  the  resistance  of  our  tubes  varies  as  the  radius,  their  inductances 
as  the  square  of  the  radius,  and  the  time-constants  as  the  radius.  As 
regards  their  mutual  inductances,  the  quantity  s  in  equation  (2)  is 
plainly  also  the  induction  per  unit  current  in  the  tube  of  radius  r  passing 
through  any  external  tube ;  thus  (2)  gives  us  all  the  inductances,  self 
and  mutual,  of  the  tubes.  And  as  regards  the  coil,  if  there  are  N  turns 
of  wire  in  it  per  unit  length  of  the  core,  the  induction  represented  by  s 
in  equation  (2)  goes  Nl  times  through  the  coil,  whence 

(2irr)Wfi 

is  the  mutual  inductance  of  the  tube  and  the  coil. 

The  coil  may  also  be  treated  as  a  system  of  concentric  tubes,  and  its 
inductance  found.  If  its  depth  b  be  very  small  compared  with  its  radius 
a,  the  unit  current  in  each  wire  of  the  coil,  giving  a  current  N  per  unit 
length,  produces  magnetic  force  of  intensity  AwN  within  it,  and  induc- 
tion 4irNfJi^  which  goes  Nl  times  through  the  coil  over  an  area  ira^, 
making  Lq,  the  inductance  of  the  coil,  be 

io  =  (27riVa)V, (4) 

provided  the  permeability  is  the  same  throughout  the  coil-opening. 
Practically,  fi  only  differs  from  unity  for  iron ;  hence,  if  the  core  is  of 
iron  and  does  not  fill  the  coil,  (4)  requires  an  obvious  correction.  To 
remember  (4),  observe  that  2irNa  is  the  length  of  wire  per  unit  length 
of  core, — the  concentration  of  the  wire,  so  to  speak, — thus  making  the 
square  of  the  concentration  equal  to  the  inductance  per  unit  length  of 
coil  when  the  inner  space  is  non-magnetic.  Lq  is  what  the  inductance 
of  the  coil  would  be  if  every  turn  had  the  same  radius  a, 

§  3.     Inductance  of  CoU-Circuit, 

Let  L  be  the  inductance  of  the  coil-circuit,  i.e.,  the  amount  of  induc- 
tion through  the  circuit  per  unit  current  in  it,  when  there  are  no  other 
currents  (as  in  the  core,  for  example)  to  alter  the  magnetic  force.  This 
may  be  conveniently  divided  into  four  parts,  say 

i  =  il+i2  +  Z/8  +  i4, (5) 

where  £|  is  that  part  due  to  the  induction  in  the  core,  L^  to  the  indue- 
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tion  in  the  space  between  the  core  and  the  coil,  L,  to  the  induction  in 
the  coil,  and  L.  in  the  external  circuit  L^  is  any  arbitrary  positive 
quantity.  Let /i  be  the  magnetic  force  in  the  core  due  to  unit  current 
in  the  coil-circuit,  that  is,  h  =  ivN,  The  induction  due  to  this  is  fiA, 
going  Nl  times  through  the  coil,  over  an  area  ttc^  (section  of  core),  thus 
making 

L^^fih.ir(?.m=^{27rNeyid.  (6) 

Between  the  core  and  the  coil  the  magnetic  force  is  also  h,  the  area  is 
9r(a^  -  c^),  and  it  goes  Nl  times  through  the  coil  as  before,  hence 

ij  =  (27riV)2(a2-c«)/ (7) 

In  the  thickness  of  the  coil,  h  falls  regularly  from  h  to  zero,  because 
the  current-density  is  constant ;  hence,  if  A^  is  the  magnetic  force  at 
distance  r  from  the  axis,  h^  is  given  by 

Ai=A(a  +  6-r)/6. 

At  the  same  time  the  number  of  turns  outside  the  circle  of  radius  r  as  it 
increases  from  atoa  +  b  decreases  regularly,  and  is  therefore  given  by 

N^l=Nl{a  +  b-r)lb. 
Therefore  we  get 

L3  =  P"*^  Aj  ,2irrdr.  N^l  =  2(2irNyU^^r{a  +  6  -  r)^r, 

which,  worked  out,  gives 

L3  =  i(2iriV)2W(4a  +  6) (8) 

We  need  not  stop  to  put  the  three  parts  of  L  for  the  coil  together,  as 
they  will  be  more  useful  separately.  We  have  supposed  the  wires  to  be 
of  square  section  with  insulating  covering  of  no  thickness.  The  correc- 
tion is  in  general  very  small.  The  corresponding  corrections  for  the 
resistance  are,  however,  made  in  equation  (9). 

§  4.     Resistance  of  CM. 

The  resistance  of  the  coil-circuit  is  of  course  indefinite,  but  an  expres- 
sion for  that  of  the  coil  alone  will  be  useful,  so  we  give  it  here,  to  get 
rid  of  preliminary  matter  at  once.  The  volume  occupied  by  the  coil 
being 

l{7r(a  +  6)2  -  7ra«}  =  vbl(2a  -k-  6), 

if  there  are  m  wires  per  unit  length  and  depth,  so  that  the  former 
iV'=  m\  the  whole  length  of  the  wire  will  be  m*  x  above  expression  for 
volume,  because  in  a  unit  of  volume  there  are  w?  wires,  each  of  length 
unity.  And  to  get  the  resistance  of  the  coil  we  must  further  multiply 
by  the  resistance  of  unit  length  of  wire,  which  last  equals  its  specific 
resistance  divided  by  its  section.  The  section  =  l/(m\^i/ir)f  where  c, 
is  the  ratio  of  the  radius  of  the  covered  to  that  of  the  bare  wire ;  so  ii 
p^  =  specific  resistance  of  the  wire,  and  R  the  resistance  of  the  coil, 

R^7rU(2a  +  b)m^.p^.m\Hlir^(2Nc^Yf^l{2a-\'b)lb. (9) 
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§  5.     Magnetic  Farce  and  Current  in  Core, 

Let  H  be  the  intensity  of  magnetic  force  at  distance  r  from  the  axis. 
It  is  a  function  of  r  onlj.  Let  y  be  the  current-density  at  the  same 
place,  also  a  function  of  r.  H  is  parallel  to  the  axis,  and  y  is  perpen- 
dicular to  H  and  to  r.  Consider  a  tube  of  thickness  dr,  carrying  therefore 
a  current  ydr  per  unit  length  of  tube,  producing  magnetic  force  ivrydr 
within  and  none  outside,  iirydr  is  therefore  the  amount  by  which  H 
decreases  in  passing  from  rtor+dr^  hence 

'=-6-f--R«' <'») 

is  the  general  relation  between  the  magnetic  force  and  the  current  in 
the  core  at  any  place,  being  a  special  case  of 

iiryssCUrlH, 
which  applies  universally. 

§  6.    Electric  Farce  and  Current  in  Core, 

Jjot  e  be  the  electric  force  in  the  core  at  distance  r  from  the  axis.  By 
Ohm's  law,  and  by  equation  (10),  we  have 

e^py=-AH'.  (11) 

This  electric  force  is  derived  entirely  from  magnetic  induction,  there 
being,  from  symmetry,  no  difference  of  potential  in  the  core.  (Should 
the  core  be  placed  excentrically  in  the  coil,  there  would  be  a  potential 
function  to  be  taken  into  account  by  reason  of  the  electric  force  of  induc- 
tion having  a  normal  component  producing  displacement  outwards.) 

§  7.     Electric  Force  and  Magnetic  Force  in  Core. 

The  total  induction  passing  through  the  tube  of  radius  r  being  ex- 
pressed by 


fit  H,27rr,dr, 


and  the  £.if.F.  round  the  tube  being,  by  the  law  of  induction,  the  time- 
rate  of  decrease  of  this  quantity,  and  also  being  27rre,  we  have 


2irre 


=  '-SH,2irrdr. (12) 


for  any  value  of  r.  We  employ,  according  to  a  common  practice,  much 
shortening  expressions,  a  dot  over  a  symbol  to  denote  time-differentia- 
tion, and  an  accent  as  in  (10)  and  (11)  to  denote  differentiation  with 
respect  to  the  geometrical  variable.  Putting  in  (12)  the  value  of  e  from 
(11),  we  have 

rir^  =  !?rjr;xrrfr, (13) 

one  form  of  the  differential  equation  of  the  magnetic  force.    Differentiate 
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(13)  with  respect  to  r,  and  we  obtain 

^.  j/rH'\  =  *^£[, (U) 

r  dr\      )      p 

the  partial  differential  equation,  which  is  a  special  case  of  the  general 
equation 

holding  universally  in  pure  conductors. 

§  8.     CoUrCurrerU  and  Core  Magnetic  Force, 

Whether  the  core  fills  the  coil  or  not,  the  value  of  H  at  the  boundary 
of  the  core  fully  settles  the  value  of  the  coil-current,  for  the  magnetic 
force  in  the  intermediate  space  will  be  of  the  same  strength  from  r  =  c 
to  r  =  a.  Hence,  if  V  is  the  current  in  the  coil-circuit^  and  therefore  in 
every  wire  of  the  coil,  and  H^  is  the  value  of  H  at  the  boundary  of  the 
core,  we  have 

^,  =  47riVr (15) 

§  9.     E,M,F,  in  the  CoUrCircaii. 

If  R  is  the  resistance  of  the  coil-circuit  complete,  the  total  E.M.F.  in  it 
is,  by  Ohm's  law,  RV,  Let  E  be  the  impressed  force  in  the  circuit,  then 
RV  -  E  18  the  value  of  the  E.M.F.  arising  from  magnetic  induction.  Let 
this  last  be  E^.  Then,  by  the  induction  law,  E^  =  rate  of  decrease  of 
induction  through  the  whole  circuit.  Now,  the  induction  through  the 
circuit  when  there  are  no  core-currents  is  simply  LF,  where  L  is  the 
quantity  in  equation  (5),  whose  parts  are  later  defined.  In  addition  to 
this,  there  is  the  induction  through  the  coil  due  to  the  core-currents. 
Since  when  there  are  no  core-currents  the  magnetic  force  in  the  core 
has  the  same  value  throughout,  or  H=^H^^  the  induction  through  the 
coil  due  to  the  core-currents  only  arises  from  the  excess  of  the  real  mag- 
netic force  in  the  core  over  its  boundary  value,  and  is  therefore  given  by 

Nl^li{H-H,)2wrdr=^2irNlii[Hrdr''LJ', (16) 

where  L^  is  given  in  equation  (6).    The  whole  induction,  say  p,  through 
the  coil-circuit  is  therefore 

p=^{L^L^)V  +  2irNliSHrdr, (17) 

and  we  have  E-p^  RT, 

or  E  =  RT  +  {L-L{)t  +  27rNlS6rdr, (18) 

where  it  is  desirable  to  get  rid  of  the  integration.     Put  H  in  terms  of 
H'  by  (14),  then 

{'Hrdr=P[UrH^)dr-^\ 
Jo  4ir/iiJo  dr  4irft 
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by  integration,  which  brings  equation  (18)  to  the  form 

or  E  =  Rr  +  (L-L.)V+hP-r,    \ (^^) 

where  in  the  last  F  is  to  be  put  in  terms  of  U^  by  (15). 

Should  the  core  till  the  coil,  we  shall  have  L^^L^y  and  if,  further, 
the  coil  be  of  small  depth  compared  with  its  radius,  and  there  be  no 
appreciable  induction  in  the  external  circuit,  then  L  —  L^  and  the  second 
term  in  (19)  goes  out  altogether,  leaving 

E  =  BT  +  I^^r^ (20) 

27rcfi 

as  the  equation  of  the  E.M.F.  in  the  coil.  Its  interpretation  is  easy. 
For  now,  with  the  limitations  imposed,  the  E.M.F.  per  unit  length  of 
wire  in  the  coil  is  the  same  throughout,  and  is  the  same  as  the  value  of 
e  at  the  boundary  of  the  core  and  coil,  e  being  given  by  equation  (11) ; 
consequently  the  whole  E.M.F.  in  the  coil  arising  from  induction  is 
2Trc,e.Nly  which,  by  equations  (11)  and  (15),  is  the  same  as  the  second 
term  on  the  right-hand  side  of  equation  (20)  with  its  sign  changed. 
We  may  also  note  that  the  coefficient  of  LT'  in  equation  (20)  is,  by 
equation  (3),  the  time-constant  of  a  tube  of  unit  depth  with  the  mean 
radius  c. 

§  10.     Oscillatory  Currents, 

Let  there  be  an  oscillatory  current  in  the  coil-circuit,  kept  up  by  an 
impressed  force  E  sin  nt,  where  E  is  constant,  and  n  is  proportional  to 
the  frequency,  being  =  2irt?,  if  v  =  number  of  complete  waves  per  second. 
At  starting,  the  current  will  not  be  simple-harmonic,  but  in  a  very  short 
time,  usually  a  small  fraction  of  a  second,  the  whole  system  of  magnetic 
force  and  current  will  settle  down  to  vary  with  the  time  according  to 
the  simple-harmonic  law,  though  the  coil-current  will  not  be  in  coinci- 
dent phase  with  the  impressed  force,  nor  with  the  core-currents.  But 
the  magnetic  force  His  &  function  of  r,  therefore  put 

H—H^Bmnt  +  H2C08niy (21) 

where  H^  and  H,^  are  functions  of  r  only.  To  find  their  form,  insert  the 
right  side  of  equation  (21)  in  equation  (14),  which  H  must  satisfy. 
Vfeget 

1  l^rHO^  -.74        l^^rHO-  ^xH,. (22) 

where  x  =  iirfin/p ;  from  which  we  find  that  both  H^  and  H^  are  subject  to 

1     (t         a      L     (t        (l    TT  O  TT  /OQ\ 

-rd/Trrd/di-^^--'^^ <^^) 

To  obtain  a  suitable  series,  put 

H^  =  AQ  +  A^r  +  A2i'^+...y 
insert  the  series  in  (23),  perform  the  differentiations,  and  equate  the 
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coefficients  of  the  different  powers  of  r  to  0  separately.     We  find  that 
all  the  odd  A^b  are  zero,  ana  that 

H,  =  A,M+A^, 

where  M  and  N  are  functions  of  r  given  by 


2H2     22p62p    2«...  122"^ 


(24) 


22     22426^     22  ...102 

H^  is  of  course  the  same  in  form  as  ff^^  say  with  constants  Bq  and  B^ 
But  the  equations  (22)  have  to  be  separately  satisfied.  This  requires 
that  Aq=  -B^  and  A^^  -  Bq,  which  makes  (21)  take  the  form 

H={AM+BN)einfU  +  {AN-BM)coBnt, (25) 

where  M  and  N  are  given  in  (24),  and  A  and  B  are  two  arbitrary 
constants  (the  former  Aq  and  A^).  We  should  note  that  M  and  iV'are 
subject  to 

\,  ) (26) 

if.(riVO=+a;il/ 
r  dr 

which  relations  are  very  useful  in  transformations. 

The  functions  M  and  N  are  of  the  oscillatory  character.  Oscillatory 
functions  are  always  turning  up  in  mathematical  physics,  even  in  ques- 
tions having  nothing  to  do  with  vibrations.  M  and  N  are  related  to 
Fourier's  function  for  the  cylinder,  or  BesseFs  Jq{z)  function,  where 

z^        7^ 

«^o(^)=  1-22  ■^2242"*"' 
by  the  following  equations : — 

Jj^r  J7l)     =  AT  -  JVi,1  ^27) 

jjir^'::^)=M+NiJ 

where  i  stands  for  V-  1,  firom  which  we  have 

etc.,  and  many  other  relations  connected  with  energy  properties.  But 
it  is  easier  to  work  with  M  and  N  than  with  the  corresponding  im- 
aginary BessePs  functions. 

In  equation  (25),  where  ^  is  a  known  function  of  r  and  <,  we  have 
the  solution  for  the  magnetic  force  in  the  core,  except  as  to  two  constants 
which  fix  the  amplitude  and  the  phase.  By  (15)  the  coil-current  is 
known  in  terms  of  the  core-boimdary  value  of  IT,  and  by  (10)  the  core- 
current  is  known. 

The  amplitude  of  H  is  the  square  root  of  the  sum  of  the  squares  of 
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the  coefficients  of  the  sine  and  cosine  in  equation  (25).  Denoting  the 
amplitude  by  (H ),  we  have  therefore 

{By:=^{A^  +  &){M^  +  N^); (28) 

and  if  (F)  be  the  amplitude  of  the  coil-current, 

(^r'^^,(^'+N')' (29) 

where  the  boundary  values  of  M  and  N  must  be  used. 

§  11.     Waves  of  Magnetic  Force, 

From  equations  (25)  and  (24)  we  see  that  the  magnetic  induction 
due  to  the  oscillatory  coil-current  travels  into  the  core  from  its  boundary 
in  waves,  decreasing  rapidly  in  amplitude  as  they  progress.  It  is  not, 
however,  a  case  of  real  [elastic]  wave  propagation,  but  of  diffusion.  To 
get  an  idea  of  the  lengths  of  waves  at  given  frequencies,  let  in  (25)  the 
constant  £  =  0,  and  A  =  l,  making 

H^M  smrU  + N  cos  nt. 

At  the  moment  /  ==  0,  or  at  any  succeeding  moment  making  sin  nt  =  0, 
we  have  H=N,  where  N  is  given  in  (24).  N  is  zero  at  the  axis, 
positive  up  to  a  certain  distance,  then  negative,  and  so  on  until  the 
boundary  is  reached,  after  which  there  are  no  more  reversals  of  sign. 
The  range  of  N  on  each  side  of  zero  increases  fast  with  r.  By  inspec- 
tion, the  function  N  vanishes  for  the  first  time  when  its  second  term, 
disregarding  its  sign,  is  a  little  greater  than  the  first,  or  or^  a  little 
greater  than  24,  say  25.     Now  here  x  =  iirfin/pj  so 

AiTfinr^  =  25p 

makes  JV  vanish.  Let  the  core  be  of  copper,  for  which  p=  1700  (».«., 
1*7  microhm  per  c.c.)  and  /a=  1.  Also  put  n=^2w,  v  being  the  number 
of  waves  per  second.     Then  we  have 

47r.27rf;.r2  =  25.1700,     or     1^2  =  530. 

Thus,  if  there  are  530  waves  per  second,  N  vanishes  at  a  distance  of 
1  cm.  from  the  axis,  and  as  it  also  vanishes  at  the  axis,  the  length  of 
the  first  semi-wave  of  magnetic  force  in  the  core  is  1  cm.  As  it  varies 
in  general  inversely  as  the  square  root  of  the  frequency,  we  may  get  as 
many  waves  as  we  like  into  a  core  by  increasing  its  diameter  and  the 
frequency.  But  we  cannot  get  shorter  waves  at  the  same  frequency 
than  in  copper  in  any  other  material  except  iron,  and  perhaps  other 
magnetic  metals,  on  account  of  p  being  least  for  copper. 

But  let  the  core  be  of  iron.  Its  specific  resistance  is  about  10,000, 
thus  considerably  reducing  x,  as  compared  with  copper.  On  the  other 
hand  fi  is  usually  a  large  number.  Its  value  is  so  eminently  variable  that 
it  is  difficult  to  know  what  value  to  take.  But  /a  =  100  in  good  soft  iron 
is  probably  not  very  far  over  or  under  a  fair  average.    TMs  makes 

Stt^.IOO.v     8v 


x  = 


10000        10' 


2     250     oi 
so  i>r2  =  — -=31 

o 
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makes  iV=0  for  the  first  time,  and  thus  a  frequency  of  only  31  waves 
per  second  will  make  the  length  of  the  first  semi-wave  of  magnetic  force 
=  1  cm.  The  speed  t;  =  530  mentioned  in  the  case  of  a  copper  core 
above  will  reduce  it  to  ^  cm. 

At  the  times  making  cos  nt  =  Oy  we  have  H  =  M;  iT  is  then  unity  at 
the  axis,  and  0  for  the  first  time  at  such  a  distance  as  makes  xr^  a  little 
over  8.     This  will  give  only  half  a  semi-wave. 

§  1 2.     Amplitude  of  Magnetic  Force, 

The  maximum  value  of  H  at  any  point  in  the  core  varies  as 
{M^  +  N^)^.  By  squaring  the  two  expressions  in  (24)  and  adding  the 
results  we  find  the  following  series  for  M^  +  N^: — 

where  we  employ  the  brackets  to  show  readily  the  degree  of  convergency 
of  the  series  for  a  given  value  of  y,  which  stands  for  xV*,  the  quantity 
whose  powers  appear  in  the  expressions  for  M  and  N,  Every  term 
being  positive,  it  is  verified  that  the  amplitude  increases  continuously 
from  the  centre  outward. 

Compare  the  amplitudes  of  the  magnetic  force  oscillations  at  the 
centre,  at  ^  cm.,  and  at  1  cm.  First  in  a  copper  core,  for  which,  as 
above,  y  =  252  about  for  1  cm.  and  2574^  for  J  cm.  With  y=242 
we  find 

3F  +  JV«  =  l  +  18(l+f(l+2^(l+^(l  +  ...  =  34-37  =  (5-8)*. 
And  with  y  =  2474-  we  get 

Thus,  we  find  the  amplitudes  at  the  centre,  at  r  =  }  cm.,  and  r  =  1  cm., 
to  stand  in  the  ratios 

1  : 1-47:  5-86, 

being  almost  exactly  four  times  as  great  at  the  double  distance.  (We 
took  242  instead  of  25^  to  simplify  the  fractions,  thus  making  the 
distances  a  trifie  smaller.) 

In  the  iron  core  we  shall  of  course  have  exactly  the  same  proportions 
with  the  same  values  of  y,  but  on  account  of  the  largeness  of  /a,  whose 
square  appears  in  y,  the  distances  will  be  much  less,  or  they  may  be  the 
same  with  a  lower  frequency  to  suit.  We  see  from  the  great  rapidity 
of  increase  of  the  amplitude  that  in  a  large  core,  especially  if  it  be  of 
iron,  the  magnetic  induction  reaches  the  centre  in  comparatively  small 
strength,  quite  insignificant  in  fact  if  the  frequency  be  such  as  to  cause 
there  to  be  several  waves  in  the  core  at  once.  The  small  inner  magnetic 
force  on  the  action-at-a-distance  hypothesis  is  of  course  due  to  the 
magnetic  force  due  to  the  coil-current  being  nearly  cancelled  by  that 
due  to  the  exterior  core-currents.      In  the  Maxwellian  view  of  the 
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matter  the  magnetic  induction  is  a  flux ;  it,  or  the  molecular  disturbance 
corresponding  to  it,  travels  in  a  conductor,  diffusing  itself  according  to 
the  same  laws  as  heat,  with  this  remarkable  difference,  that  the  better 
the  conductor  the  slower  the  diffusion.  In  the  present  case,  the 
magnetic  induction  in  the  core  being  everywhere  directed  parallel  to  its 
axis,  the  diffusion  takes  place  radially  from  the  coil  to  the  axis  of  the 
core  and  back. 

§  13.     Heat  in  Core  and  in  Coil, 

Let  W  and  w  be  the  heats  per  second  in  the  coil-circuit  and  in  the 
core,  when  the  oscillatory  current  passes  in  the  coil.  By  Joule's  law 
the  rate  of  generation  of  heat  in  the  coil-circuit  is  RT^,  but  since  F  is  a 
simple  harmonic  function  of  the  time,  this  amounts  to  only 

;r  =  i^r)2  per  second, (31) 

where  (F)  is  the  amplitude  of  F.     Hence  by  equation  (29), 

JF  ^  ^M^,(A^  +  B^){M^  +  m), (32) 

where  the  boundary  values  of  M  and  N  are  to  be  used. 

In  the  core  we  have,  similarly,  py^  =  rate  of  generation  of  heat  per 
unit  volume,  or  ^p(y)^  per  second,  (y)  being  the  amplitude  of  y ;  and 
summing  this  up  throughout  the  core,  we  get 

=  J/>^f(y)^27rr  dr  =  7rp/f(y)V  dr. 

Here,  by  equations  (10)  and  (25),  we  have 

l_(£rO^  =  _i 

Hence  w  =  ^^{A^  +  B^){(M'^  +  N''^)r  dr (33) 

The  integration  is  easily  performed.  Integrate  one  of  the  M^'s  and 
one  of  the  N^'b  ;  thus, 

UM'.rM'  +  N\rN')dr=MrM'-hNrN'-{iM^(rM')  +  N^(^^^ 

Here  the  quantity  under  the  integral  sign  on  the  right  vanishes,  as 
may  be  seen  by  equations  (26);  so  taking  limits  r  =  0  and  r  =  c  we 
bring  (33)  to 

In  the  last  expression  for  the  core-heat  per  second  in  terms  of  the 
coil-current,  with  A  and  B  removed,  we  have  a  fraction  to  consider. 
The  numerator  is  one  half  of  the  differential  coefficient  of  the  denomi- 
nator, the  expression  for  which  is  given  in  equation  (30).  Hence  we 
find,  by  differentiating  (30)  with  respect  to  r,  the  value  of  the  numerator 
to  be 


w 


(y? = 77^2(^0' = T^,{A' + 5*)(J»/"' + N'^). 
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where  y  stands  for  aiV*. 

Now,  when  y  is  not  too  large,  we  may  take  only  the  first  terms  in 
this  series,  and  in  that  for  M^  +  N^,  t.e.,  take 

M^  +  N^=^l,    and    MM' -\-NN' =  ^=^^ 

lor      16 

putting  r  =  c.  Further,  put  for  x  its  full  expression  Bir^/A/pf  and  (34) 
becomes 

v)=.^{^c^fivNy{TY (36) 

P 

From  this  we  see  that  the  core-heat^  with  the  same  coil-current  per 
unit  length  of  core  (t.e.,  NV\  varies  directly  as  the  conductivity  of  the 
core,  as  its  length  of  course,  as  the  square  of  its  section,  as  the  square 
of  its  permeabiHty,  and  as  the  square  of  the  frequency.  That  it  should 
vary  as  the  square  of  the  permeability  will  be  understood  on  remember- 
ing that  the  inductive  E.M.F.  in  the  core,  and  therefore  the  current^ 
varies  as  the  time-rate  of  decrease  of  the  induction,  which  is  /a  times  the 
magnetic  force,  which  makes  the  square  of  the  current,  and  therefore 
the  heating,  vary  as  fi^.  Also  we  see  at  once  how  immensely  greater 
the  heating  must  be  in  iron  than  in  copper,  the  high  conductivity  of 
the  latter  being  little  set  off  against  the  large  value  of  /a^.  These  con- 
clusions require  y  to  be  small  enough  to  make  the  second  term  in  the 
expansion  for  M^  +  JV*^  small  compared  with  unity.  The  full  expression 
for  the  core-heat  is  got  by  multiplying  the  expression  in  (36)  by  F, 
where 

by  (35)  and  (30).  Since  the  denominator  increases  faster  than  the 
numerator,  the  heat  becomes  less  than  is  represented  in  equation  (36), 
and,  in  fact,  a  small  fraction  thereof  when  y  is  made  large. 

We  may  easily  make  the  core-heat  as  great  as  the  coil-heat,  even  if 
the  core  is  very  small  and  non-magnetic,  and  no  great  frequency  is 
required  either,  whilst  with  iron  cores  it  may  be  hundreds  of  times  as 
much.  The  heats  in  the  core  and  in  the  coil  being  associated,  it  will  be 
desirable  to  compare  the  core-heat,  not  with  the  heat  in  the  whole  coil- 
circuit,  but  in  the  coil  only.  Using,  then,  the  equation  (9)  for  the 
coil-resistance,  viz. : — 

^  =  (2iVci)2^2a  +  6), (9)K& 


we  find,  by  (36), 


Jr   r^*pp,(2a  +  by  ^  ^ 
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§  14.    Examples,  and  Remarks  on  Variable  Permeability. 

Example  1.  —  Now  let  the  coil-wire  and  the  core  be  of  copper, 
p  =  p  =1700,  and  /a=1,  and  take  (^  =  1,  which  is  near  enougL  Also 
let  the  core  fill  the  coil-opening,  making  a  =  Cy  and  let  this  be  1  cm., 
and  the  depth  5  =  2  cm.    Then 

wlJF=^ir.l00i^ll700^^ v^/gooo  say. 

Thus,  by  the  approximate  formula  it  would  require  a  frequency  of 
95  waves  per  second  to  make  the  core-  and  coil-heats  equal.  This 
value  of  the  frequency,  however,  with  the  other  data,  makes  y  too 
large  for  F  to  be  altogether  left  out,  and  the  core-heat  is  really  about 
f  of  the  coil-heat. 

Example  2. — ^With  the  same  dimensions,  let  the  core  be  of  iron,  with 
/A  =100  and  p  =  10,000.  Here  a;  =  8t;/10  and  y  =  64t;2/100.  We  find, 
by  (37),  wlW—7ev^l\l.  Therefore  to  get  equal  heats  the  approximate 
formula  makes  v  as  low  as  (17/ir)i  =  2*32  waves  per  second. 

Example  3. — The  same  iron  core,  but  with  t7=  100  per  second.  Here 
the  approximate  formula  makes  w/W^lSiS.  But  now  y  is  so  large 
that  Y  must  be  considered.  Its  value  works  out  F=  about  ^.  Con- 
sequently t(;/^=  1848/70  =  26*4,  i.«.,  26*4  times  as  much  heat  in  the 
core  as  in  the  coil.  Increasing  the  size  of  the  core  also  increases  the 
ratio,  with  a  corresponding  increase  in  the  size  of  the  coil.  In  this 
last  example  put  fi-l,  i.e.,  core  non-magnetic,  but  with  the  same 
conductivity,  then  w/W—tt/II  only. 

Some  remarks  *  need  be  made  concerning  the  heating  of  iron  cores. 
In  the  first  place,  although  the  induction  may  be  100  or  more  times 
the  magnetic  force  when  the  latter  is  weak,  yet  the  ratio  will  get 
smaller  and  smaller  as  the  force  increases.     Hence,  as  in  the  above 

*  [These  remarks  are  not  altogether  wide  of  the  mark.  It  was  well  known  to 
me  at  the  time,  as  a  matter  of  common-place  fact  in  the  behaviour  of  iron  in 
induction  balances,  that  the  ma^etisation  of  iron  exposed  to  weak  magnetising 
forces,  or  rather  to  rapid  variations  thereof,  was  of  the  perfectly  elastic  type. 
That  is,  the  permeability  is  a  constant,  usually  a  big  number,  as  100  or  200. 
Also  that  iron  already  strongly  independently  magnetised  behaved  similarly,  that 
is,  with  elastic  changes  of  induction  under  tne  influence  of  small  variations  in  the 
ma^etisinff  force.  Professor  Hughes  too,  in  his  lecture  '*0n  the  Cause  of 
Evident  Maflnetism,"  asserted  the  perfectly  elastic  character  of  magnetisation 
within  a  limited  range.  On  the  other  hand.  Professor  Ewing,  of  later  hystcresial 
fame,  not  long  after  came  to  the  singular  conclusion  that  the  initial  permeability 
of  iron  was,  or  seemed  to  be,  not  big,  but  evanescent.  Lord  Ravleigh,  however, 
disproved  this  in  1886  or  1887  by  actual  measurements  with  steady  forces.  There 
was  no  sign  of  fi  vanishing,  and  the  old  view  was  completely  confirmed. 

The  /I  considered  by  magneticians  of  late  years  throughout  very  wide  ranges  of 
magnetising  force  is  not  elastic  permeability  at  all,  but  is  a  cumulative  matter, 
involving  induced  and  intrinsic  magnetisation  simultaneously,  and  hysteresis.  In 
spite  of  the  recent  remarkable  extension  of  knowledge  there  is  still  much  to  be 
done.  I  do  not  know  if  observations  have  been  made  on  the  value  of  the  elastic  /i 
tiiroughout  the  whole  attainable  range  of  the  induction.  Undoubtedly  it  becomes 
small  when  the  induction  is  big,  but  whether  it  tends  to  unity,  or  can  be  lower,  is 
unsettled.  The  possibility  of  fi  beinff  less  than  unity  in  vacuum,  mentioned  in  the 
text,  is  entirely  speculative,  although  we  have  no  right  to  assert  that  the  ether 
retains  its  properties  unchanged  when  supporting  extraordinarily  great  magnetic 
■tress.] 
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calculations  fi  is  treated  as  a  constant,  the  results  are  only  strictly 
applicable  when  the  range  of  the  oscillatory  current  is  not  so  great  as, 
by  the  magnetisation  set  up,  to  alter  /a  much.  Should  fi  be  much 
altered  the  strength  of  the  induced  current,  and  the  consequent  heating, 
will  be  correspondingly  lowered. 

Again,  suppose  that  the  oscillatory  current  in  the  coil-circuit  is  not 
the  only  current  there,  but  consists  of  variations  in  the  strength  of  a 
current  of  continuous  sign.  Here  evidently  the  permanent  current,  by 
the  permanent  magnetisation  it  produces,  lowers  the  value  of  fi,  and 
the  proper  value  as  thus  lowered  must  be  taken  in  the  above  formulae. 
In  the  extreme,  when  the  permanent  current  is  so  strong  as  to  practi- 
cally saturate  the  iron,  or  produce  nearly  the  greatest  magnetisation  it 
can  legitimately  receive  under  the  circumstances,  i.e.,  without  mechanical 
shocks  to  make  the  molecules  settle  into  a  state  indicating  a  much 
greater  magnetisation  under  the  influence  of  the  magnetising  current 
than  it  would  take  unaided,  then,  unless  the  oscillatory  current  is  so 
strong  as  to  undo  the  work  of  the  permanent  current,  the  changes  in 
the  induction  will  be  comparatively  small.  Let  the  oscillatory  current 
be  a  small  fraction  of  the  permanent,  then  fi  must  be  little  greater  than 
unity,  so  far  as  the  variable  magnetic  force  is  concerned,  and  the 
induced  currents  and  the  heating  little  more  than  they  would  be  in 
a  non-magnetic  core  of  the  same  conductivity,  i.e.,  considerably  weaker 
than  in  a  similar  copper  core. 

Professor  Hughes  says  he  has  discovered  that  air  has  a  maximum 
capacity  for  magnetisation,  and  that  it  is  equal  to  that  of  the  purest 
soft  iron.  Here  evidently,  since  for  ft  to  be  100  or  50,  or  whatever  it 
may  be,  is  absurd,  the  undefined  term  capacity  is  used,  so  far  as  it 
is  applied  to  air,  to  indicate  something  very  different  from  /i,  the 
magnetic  permeability.  Nor  can  it  be  ic,  the  ratio  of  the  magnetisation 
to  the  magnetising  force.  As  the  question  is  one  of  considerable 
importance  it  is  to  be  hoped  that  Professor  Hughes's  researches  will 
cast  much  light  upon  this  and  many  other  little-understood  parts  of 
magnetic  science.  In  the  meantime  we  may  here  briefly  point  out  one 
or  two  things  in  connection  with  saturation  and  conclusions  from  the 
mathematical  theory.  Let  there  be  a  coil,  or  long  slender  solenoid  for 
simplicity,  containing  an  iron  core,  and  let  a  steady  current  be  passing 
through  the  wire.  The  iron  becoming  magnetised,  the  action  on  a 
magnetic  needle  outside  is  increased  above  what  it  would  be  if  the  core 
were  absent.  Increase  the  current  sufficiently,  and  the  iron  is  said  to 
become  saturated,  no  further  increase  of  magnetisation  taking  place. 
This  is  represented  in  the  theory  by  supposing  the  value  of  fi  to  fall  to 
unity.  If  this  is  practically  reached,  the  core  will  then,  so  far  as 
further  increase  of  current  goes,  behave  as  if  it  were  replaced  by  air. 
The  action  upon  a  needle  at  a  distance  should  still  go  on  increasing, 
and  in  proportion  to  the  increase  of  current  above  the  saturating  value. 
But  should  the  action  on  the  needle  stop  increasing,  or  show  signs  of 
tending  to  a  limit,  not  increasing  as  the  current,  the  conclusion  that 
the  magnetisation  of  the  core  remains  constant  is  erroneous.  It  must 
be  decreasing.     For  our  supposed  observation  shows  that  the  magnetic 
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induction  tends  to  a  limit,  or  at  any  rate  does  not  increase  as  it  should 
with  ft  =  l.  Every  tube  of  induction  goes  through  the  core  (with  a 
correction  for  the  space  occupied  by  the  coil),  and  in  the  core  the 
induction  is  the  resultant  of  the  magnetic  force  and  of  iir  times  the 
intensity  of  magnetisation,  whilst  the  magnetic  force  is  that  due  to  the 
current  in  the  coil  by  the  ordinary  formula  plus  the  polar  force  of 
the  magnetisation,  which  latter  may  bo  practically  confined  to  the  ends 
by  lengthening  the  coil.  The  magnetic  force  then  increasing  in  the 
same  ratio  as  the  current,  and  the  induction  in  the  air  outside  by  our 
supposition  not  showing  corresponding  increase,  the  magnetisation  of 
the  core  must  be  decreasing,  or  /x  must  have  fallen  below  unity  in  the 
iron. 

It  is  also  obviously  suggested  that,  the  iron  being  removed,  the 
mechanical  force  on  a  magnet  outside,  say  on  a  needle  at  a  sufficient 
distance  to  keep  its  magnetisation  constant,  may  not  continue  to  be 
proportional  to  the  strength  of  current  when  the  current  is  very  strong. 
In  this  case,  keeping  to  the  relation  iiry  =  curl  H  between  the  current 
and  the  magnetic  force,  fi  also  becomes  less  than  unity  in  the  places  of 
strongest  force.  And  as  we  conclude  from  the  behaviour  of,  say, 
copper  in  a  strong  field  of  force  that  the  permeability  of  the  copper 
is  less  by  a  trifle  than  that  of  the  air  enveloping  it,  if  we  have  fi  less 
than  unity  in  the  air  it  must  be  still  more  less  than  unity  in  the 
copper,  and  probably  less  than  unity  in  vacuum  also  with  a  sufficiently 
strong  current. 

The  published  dynamo -formulae  giving  relations  between  the  current- 
strength  and  the  E.M.F.  are  very  much  alike  in  this,  that  if  you  take 
away  the  iron  they  break  down  immediately.  It  is  the  fact  of  the 
magnetisation  of  iron  not  being  proportional  to  the  strength  of  current 
that  is  made  use  of  to  put  a  stop  to  the  increase  of  the  current  when 
the  speed  is  kept  constant.  But  if  /x  falls  in  value  in  air  or  vacuum 
also,  it  will  make  the  same  or  similar  formulae  applicable  to  dynamos 
without  any  iron,  in  which  present  theory  indicate  indefinite  increase 
of  current  when  the  speed  is  the  least  above  a  certain  critical  value, 
and  the  speed  is  kept  constant,  with  therefore  an  indefinite  supply  of 
power.  But  we  must  return  to  the  main  subject  from  these  paren- 
thetical speculations. 

§  15.     CoU-Cwrent  in  Terms  of  E,M,F. 

We  require  to  know  to  what  extent  the  current  in  the  coil  is  altered 
by  the  presence  of  the  conducting  core,  i.e.,  given  the  impressed  force 
E  sin  rUf  required  F  in  terms  of  E,  We  have  the  equation  of  E.M.F. 
in  the  coil 

E  =  ET  +  {L-L{)t-^I^r, (I9)lns 

where,  by  (15),  iirNT-H^,  the  boundary  value  of  H,  and,  by  equa- 
tion (25), 

H-={AM+BN)Binnt  +  {AN'BM)co8TU (25)Ws 


EQ       \ 
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Putting  r  in  terms  of  //  in  equation  (19)  we  get  the  two  equations 

47rNE  =  AP+BQ,     0  =  AQ-BP, (38) 

in  which  the  new  quantities  P  and  Q  are  given  by 

Pr'BM-iL-LAnN  +^M', 

2''«'         } (39) 

From  (38)  we  obtain 

(4irJ\r^»  =  (^»  +  ^(i»  +  g«), 

A.^N^     B-UN^O       ^ <«) 

A  and  B  being  thus  known,  the  current  and  the  magnetic  force  in 
the  core  and  the  coil-current  become  known  at  every  moment.  In 
equation  (29),  put  for  A^  +  B^  its  value  given  by  the  first  of  equations 
(40),  and  we  get 

(r)*=£»^|^. (41) 

giving  the  amplitude  of  the  coil-current  in  terms  of  E  and  known 
mnctions,  in  which  r  is  to  be  put  =  c. 
The  current  at  the  time  t  is 

r  =  (F) .  sin(w<  -  0),  \ 

where  t^j,e^9EzlK  W^') (^2) 

Where  ^""^"QN  +  PM'         J 

The  angle  B  determines  the  difference  of  phase  between  the  current 
and  the  E.M.F. 
The  full  expression  for  P^  +  Q2  jg^  \^y  ^33)^ 

P^  +  (^={B^  +  {L'-  Zi)V}(if «  +  N^)  +  (Ph\\M'^  +  JVr^2) 

+  M^{MM'  +  NN')  +  ^{L-I^)n{MN'^NM'),  (43) 

where,  besides  (M^  +  N^)  and  (MM^  +  NN^\  for  which  the  expansions 
have  been  given,  equations  (30)  and  (35),  there  are  two  other  functions. 
If  many  terms  are  required  we  may  derive  the  expansions  of  M^  +  N'^ 
and  MN^  -  NM'  from  M^  +  N^  by  differentiations.     For  we  have 

2(3f«  +  iV'«)  =  lJ;r|.(ilf«  +  JV«), 

as  may  be  proved  by  equations  (26).    And 

MN'  -  NM' = J^  i-T^lM'^  +  J\r«), 

as  may  also  be  proved  by  equation  (26).     We  thus  find 

jr/a,  y/i-ajV/i.    3y         \0f  35y»  126y«  \ 

^  4  V      4«6«'^4»...10«'^4«...14»'^4«...18«*- •/   ^    ' 
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2  V       4262^42...  102^42...  142^42...  182^ -7     ^     ^ 

It  may,  however,  according  to  circumstances,  be  easier  to  calculate 
the  values  of  P  and  Q  separately  from  equations  (39).  Of  course 
we  must  then  find  the  values  of  il/,  N,  3/',  and  N'  separately,  the  first 
two  by  equations  (24)  and  the  last  two  from  the  expressions  obtained 
by  differentiating  them. 

Jj  1 6.     First  Approximation  to  Effect  of  Core-Currents  in  Altering 

Amplitwle  and  Pliase  of  CoH-Current, 

This  we  obtain  by  taking  only  the  first  terms  of  the  different  series, 
that  is,  we  consider  only  the  first  power  of  1/p.  How  far  this  will 
approximate  to  the  truth  will  depend  on  the  size  of  //,  as  illustrated  in 
previous  examples.     In  equations  (39)  take 

'  22        p    '  2242         \    p    )  c' 

*T.,  _  2xr  _  2vfxnc  . 
2^  p 

they  then  become 

P  =  R-(L-^L,p!^,  Q=^Ln  +  lg!J!^,  (46) 

P  P 

so  that  the  solution  (42)  reduces  to 

*"'^  ^'=m0i^p ^''^ 

This  solution,  (47)  and  (48),  shows  that  when  induction  of  currents 
is  permitted  the  retardation  of  phase  is  reduced,  whilst  the  amplitude 
is  also  reduced.  Put  p  =  co  and  we  have  the  solution  for  the  case  where 
there  is  the  same  core  inside  the  coil,  but,  by  proper  division,  the  cur- 
rents cannot  flow.  The  reduction  in  the  strength  of  the  coil-current  from 
E/R  to  Ej{I^  +  L^n^)\  is  then  due  to  the  self-induction,  including  that 
due  to  the  magnetisation,  and  the  retardation  of  phase  is  ^  =  tSLW^Ln/B, 
Now  (47)  and  (48)  show  that,  when  the  induced  currents  in  the  core 
are  allowed  to  flow,  and  the  speed  is  not  so  high,  or  the  dimensions 
so  great  as  to  make  it  imperative  to  use  more  terms  of  the  series,  the 
effect  on  the  amplitude  and  phase  of  the  coil-current  is  the  same  as 
if  the  resistance  of  the  coil-circuit  were  increased  from  B  to 

{i22  4-  BL^TTfin^cyp}^  =  B+  \L^irpn^c^lp 

approximately,  thus  reducing  the  time-constant,  the  strength  of  current, 
and  the  retardation  of  phase.  Many  phenomena  which  may  be  experi- 
mentally observed  when  rods  are  inserted  in  coils  may  be  usefully 
explained  in  this  manner. 

H.E.P.— VOL.  I.  2  a 


370  KLECTRICAL  PAPERS. 

§  17.     Fuller  Examination  of  Beadion  of  Core  on  the  CoU. 

The  core-currents  may  be  allowed  to  flow  or  not,  by,  in  the  latter 
case,  a  suitable  division  of  the  core  into  insulated  parts.  We  then  have 
merely  the  insignificant  currents  which  the  dielectric  will  permit  We 
make  no  count  of  the  heating  from  this  cause,  which  will  be  considered 
later.  Also,  the  alternate  magnetisations  and  demagnetisations  occurring 
in  the  core  are  supposed  to  be  of  the  conservative  character,  involving 
no  dissipation  of  energy  at  all  when  the  currents  are  not  allowed  to  flow. 
I  do  not  know  whether  it  has  been  definitely  established  that  there  is  a 
dissipation  of  energy  going  on  in  iron  cores  apart  from  the  heating  as 
per  Joule's  law,  although  I  conclude  from  indirect  experiment  that  if 
there  be  any  it  is  not  great  with  moderate  mctgnetising  forces.  On  the 
above  suppositions  we  may  let  the  currents  flow  in  the  core,  or  stop  them 
completely,  as  we  please,  without  removing  the  core.  If  it  be  of  a  non- 
magnetic metal,  with  /x  practically  equal  to  unity,  the  efiect  on  the  coil- 
current  of  insulating  the  core  is  the  same  as  removing  it  altogether. 
But  if  it  be  of  iron  its  insulation  and  removal  are  of  course  not  equiva- 
lent. Put  p  =  00  to  show  insulation.  Put  /a  =  1  as  well  to  show  removal, 
which  will  greatly  alt«r  the  value  of  Zr,  the  inductance,  when  the  core  is 
of  iron,  but  not  at  all  if  of  copper. 

Let  L  =  Zp  i.e.,  let  the  depth  of  coil  be  small  compared  with  its  radius, 
let  the  core  fill  the  coil-opening,  and  let  the  external  self-induction  of 
the  circuit  be  negligible.  Allowing  the  core-currents  to  flow  always 
diminishes  the  lag  of  the  coil-current  behind  the  impressed  force,  but  the 
amplitude  of  the  coil-current  may  be  either  reduced  or  increased,  accord- 
ing to  the  frequency  and  other  circumstances,  especially  the  resistance 
of  the  coil-circuit.  First,  as  regards  the  lag,  that  0  is  always  reduced 
may  be  thus  seen.  Put  in  equations  (42)  the  values  of  P  and  Q  given 
by  equations  (39) ;  then 

^^       B(AP  +  N^)  +  S(MM'  +  NNi 

where  S  stands  for  L^p/2Trfic  =  2L^n/xc.  Now  use  in  this  the  expressions 
lately  given  for  the  M  and  N  functions  in  the  brackets,  and  we  shall 
find 

^°^°r,.(v&V8)n' <*«») 

where  Fj  and  V^  are  two  functions  whose  values  are  unity  when  y  =  l, 
and  whose  full  expressions  are 

1  +  ^6  +  iLA+Aiy  (\  +  Hy  fi  4-  ^iy 

yr  _       2242V       6282V       102122V       I42I62V       182202 


.(49) 


4-^62V       82102V       122142V       16=^182 

i+lLfi+  ^y  A+_i|y /^i+_i^y_ 

Y  =    ^^Q^\       10-12^       142i62V       182202 
^  Same  denominator 

the  denominator  in  Y^  being  the  same  as  in  Yy    Now  it  can  be  easily 
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seen  that  V^  is  greater  than  unity ;  this  fact»  since  Fj  ^^  ^^^  positive, 
makes  the  denominator  in  (48)  always  greater  than  unity ;  and  there- 
fore tan  6  less  than  Liti/E,  which  is  its  greatest  value,  occurring  when 
the  core-currents  are  stopped. 

liut  as  regards  the  amplitude  of  the  coil-current,  if  we  call  the  imped- 
ance *  of  the  circuit  R^,  i.e,,  what  the  resistance  should  be  with  the 
same  impressed  force  to  give  the  actual  current-strength  if  there  were 
no  inductive  E.M.F.,  then,  by  equation  (41), 

p2       ^'  +  Q^        ff2  a.  ^'>^^''  +  ^"  a.  9  j^^MAf -^  NX' 

which,  by  the  given  expressions  for  the  M,  N  functions,  may  be  written 

m-'^&M^n'' « 

in  which  V^  and  Y^  are  given  by 

i+Jy  A+Jk A+_3Jy  fi+Ji!L 

426  V     82102V       12214'2V       1G218 


2H\      6282V       102122V       I42I62V       18220 

^A+_^  A+JLWi+_liy_ 

W-^V       102122V       i42162V       182202 


(51) 


V  ^       628 


Same  denominator 


the  denominator  in  both  cases  being  the  same.  Now  here  Y^  and  V^ 
are  less  than  unity,  which  is  their  value  when  y  ==  0,  and  this  permits 
Rf  to  be  either  greater  or  less  than  K^  +  LH-,  the  value  when  the  core- 
currents  are  stopped.  In  order  that  R^  should  be  increased  or  decreased 
by  permitting  the  core-currents  to  flow,  we  must  have,  by  equation  (50), 

..(^■•)V..(^)^r.>  »<■.(%»)•. 

which  is  the  same  as 

§<»'>^r^r; ^ 

Here  LJR  is  the  time-constant  of  the  coil-circuit.  Its  greatest  value  is 
when  the  coil  is  short-circuited,  so  we  cannot  increase  it  as  we  like ;  but 
by  inserting  resistance  we  may  diminish  it  indefinitely.  Thus  LJR 
may  be  always  made  less  than  the  quantity  on  the  right  side,  and  should 
it  be  greater  when  the  coil  is  short-circuited,  we  may,  according  to  the 
resistance  we  insert,  cause  the  coil-current  to  be  either  increased  or 
diminished  by  the  reaction  of  the  core-currents  when  the  latter  are  per- 
mitted. Noting  that  Y^  and  F3  are  fractions  which  decrease  from  unity 
as  y  increases,  tnat  is,  as  the  frequency  of  the  oscillations,  and  other 

*  ["  Impedance "  is  here,  and  later,  Bubatituted  for  "apparent  resistance."  It 
is  the  ratio  of  the  amplitude  of  the  impressed  force  to  that  of  the  current  when 
their  rariations  are  simple-harmonic] 
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circumstances  before  mentioned,  making  YJ{1  -  V^)  large  when  y  is 
small,  and  small  when  y  is  large,  we  see  that  in  general  at  low  frequencies 
the  coil-current  is  likely  to  be  weakened,  and  at  high  frequencies 
strengthened  by  the  core-currents.  The  latter  effect  may  be  very 
considerable. 

Example  1.  y  small, — Let  y  =  1,  or  (Srr^fivi^)^=^p^,  If  the  core  is  of 
copper,  /c)=  1,700,  /x=l.  Let  c  =  r=l  cm.,  then  St?  =  170  gives  the 
frequency  required.     We  find  by  equations  (51), 

r3  =  -975,         y,  =  -972, 

so  that  the  impedance  i^,  by  equation  (52),  is  increased  by  allowing 
the  core-currents  to  flow,  if 

LJE  <  (7r/l,700)  -¥  (972/25)     or     1/15  sec.  nearly. 

Now,  under  tj^e  circumstances,  the  time-constant  must  be  less  than 
this  value.  For,  by  equations  (6)  and  (9),  its  greatest  value,  viz.,  when 
coil  is  short-circuited,  is  given  by 

Zi/i2  =  7r8/ii>c2/Ci2pi(2c  +  i), 
in  which  we  must  for  the  present  purpose  put  /x  =  1.     Also  ir^  =  10,  and 
^iVi  we  may  take  =  2,000,  making 

Zi/i^  =  ic/400  =  J/400, 

remembering  that  b  must  be  small  compared  with  c,  and  that  c=l. 
Thus  the  amplitude  of  the  coil-current  is  in  this  case  reduced  by  the 
core-currents,  whatever  the  resistance  in  circuit  may  be.  With  the 
time-constant  =  1/4000  we  find  the  squares  of  the  impedances  as  com- 
pared with  the  square  of  the  real  resistance  to  stand  in  the  ratios 

1  :  10011  :  1-0093, 

the  unity  being  with  no  core,  the  second  number  with  self-induction 
only,  the  third  with  core-currents  also,  showing  the  effect  of  the  latter 
cause  in  reducing  the  coil-current  to  be  greater  than  that  of  the  self- 
induction  alone. 

As  regards  the  alteration  in  the  amount  of  retardation,  we  find 

tan  e  =  L^n/R  =  1 33-5/4000  =  -03337. 

with  self-induction  only ;  and,  by  equation  (48), 

tan  ^  =  -03337/(1  0206 +03337  x  -9922/8) 
=  •03337/1 -0247  =  -03256, 

when  the  core-currents  are  permitted  to  flow.  This  difference  may  seem 
very  insignificant,  but  when  two  coils  are  balanced  against  one  another 
far  smaller  changes  are  experimentally  observable.  However,  the  ex- 
ample is  not  a  favourable  one  for  showing  a  large  difference.  If  in  this 
example  we  substitute  an  iron  core,  keeping  other  things  the  same,  with 
the  same  value  of  y  =  1,  with  a  lowered  frequency  to  suit  the  altered  per- 
meability and  conductivity,  we  simply  multiply  the  former  time-eonstant 
by  the  new  value  of  ft,  and  we  shall  find,  unless  fi  is  exorbitantly  large, 
that  the  small  value  y=l  still  does  not  permit  the  coil-current  to  be 
increased  by  the  core-currents.    To  get  this  result  we  must  raise  the 
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now  lowered  frequency,  give  a  larger  value  to  y,  and  we  shall  find  the 
coil-current  much  increased. 

Emmple  2.  y  =  40-.  Iron  core.  —Let  /x  =  1 00,  /o  =  1 0,000,  c  =  1 ,  and 
r  =  50.     Then  x  =  40,  and  y  =  402. 

Here  we  find  il/2  4-iV2  =  198*25,  showing  that  the  amplitude  of  the 
magnetic  force  at  the  core's  boundary  is  14  times  that  at  the  axis.  We 
also  find 

Fi  =  4-454,     F,=  -176,     Kg  =  -089,     r4=-039; 

and  these  values  inserted  in  equations  (48a)  and  (50)  give  us 

(§)'=l  +  -089g)V-396(^). (53) 

where  LnjR  may  be  varied  considerably. 

By  equation  (52)  the  impedance  of  the  coil-circuit  is  increased  or 
reduced  by  permitting  the  core-currents  to  flow,  according  as 

ImIRk  or  >-^?^  =  -42. 
'  -910 

By  our  initial  supposition,  we  have  n  =  27rt'  =  1007r  =  314*16,  therefore 

LIR=  •42/314- 16  =  -0013  second 

is  the  critical  value  of  the  time-constant  of  the  coil-circuit.  Now,  if  the 
coil  be  short-circuited,  the  value  of  the  time-constant  can  be  far  greater 
than  this.  For  instance,  by  the  formula  for  LfR  given  in  the  last  ex- 
ample, LjR  would  be  ^  sec.  if  the  depth  of  the  coil  were  ^^  of  its 
radius.  It  would  then  require  a  considerable  resistance  to  be  inserted 
in  circuit  with  the  coil  to  reduce  the  time-constant  to  -0013  sec.  If 
still  more  resistance  be  inserted,  the  core-currents  will  weaken  the  coil- 
current  ;  if  less,  they  will  strengthen  it.  The  amount  of  this  strength- 
ening when  the  coil  has  little  external  resistance  in  connection  with  it, 
we  may  see  from  equation  (53)  by  taking  therein  LjR  =  *025  and 
n  =  314-16.     We  get 

^^y  =  1  +  5-524  -H  3-108  =  9632  =  (3-10)2, 

the  coil-current  being  therefore  a  little  less  than  one-third  of  the 
strength  it  would  have  were  there  neither  core-currents  nor  self- 
induction.     Now  stop  the  core-currents ;  we  have 

^^y  =  1  4-  (7 -854)2  =  (7 -86)2  say, 

which  makes  the  coil-current  a  little  over  one-eighth  of  what  it  would 
be  were  there  no  self-induction  as  well.  Thus,  permitting  the  core- 
currents  increases  the  strength  of  the  current  in  the  coil  about  2^  times. 
(The  magnetisation  of  the  core,  on  the  other  hand,  is  much  weakened, 
except  near  its  boundary.  At  the  boundary  it  is  made  2^  times  as 
strong,  but  as  above  mentioned  it  has  only  1/14  part  of  the  boundary- 
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value  at  the  centre ;  whereas,  when  the  core-currents  are  stopped,  the 
value  is  sensibly  the  same  throughout  the  core  at  any  moment) 

The  retardation  6  of  the  coil-currents  behind  the  impressed  force, 
which  is  given  by 

tan  ^  =  Ln/B  =  7  854,     or     6  =  82"  40', 

when  the  core-currents  are  stopped,  is,  by  equation  (54),  brought  down 

to  tan  ^  =  7-854/1 1-376,     or     ^  =  35", 

by  letting  the  core-currents  flow. 

We  started  with  y  =  40'^,  and  the  values  of  Fj,  etc.,  corresponding. 
That  is,  ^TTfinr^/p  =  40.  Consequently  we  may  dig  out  from  the  same 
values  of  Fj,  etc.,  the  results  in  a  variety  of  other  cases,  varying  the 
frequency  and  the  permeability,  resistance  and  radius  of  the  core  in  any 
manner  consistent  with  y  =  40^. 

§  18.     Induction  in  a  Divided  Core. 

To  ascertain  under  what  circumstances  the  heating,  according  to 
Joule's  law,  of  a  properly  divided  core  might  become  sensible — general 
considerations  telling  us  that  it  must  be  very  small — let  us,  to  bring 
the  matter  under  mathematical  treatment,  specify  a  particular  manner 
of  division.  This  will  be  most  shortly  described  by  referring  to  a  plane 
section  of  the  core  perpendicular  to  its  axis.  Divide  the  circular  section 
by  radii  into  sectors,  and  let  the  sectors  be  of  two  sets,  one  set  having 
all  an  opening  of  say  1 ",  and  the  other  set  of  say  9".  These  are  to 
alternate.  The  small  sectors  to  be  filled  up  with  dielectric  material, 
the  large  with  metal.  We  thus  stop  the  free  flow  of  the  circular  induced 
currents  in  the  core  by  the  insulating  barriers  placed  perpendicular  to 
the  lines  of  electric  force.  There  are  36  condensers  (the  number  is 
immaterial),  joined  up  in  sequence,  which  become  charged  and  dis- 
charged during  the  passage  of  an  oscillatory  current  in  the  coil-circuit^ 
and  according  to  old  notions  electricity  accumulates  on  the  bounding 
surfaces  of  the  condensers.  According  to  Maxwell's  views,  however, 
the  currents  flow  in  the  same  closed  circuits  as  if  the  core  were  solid 
metal,  but  in  the  dielectric  portions  the  electric  elasticity  brings  a 
counter  em.f.  into  play,  thus  preventing  the  passage  of  a  continuous 
current,  and  weakening  the  strength  of  oscillatory  currents. 

Let  pi  and  c^  be  the  resistance  and  the  electrostatic  capacity  per  unit 
volume  of  the  compound  core,  later  more  particularly  defined.  Let  f, 
as  before,  be  the  impressed  force  per  unit  length  arising  from  electro- 
magnetic induction,  y  the  current-density,  and  now,  in  addition,  D  the 
electric  displacement  per  unit  area  perpendicular  to  the  lines  of  flow. 
Then,  instead  of  the  former  equation,  e  =  py,  we  shall  have 

e=:p^y  +  D/c^, (55) 

with  the  additional  relation  y  =  D,   (56) 

Differentiating  equation  (55)  to  /,  and  getting  rid  of  i>,  by  (56),  we 

obtain  (h^^^c^PiV  +  y^  (57) 

which  we  must  substitute  for  the  old  e  =  py. 
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Equation  (10)  holds  as  before,  connecting  the  current  and  the  mag- 
netic force.  So  does  equation  (12),  giving  the  E.M.F.  of  induction,  if  we 
give  to  fA  therein  a  new  value,  to  be  given  presently,  on  account  of  the 
core  not  being  homogeneous.  Eliminating  e  between  equations  (57) 
and  (12)  we  obtain 

■M<"-^".'.>=t*. <»") 

instead  of  equation  (14),  for  the  characteristic  equation  of  magnetic 
force  in  the  compound  core.  Its  solution,  suitable  for  oscillatory  cur- 
rents, requires  the  use  of  two  functions  of  r,  say  H^  and  iTo,  satisfying 

lH^^.^^Jf>icO-^'^S„j " 

instead  of  equations  (22).  Here  x^  stands  for  ^"Tr/i/py  And  iTj  and  H^ 
may  be  found  in  series  of  ascending  powers  of  r  by 

OM%kT^'=-^"^^^ (^^«> 

which  takes  the  place  of  (23). 

Now  as  regards  /o^  C|,  and  /x.  If  the  ratio  of  the  angles  of  the 
wedges  occupied  by  conducting  and  insulating  material  be  njn^y  and 
»i  +  »2  =  I>  we  shall  have,  if  p  be  the  specific  resistance  of  the  conductor, 

Pi  =  WiP, 

the  specific  resistance  of  the  compound  core  becoming  somewhat  reduced. 
And,  if  fLj  and  fij  ^^  ^^^  magnetic  permeabilities  of  the  conducting  and 
dielectric  parts  of  the  core,  we  have 

giving  the  value  of  /a  to  be  used  in  equation  (12)  and  in  (14a)  just  given. 
Thus  the  permeability  of  the  compound  core,  if  the  conducting  part  be 
of  iron,  is  somewhat  reduced. 

Lastly,  if  c  be  the  electrostatic  capacity  per  unit  volume  of  the 
dielectric  only,  that  of  the  compound  core  is 

c^  =  C/  % 

The  time-constant  p^c^  which  appears  in  the  characteristic  equation 
(14a)  is  thus  given  by 

p^c^  =  pcnjji^, 

where  p  and  c  belong  to  the  metal  and  dielectric  separately,  p,  and  c.  to 
the  compound.  The  value  of  this  time-constant  is  the  same  whether 
there  are  20  or  20,000  wedges,  alternately  metal  and  dielectric,  provided 
the  ratio  ni/n^  of  the  spaces  they  occupy,  which  appears  in  the  last 
equation,  is  kept  the  same. 

But  this  time-interval  must  in  general  be  extremely  small.  For  /•, 
the  electrostatic  capacity  of  unit  volume  of  the  dielectric,  is  K/iir  in 
electrostatic  measure,  K  being  the  dielectric  constant,  and,  in   the 
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electromagnetic  measure  here  required,  we  must  further  divide  by  F-, 
where  V  is  the  velocity  of  light,  =  3  x  lO^*^.     Thus  we  have 

and  K  being  a  small  number,  and  also  p  =  10,000  for  iron,  whilst  V-  is 
very  large,  p/.  must  be  very  small,  unless  we  make  nJn,^  extravagantly 
large — i.e ,  reduce  the  thickness  of  the  dielectric  wedges  greatly,  com- 
pared with  that  of  the  conducting  wedges,  which  of  course  has  the  effect 
of  increasing  the  capacity  of  the  condensers.  If  this  impracticable 
thinness  of  dielectric  could  be  carried  out  with  proper  insulation,  we 
should,  with  an  oscillatory  current  in  the  coil,  make  the  induced  cur- 
rents in  the  core  less  by  as  little  as  we  pleased  from  what  they  would  be 
in  a  solid  conducting  core,  and  the  heating  of  the  compound  core  simi- 
larly approach  that  of  the  solid  one. 

The  influence  of  increased  speed  may  also  be  noticed.  Consider  a  single 
closed  circuit  of  conductors  and  condensers  in  series,  such  as  we  obtain 
by  confining  ourselves  to  the  portion  of  core  contained  between  the 
cylinders  of  radii  r  and  r+  1.  If  we  further  take  only  the  unit  length 
parallel  to  the  axis,  the  section  of  the  circuit  has  the  unit  area.  R  being 
the  resistance  of  the  circuit,  viz.,  the  sum  of  the  resistances  of  the  con- 
ducting portions  ;  and  C  its  capacity,  viz.,  the  reciprocal  of  the  sum  of 
the  reciprocals  of  the  capacities  of  the  single  condensers,  we  have 

E=^Ry  +  QIC, 

similarly  to  (55),  E  being  the  total  impressed  force  in  the  circuit,  y  the 

current,  and  Q  the  common  charge  of  each  condenser.  Also  y  =  Q, 
whence 

CE^RCy  +  y, 

Now  let  the  E.M.F.  be  of  the  simple-harmonic  type  E  sin  rU^  where  E 
is  constant ;  the  solution  of  the  current  is  then 

and  the  heat  developed  per  second  in  the  conducting  part  of  the  circuit  is 

Here  ^E^/R  is  what  the  heating  would  be  if  the  condensers  were 
short-circuited  ;  so,  from  the  value  of  nCR  we  can  easily  see  how  much 
it  is  reduced  by  the  insertion  of  the  condensers.  The  value  of  RC  is 
the  same  as  that  of  p^c^  before  given  ;  also  n  =  27rp,  v  being  the  wave- 
frequency.  By  sufficiently  increasing  the  frequency  we  may  make  the 
heating  approach  as  nearly  as  we  like  to  ^E'/R  without  necessarily 
making  the  dielectric  portions  of  the  circuit  excessively  thin ;  but  it 
may  be  readily  seen  that  for  the  heating  in  the  closed  circuit  of  con- 
densers to  be  comparable  with  what  it  would  be  were  they  short-circuited, 
or  the  dielectric  removed  and  conducting  matter  substituted,  the  fre- 
quency V  must,  on  account  of  the  presence  of  F^  in  the  expression  for 
RC,  be  itself  comparable  with  the  frequency  of  light  vibration&  If, 
then,  a  properly  divided  iron  core  with  oscillatory  currents,  or  with  such 


THE  INDUCTION  OF  CURRENTS  IN  CORES.  377 

superimposed  on  a  steady  current  passing  in  a  coil  surrounding  it, 
should  become  sensibly  heated,  such  heating  cannot  have  arisen  from 
the  Joule  effect  of  the  induced  currents. 

§  19.     Transmission  of  Energy  into  a  Conducting  Core. 

The  magnetic  energy  per  unit  volume  being  fxH'/S7r,  where  H  is  the 
magnetic  force  as  before,  if  we  suppose  the  magnetisation  to  be  wholly 
induced,  the  magnetic  energy  per  unit  length  of  core  of  radius  r  is  given 

by 

^{27rrdr,H''  =  f^{H''rdr (58) 

Also  the  rate  of  dissipation  of  energy  in  the  same  portion,  being  py^  per 
unit  volume,  is  given  by 

2Trp{yhdr  =  ^{ir^rdr, (59) 

since  y=  -H^/iir,  Now,  energy  can  only  enter  the  portion  of  core 
considered  across  its  boundary,  and,  after  having  entered,  is  either 
stored  up  temporarily  as  m^ignetic  energy,  or  is  dissipated  as  heat 
through  induced  currents.  Hence  the  rate  of  passage  of  energy  into 
the  space  from  outside  equals  the  sum  of  the  rate  of  increase  of  magnetic 
energy  and  of  the  rate  of  dissipation  within  the  space.  Thus,  if  by  JV 
we  denote  the  amount  of  energy  entering  the  core  per  second  per  unit 
area  of  its  bounding  surface,  we  obtain,  by  (58)  and  (59), 

2TrrW^dHUr  dr  +  £[^^'''-  dr. 
Here,  by  equation  (14), 

iiTfir  dr 
Making  the  substitution  and  integrating,  we  get 

'^=4^ ^''^ 

where  T—fAH'^/Siry  the  magnetic  energy  per  unit  volume.  From  this 
we  see  that  the  transmission  of  energy  takes  place  from  places  of  greater 
to  places  of  less  force  irrespective  of  sign,  and  that  the  rate  of  transfer- 
ence per  second  is  proportional  to  the  rate  of  decrease  of  the  density  of 
the  magnetic  energy  in  the  direction  of  transference. 

This  remarkably  simple  property,  which  applies  to  every  part  of  the 
core  at  every  moment,  according  to  which  the  transmission  of  magnetic 
energy  whilst  induced  currents  are  lasting  is  determined  solely  by  the 
space-variation  of  its  density,  is  not  a  general  property  of  induction  in 
conductors.  If  we  inquire  what  the  corresponding  property  is  in  general, 
by  examining  the  rate  at  which  energy  is  entering  any  given  portion  of 
a  conductor  through  the  imagined  surface  separating  it  from  the  rest, 
such  being  equal  to  the  sum  of  the  rate  of  increase  of  the  magnetic 
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energy  and  of  the  rate  of  dissipation  as  heat  by  induced  currents  within 
the  portion  considered,  using  the  general  relations 

curl  H  =  4iry,     and     V  H  =  iirfiR/p, 

we  find  that  JV„  the  rate  of  passage  of  energy  per  unit  area  at  any 
point  across  the  surface  whose  normal  has  any  direction  8,  or,  briefly, 
the  rate  of  transference  in  the  direction  of  8,  equals  p/^tt  times  the 
component  along  8  of  the  vector-product  of  the  current-density  and  the 
magnetic  force  at  the  point     Or 

W  =  (p/47r)V7H, 

in  the  brief  vectorial  form.  The  direction  of  maximum  transference  is 
therefore  perpendicular  to  the  plane  containing  the  directions  of  the 
magnetic  force  and  the  current,  and  its  amount  per  second  proportional 
to  the  product  of  their  strengths  and  to  the  sine  of  the  angle  between 
their  directions. 

Eliminating  the  current,  and  expressing  the  relation  in  terms  of 
magnetic  force  only,  we  find 

where  T  is  as  before,  the  density  of  the  magnetic  energy,  H^  the  com- 
ponent of  H  in  the  direction  of  8,  and  h  is  measured  along  the  direction 
of  H  itself. 

Now,  if  we  confine  H  to  a  constant  direction,  so  that  it  cannot  vary 
in  strength  in  that  direction,  its  component  in  any  other  direction  8  also 
does  not  vary  with  A.     Then  (61)  reduces  to 

4ir/A  ds 
of  which  (60)  is  a  special  case. 

§  20.     Comparison  of  Induction  in  a  Cm't  mith  a  Case  of  Fluid  Motion, 

In  order  to  obtain  a  full  mental  representation  of  the  state  of  things 
in  a  physical  problem  of  one  kind,  it  may  often  be  of  some  assistance  if 
we  can  find  one  of  another  kind  in  which  the  quantities  concerned  are 
similarly  connected.  Thus,  in  the  theory  of  the  torsion  of  a  solid 
elastic  prism,  to  get  a  general  idea  of  the  warping  that  takes  place 
when  the  section  of  the  prism  is  not  circular,  and  of  the  amount  of  its 
efifect  on  the  torsional  rigidity,  we  may  be  assisted  by  the  comparison 
with  a  hydrokinetic  problem,  in  which  the  rotation  about  its  axis  of  a 
box  of  the  same  shape  as  the  prism,  filled  with  incompressible  perfect 
liquid,  sets  the  liquid  itself  in  motion  when  the  section  is  not  circular 
(Thomson  and  Tait,  II.,  Art.  706).  Suppose  now  the  problem  is  one  in 
which  certain  quantities  subjected  to  given  laws  go  through  a  series  of 
complex  changes  in  passing  from  one  state  to  another.  If  we  find 
another  physical  problem  in  which  other  quantities  go  through  the 
same  changes  we  have  an  interesting  analogy,  to  say  the  least,  even  if 
the  substituted  problem  be  not  more  easily  conceivable  than  the  original 
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But  further,  if  in  the  substituted  question  the  quantities  concerned  are 
everyday  realities,  so  that  their  connections  are  readily  grasped,  we 
have  not  merely  an  interesting  but  a  useful  and  valuable  comparison. 
Again,  though  this  is  quite  a  separate  matter  and  may  or  may  not  apply, 
we  may  possibly  get  some  assistance  in  forming  a  physical  theory  of  the 
unknown  phenomena  for  which  has  been  found  a  dynamical  analogue. 

Start  the  current  in  a  circuit  containing  a  coil  with  a  conducting  core 
by  closing  connection  with  a  battery.  In  the  transition  from  the  initial 
state  of  no  current  or  magnetic  force  to  the  final  state  of  steady  current 
in  the  coil-circuit  alone  and  uniform  magnetic  force  in  the  core,  a  series 
of  complex  changes,  generally  referred  to  as  current-induction,  is  gone 
througn  by  the  magnetic  force  and  the  current,  and  something  more 
than  a  superficial  examination  is  needed  to  obtain  a  good  grasp  of  the 
phenomena  as  a  whole.  We  require,  then,  an  analogous  case  in  which 
we  can  readily  see  the  course  of  events.  There  are  various  comparisons 
which  may  be  made,  but  the  substitutions  are  not  usually  sufficiently 
simple  for  the  purpose.  The  only  one  I  can  find  that  is  so,  is  the 
comparison  of  the  magnetic  force  in  the  core  with  the  motion  of  water 
in  a  pipe  of  the  same  shape.  This  requires  some  explanation  before  the 
correctness  of  the  comparison  can  be  appreciated. 

Magnetic  induction  is  mathematically  subject  to  the  law  of  continuity 
of  an  incompressible  perfect  liquid.  This  alone  is  of  valuable  assistance 
when  we  are  regarding  the  nature  of  distribution  of  lines  of  force  in 
a  magnetic  field.  Further,  if  we  ask  what  it  is  in  the  liquid  motion 
that  corresponds  to  the  electric  currents  that  accompany  the  magnetic 
force,  the  answer  is  that  a  current-line  is  represented  by  a  vortex-line,  a 
current-tube  of  infinitesimal  section  by  a  vortex-tube  of  infinitesimal 
section,  the  fluid  within  which  is,  at  the  moment,  rotating  with  an 
angular  velocity  proportional  to  the  strength  of  current  in  the  current- 
tube,  the  axis  of  rotation  being  that  of  the  tube.  As  current-tubes  are 
closed  upon  themselves,  so  are  vortex-tubes  in  a  moving  liquid.     Any 

Eossible  state  of  magnetic  force  with  its  corresponding  electric  current 
as  its  analogue  in  a  similar  state  of  liquid  motion,  lines  of  magnetic 
force  being  translated  into  lines  of  liquid  velocity,  and  lines  of  electric 
current  to  vortex-lines. 

The  Newtonian  equation  of  motion  of  a  fluid  particle,  meaning  thereby 
an  extremely  small  portion  of  the  fluid,  expressing  symbolically  the 
definition  of  a  force  as  the  acceleration  of  momentum  it  would  produce 
if  it  lasted  for  the  unit  of  time,  is 

where  <r  is  the  density,  F  the  force  acting  upon  o-,  or  the  force  per  unit 
volume,  since  a-  is  the  mass  per  unit  volume ;  ory  the  momentum,  and 
Dvldt  the  acceleration  of  o-'s  velocity.  It  is  to  be  remembered  that  the 
force  produces  its  full  effect  in  the  direction  of  it«  action,  irrespective  of 
what  the  actual  velocity  of  the  mass  acted  upon  may  be.  F  and  y  are 
vectors,  and  so  is  DY/dt,  which  is  a  vector  parallel  to  F. 
The  force  F  is  partly  due  to  the  stress  on  the  particle  arising  from 
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the  matter  around  it,  and  partly  to  other  causes,  which  we  sum  up 
under  the  name  of  external  force,  acting  bodily  on  the  fluid,  by 
unknown  agency.  The  force  of  gravity,  for  instance,  which  appears  to 
act  upon  matter  independently  of  the  matter  around  it,  is  treated  as  an 
external  force. 

In  any  fluid  at  rest,  the  internal  stress  is  a  simple  pressure,  equal  in 
amount  in  all  directions  about  a  point,  but  in  general  varying  in  amount 
from  one  point  to  another.  In  the  ideal  perfect  fluid  this  is  also  the 
state  of  stress  when  the  fluid  is  changing  its  shape.  The  variation  of 
pressure  constitutes  a  force  tending  to  alter  the  motion  of  a  particle. 
Calling  the  pressure  p,  and  disregarding  external  force,  we  have 
F  =  -  V/?,  the  vector  decrease  of  pressure,  and 

is  the  equation  of  motion  of  a  fluid  particle. 

This  insignificant-looking  equation  contains  volumes  of  meaning,  even 
without  abstruse  mathematical  investigations  to  open  them  out.  In 
fact,  there  is  involved  by  it,  and  immediately  visible  when  one  looks  at 
it  through  the  proper  glasses,  a  most  remarkable  property,  that  of  the 
constancy  of  the  circulation,  with  astonishing  consequences. 

The  pressure  j?  is  a  scalar — that  is,  it  has  a  definite  value  at  every 
point  of  the  fluid,  and  requires  no  directional  specification.  Its  varia- 
tion -  Vp  is,  of  course,  a  vector,  having  direction  as  well  as  magnitude, 
being  in  fact  the  force  acting  upon  o-.  Bearing  this  in  mind,  consider 
the  state  of  the  fluid  at  a  fixed  moment,  and  the  alteration  of  velocity 
made  by  the  force  just  after.  Select  a  closed  chain  of  particles,  and 
travel  once  round  it.  However  the  pressure  may  vary  along  the  circuit 
it  comes  back  to  its  original  value  at  the  end.  In  mathematical  language 
the  line-integral  of  the  force  -  Vp  round  the  closed  chain  is  zero.  By 
the  above  equation  the  same  property  must  be  true  of  the  quantity  on 
the  right  side  of  the  equation,  that  is,  of  the  acceleration  of  momentum. 
Let  o-  be  constant.  Then  the  line-integral  of  Lhrjdt  is  zero.  Now, 
defining  the  "  circulation  "  in  a  closed  circuit  to  be  the  line-integral  of 

the  velocity,  i,e,,  fydSy  where  ds  is  a  vector  element  of  the  circuit,  its 

variation  with  the  time  is  due,  first,  to  the  variation  in  the  velocity, 
and,  next,  to  the  variation  of  form  of  the  moving  circuit ;  that  is 

We  have  already  seen  that  the  first  integral  on  the  right  side  vanishes. 

In  the  second,  -j-  is  the  rate  at  which  the  vector  dB  is  changing,  or  the 

ill 

difference  in  the  velocity  at  its  ends,  or  —(ds),*  making  the  quantity  to 

Uii 

be  integrated  v--p{ds),  or  -j(lr:^){ds) ;  which,  being  the  variation  along 
*  [Here  {ds)  is  the  length  of  the  vector  element  ds.] 
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the  circuit  of  a  scalar,  necessarily  vanishes  when  summed  up.  Thus  the 
circulation  in  the  circuit  does  not  change  at  all.  The  circulation  along 
that  circuit  of  particles,  which  may  be  any  circuit  in  the  fluid,  whatever 
value  it  may  have  at  one  moment,  will  always  have  that  value,  and, 
what  is  more,  always  had  it.  Thus,  vortex-lines  move  with  the  fluid, 
and  vortex-tubes  keep  their  strengths  unaltered,  however  they  may 
change  their  shapes.  This  results  from  the  constancy  of  the  circulation 
along  a  closed  line  of  particles  embracing  a  vortex-tube.  The  same 
reasoning  applies  when  the  density  is  not  constant,  but  is  a  function  of 
the  pressure.  Then  Vp/a-  has  the  same  property  as  that  above  mentioned 
for  Vp.  Also,  if  the  external  force  per  unit  mass  be,  like  gravity, 
reducible  to  central  forces,  the  same  applies  to  it.  From  the  constancy 
of  the  circulation  in  a  perfect  fluid  we  have  the  indestructibility  and 
uncreatability  of  vortex  motion,  possible  permanent  difterentiation  of 
portions  of  the  fluid  from  the  rest,  and  Sir  William  Thomson's  vortex 
atoms. 

Although  the  equations  of  motion  of  a  perfect  fluid  were  formulated 
by  Euler  in  1755-9,  and  dozens  of  eminent  men  had  been  working  at 
hydrokinetics  later,  a  whole  century  elapsed  before  the  property  of  the 
constancy  of  the  circulation  was  discovered.  No  one  had  put  on  the 
right  glasses,  or  had  managed  to  focus  them  correctly,  until  Helmholtz 
in  1858  discovered  the  properties  of  vortex- motion  in  a  perfect  liquid, 
followed  a  few  years  later  by  Sir  W.  Thomson's  extension  of  the  same 
to  compressible  perfect  fluids,  by  his  theorem  of  constant  circulation, 
from  which,  in  fact,  they  follow  by  elementary  reasoning. 

Now,  since  every  state  of  incompressible  perfect  liquid  motion 
represents  a  system  of  magnetic  force,  as  the  liquid  moves  and  carries 
its  vortices  along  with  it,  its  motion  remains  the  representative  of  the 
magnetic  field  of  a  definite  system  of  closed  electric  currents  similarly 
moved.  But  obviously  this  system  of  currents  does  not  correspond  to 
what  would  happen  in  a  conducting  mass  if  we  started  with  a  given 
arrangement  of  magnetic  force  and  then  left  it  to  itself  For  the 
magnetic  system  subsides  through  the  frictional  generation  of  heat  by 
the  electric  currents  which  accompany  it,  whilst  the  constancy  of  the 
circulation  precludes  the  motion  of  the  perfect  liquid  ceasing.  We 
must  introduce  viscosity,  or  internal  friction ;  in  other  words,  give  the 
liquid  that  property  which  all  known  fluids  possess.  That  real  fluids 
are  viscous  is  known  to  the  commonest  observation.  When  at  rest, 
equilibrium  requires  that  there  should  be  no  tangential  stress;  when 
the  parts  of  a  fluid  are  changing  shape  there  must  be,  because  we  can 
set  fluids  in  motion  by,  purely  tangential  stress.  The  typical  illustra- 
tion is  that  of  the  circular  bowl  containing  water  set  rotating  about  its 
vertical  axis.  If  there  were  no  tangential  stress  the  water  would 
remain  at  rest.  In  reality  the  tangential  stress  at  its  moving  solid 
boundary  pulls  the  outside  layer  of  water  round  after  the  bowl,  the 
outside  layer  pulls  the  next  inner  one,  and  so  on  up  to  the  axis,  where 
the  water  is  the  longest  in  getting  up  its  motion.  The  final  state  is 
that  the  vessel  and  water  rotate  as  one  solid  body.  On  stopping 
the  bowl  it  drags  back  or  retards  the  outer  layer,  then  the  next 
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inside,  and  so  on  to  the  centre,  where  the  liquid  keeps  up  its  motion 
the  longest. 

These  tangential  stresses  are  defined  in  amount  by  the  coefficient  of 
viscosity  or  of  sliding  friction.  Let  liquid  be  moving  in  horizontal 
layers  in  a  definite  direction,  and  let  the  velocity  in  any  layer  be  pro- 
portional to  its  distance  from  the  lowest  layer,  so  that  if  x  is  the  height 
of  a  layer,  v  =  ax  is  its  velocity,  a  being  constant  Let  the  motion  be 
from  left  to  right.  Any  layer  is  moving  faster  than  the  one  below  it, 
and  slower  than  the  one  above  it,  and  there  is  mutual  stress  of  the 
frictional  character  between  contiguous  layers  thus  sliding,  of  amount 
ma  per  unit  of  area  in  contact,  where  a  is  the  constant  just  mentioned 
— viz.,  the  upward  rate  of  increase  of  velocity — and  m  is  the  coefficient 
of  viscosity. 

Now  in  the  equation  of  motion  of  a  particle  we  have  to  take  into 
account,  in  the  expression  for  F,  of  any  force  on  o-  arising  from  the 
sliding  friction  set  up  by  the  distortion  it  experiences  in  general  as 
it  moves.  The  result,  by  the  analysis  of  stresses  and  strains,  is,  in  the 
case  of  an  incompressible  liquid,  to  introduce  a  new  force  acting  on  the 
particle  besides  that  arising  from  variation  of  pressure.  Not  to  go  into 
details  which  are  not  wanted  here,  this  force  is  represented  by  mV^v, 
which  makes  the  equation  of  motion 

P-yp  +  wV2v=<r^, 

where  F  is  restricted  to  be  the  external  force  only.  The  constancy  of 
the  circulation  is  gone,  fluid  motion  may  be  started  by  tangential  stress 
alone,  and,  should  there  be  no  forces  to  keep  it  up,  will  cease  by  surface 
and  internal  friction,  the  energy  of  the  motion  producing  heat  The 
rate  of  dissipation  for  the  whole  liquid  by  internal  friction  is  ♦ 

4?Ai2(ang.  vel.)2  per  second. 

But  the  special  case  to  which  our  electrical  problem  corresponds  is 
easily  worked  out.  Let  there  be  a  long  straight  pipe  of  circular  section, 
containing  water  or  other  practically  incompressible  viscous  liquid,  and 
let  the  motion  be  parallel  to  the  length  of  the  pipe,  say  from  left  to 
right,  and  be  in  cylindrical  layers,  i.e.,  only  varying  in  velocity  from  one 
layer  to  another.  The  cylindrical  layers  may  slide  over  one  another, 
but  liquid  must  not  move  nearer  to  or  further  away  from  the  axis  of  the 
pipe.  Consider  a  layer  of  radius  r  and  thickness  dr  moving  with  velocity 
V  at  r.  The  outward  rate  of  increase  of  velocity  being  rfv/rfr,  (the  a 
above),  the  whole  tangential  force  on  the  inner  boundary  of  tie  layer 
per  unit  of  length  of  pipe  is 

27rrm^,    from  right  to  left, 
dr 

^  [This  does  not  correctly  distribute  the  dissipation,  but  gives  the  whole 
amount,  when  the  fluid  extends  to  infinity,  or  is  at  rest  at  its  boundary.  It  is  the 
practical  formula  to  use,  avoiding  the  lengthy  calculations  which  arise  when  the 
correct  distribution  of  waste  in  integrated.  Take,  for  example,  the  case  of  Stoke's 
theory  of  a  particle  falling  slowly  through  air,  as  given  in  Lamb's  **  Motion  of 
Fluids."] 
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and  on  the  outer  boundary, 

the  same,  +T-{2imw^Wr,     from  left  to  right. 

The  resultant  moving  force  is  therefore 

2irfn,-r  ,  dr.    from  left  to  right, 
dr  dr 

which  must  equal  the  acceleration  of  momentum 

lirrdra--^^ 
dt 

if  there  be  no  other  forces.     Equating  the  last  two  expressions  we  find 

1  d    dv  __  <r  dv  .gov 

r  dr  dr~^ m  dt   

for  the  equation  of  motion  of  the  layer  of  radius  r.  Comparing  this 
with  equation  (14),  for  the  magnetic  force  in  the  circular  core  inside  a 
solenoidal  coil,  we  see  that  they  are  of  the  same  form.  Magnetic  force 
parallel  to  the  axis  is  replaced  by  liquid  velocity  parallel  to  the  axis, 
specific  resistance  by  coefficient  of  viscosity,  and  magnetic  permeability 
by  liquid  density.  (Of  course  there  is  also  the  silly  Air  in  the  electrical 
case,  arising  from  the  faulty  definition  of  the  strength  of  a  pole.) 

There  may  besides  be,  in  the  liquid,  force  arising  from  variation  of 
pressure ;  but  we  do  not  require  it.  Let  the  ends  of  the  long  pipe  be 
joined  together,  or  immersed  in  the  ocean,  and  let  the  liquid  be  set  in 
motion  by  uniform  tangential  force  applied  to  its  boundary,  acting 
parallel  to  the  length  of  the  pipe,  of  strength  X  per  unit  of  surface. 
The  surface-equation  of  the  liquid  is  of  the  same  form  as  the  boundary- 
equation  of  magnetic  force  in  the  core,  i.^.,  the  equation  of  km.f.  in  the 
coil  surrounding  it.  For,  if  m^  be  the  coefficient  of  sliding  friction 
between  the  liquid  and  the  solid  pipe,  the  frictional  retarding  force  on 
the  outer  layer  of  liquid  is  m^v  per  unit  area,  making  X-  m^v  the  actual 
force  from  left  to  right  on  the  outer  side  of  the  boundary-layer  per  unit 
area.  On  the  other  side  of  the  layer,  of  infinitesimal  thickness  dr,  there 
is  the  frictional  stress  acting  in  the  opposite  direction,  of  amount  m  dvjdr 
per  unit  area,  so  the  equation  of  motion  of  the  layer  is 

the  right-hand  member  of  which  vanishes  with  dr,  thus  giving 

X=m^v+m^^  (63) 

for  the  boundary-equation.  Comparing  this  with  equation  (20),  which 
we  may  write,  using  (6)  and  (15), 

E  -R       IT  ,     P     dH  ,eif\   \ 

Tri^,^^i---<7P <^^> 

where  /^  is  the  whole  length  of  wire  in  the  coil,  we  see  that  the  boundary- 
equations  are  of  the  same  form  when  the  depth  of  the  coil  is  smdl 
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compared  with  its  radius,  and  the  core  fills  the  interior  space.  (A 
modification  can  be  made  in  the  liquid  problem  to  make  the  boundary- 
equations  agree  when  the  coil  is  not  of  small  depth.) 

Having  thus  a  perfect  correspondence  of  mathematical  conditions,  we 
may,  in  considering  the  nature  of  induction  in  the  core,  dismiss  alto- 
gether the  complicated  and  cumbrous  imagery  of  a  set  of  currents  acting 
and  reacting  upon  one  another  at  a  distance,  which  it  is  only  possible  to 
manage  in  simple  cases,  and  substitute  the  following  method : — Let  an 
E.M.F.  act  in  the  coil-circuit,  variable  in  any  arbitrary  manner.  The 
magnetic  force  set  up  in  the  core  will,  at  any  moment  and  at  every 
place,  correspond  in  direction  and  intensity  with  the  fluid  velocity  set 
up  in  a  pipe  similar  to  the  core,  filled  with  incompressible  viscous  liquid, 
if  it  be  acted  upon  by  superficially  applied  tangential  force,  uniform  in 
amount  per  unit  area,  acting  parallel  to  the  axis,  such  force  to  vary  in 
intensity  in  the  same  manner  as  the  applied  km.f.  in  the  former  case. 
Of  course  the  viscosity,  surface-friction  and  density  of  the  liquid  must 
be  properly  chosen  to  suit  the  electrical  data,  as  we  may  see  on  compar- 
ing (62)  with  (14),  and  (63)  with  (20a). 

The  wave-like  propagation  of  magnetic  force  into  the  core  from  its 
boundary  when  an  oscillatory  E.M.F.  acts  in  the  coil-circuit,  and  the 
rapid  decrease  of  amplitude  in  going  inward,  and  the  insignificance  of  the 
magnetic  force  except  near  the  boundary  when  the  oscillations  are  rapid, 
are  made  perfectly  easy  to  follow  by  the  fluid  analogue,  wherein,  with  a 
similar  to-and-fro  tangential  force  on  the  liquid  boundary,  the  motion  is 
propagated  inward  by  means  of  sliding  friction. 

In  the  core  the  current-density  is  -  (iir)''^{dH/dr)f  and  the  current- 
lines  are  circles  in  planes  perpendicular  to  the  axis.  In  the  pipe  the 
angular  velocity  of  instantaneous  rotation  is  -  ^(dv/dr),  and  the  vortex- 
lines  are  similar  circles.  That  the  fluid  moving  in  straight  lines  can  be 
rotating  will  be  seen  by  considering  that  if  we  impress  upon  every  part 
of  a  small  mass  of  the  fluid  in  which  the  velocity  varies  a  velocity  equal 
to  that  of  its  central  portion,  but  in  the  reverse  direction — that  is,  do 
away  with  its  bodily  translational  velocity — there  is  left  only  the  rela- 
tive motion  of  its  parts,  and  that  consists  of  a  shear  combined  with  an 
equal  similar  rotation.  There  is  current  in  the  core  at  any  point  only 
when  the  magnetic  force  varies  in  the  neighbourhood,  and  in  the  liquid 
there  is  diff'erential  rotation  only  when  there  is  sliding  of  layers.  The 
heat  of  the  induced  currents  corresponds  to  the  frictional  heat  developed 
by  the  sliding,  and  the  coil-heat  to  the  heat  of  friction  against  the  pipe. 
The  case  of  steady  km.f.  in  the  coil  will  be  next  considered,  and 
graphically  illustrated. 

§  21.     Xormnl  or  Harmonic  Distributions  of  Magnetic  Force. 

The  problem  of  determining  the  manner  in  which  the  magnetic 
force  and  induced  current  in  a  core  inserted  within  a  long  solenoidal 
coil  vary,  when  the  coil-circuit  containing  a  battery  or  other  source 
of  steady  E.M.F.  is  suddenly  closed,  is  somewhat  more  simply  managed 
by  reversing  it,  and  finding  the  manner  in  which  the  magnetic  force 
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subsides  when  the  E.M.F.,  after  having  set  up  the  permanent  state,  is 
suddenly  removed,  without  interrupting  the  circuit  or  altering  its 
resistance.  And  this  is  a  special  case  of  the  more  general,  but  theoreti- 
cally quite  as  easily  managed,  problem  of  starting  at  a  given  moment 
with  any  distribution  of  magnetic  force  in  the  core,  subject  only  to  the 
condition  of  being  directed  parallel  to  the  axis,  and  only  varying  in 
intensity  with  distance  from  the  axis,  and,  leaving  the  system  to  itself, 
determining  the  subsequent  state  of  things,  the  coil-circuit  being  open 
or  closed,  but  without  other  KM.F.  than  that  arising  from  the  sub- 
sidence 01  the  core's  induction.  The  initial  intensity  of  magnetic  force 
may  vary  from  layer  to  layer  in  a  perfectly  arbitrary  manner,  either 
continuously  or  abruptly. 

As  reganls  the  arbitrariness,  we  may  obviously,  by  means  of  a 
previously  acting  arbitrarily  variable  KM.F.  in  the  coil-circuit^  set  up 
an  infinite  number  of  different  states  of  magnetic  force.  But  they 
will  not  be  arbitrary,  because  the  magnetic  force  will,  in  all  such  cases, 
vary  continuously  in  intensity  from  layer  to  layer.  That  abrupt 
changes  of  intensity  are  admissible  in  the  initial  state  may  be  thus 
shown.  Considering  the  core  as  made  up  of  a  great  though  finite 
number  of  thin  concentric  tubular  shells,  we  have  a  set  of  linear 
electric  circuits.  From  their  coefficients  of  self  and  mutual  induction, 
and  their  resistances,  we  have  all  the  data  required  for  determining 
what  will  happen  when  we  start  with  given  currents  in  these  circuits, 
and  leave  the  system  to  itself.  The  circuits  being  independent,  the 
initial  strengths  of  current  in  them  may  have  any  values  we  please ; 
and  since  there  is  no  breach  of  continuity  in  passing  from  a  finite 
number  of  circuits  to  an  infinite  number,  making  up  a  solid  core,  it 
follows  that  in  the  mathematical  treatment  of  the  subject  the  initial 
current^  and  therefore  also  the  magnetic  force,  may  vary  abruptly 
in  passing  from  the  axis  outward,  although  of  course  special  means 
would  be  required  to  set  up  the  discontinuities. 

We  may  also,  from  the  theory  of  linear  circuits,  see  at  once  what  the 
form  of  our  solutions  must  be  in  the  case  of  a  continuous  core.  For,  if 
there  are  n  circuits,  there  are  n  distinct  rates  of  subsidence,  and  the 
currents  at  time  t  after  the  moment  of  leaving  the  system  to  itself  are 
given  by  n  equations  of  n  terms  each,  of  the  form, 

y2-A^^^  +  52^^+£3C^+...,   I     (64J 


y.,  y.,  ...  being  the  currents  at  the  time  t  in  the  first,  second,  etc., 
circuits.  Here  there  are  n  constants  D^,  i>2»  •••>  ^^ich  are  the  same  for 
every  current,  and  ffi  constants  A^  By  C,  ...,  but  the  ratios  of  the  con- 
stants in  any  column  are  fixed  by  the  electrical  data  (as  are  also  D^,  D^ 
etc.),  leaving  only  one  constant  in  each  column  arbitrary,  making  n 
altogether,  whose  values  may  be  found  from  the  given  initial  strengths 
of  the  n  currents,  thus  completing  the  solution. 
Now,  these  circuits  being  concentric  shells  to  start  with,  in  passing 
B.X.P.— VOL.  t  2  b 
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to  the  case  of  a  continuous  core,  making  the  number  of  shells  infinite, 
we  see  first  that  the  form  of  the  solution  must  remain  unaltered.  Next, 
that  the  number  of  constants  i>,,  D^  etc.,  becomes  infinite,  whilst 
they  are  the  same  for  all  parts  oi  the  core.  Thirdly,  that,  supposing 
y^,  729  *•*  ^^  ^^^  currents  in  consecutive  shells  passing  from  the  axis 
outward,  the  coefficients  ^,  -B,  C7,  ...  in  any  one  column  of  (64)  become 
the  successive  values  of  a  continuous  function  of  r,  whose  magnitude 
alone  is  left  arbitrary,  so  that  we  may  write  (66)  in  the  form  of  a 
single  equation 

y  =  ^lWi€^''  +  ^2Uj€^  +  ^8tt5C'V+...,     (65) 

y  signifying  the  current  at  distance  r  from  the  axis,  i^,  ttg,  •-.  being 
functions  of  r  determined  solely  by  the  electrical  data,  and  A^^  A^  ... 
constants  to  settle  the  absolute  magnitude  of  each  term. 
And  lastly,  we  see  that,  since  at  the  time  /s=0,  we  have 

yQ  =  A^v^  +  A^u^  +  A^u^+..., 

and  since  the  initial  current  y^  is  arbitrary,  it  must  be  possible  to 
expand  any  function  of  r  in  a  series  of  it's,  by  properly  determining 
the  magnitude  of  the  A^s. 

Special  proofs  of  the  possibility  of  the  expansion  of  any  function 
in  series  of  a  definite  kind  are  usually  of  a  singularly  obscure  and 
unsatisfactory  nature,  quite  apart  from  their  speciality  or  want  of 
applicability  to  other  forms  of  series.  But  if,  as  in  the  above,  we  pass 
from  the  solution  of  a  set  of  linear  difierential  equations  with  one 
variable,  the  time,  to  that  of  a  partial  differential  equation,  we  see 
the  absolute  necessity  of  the  possibility  of  the  expansion.  It  would  be 
a  miracle  were  the  expansion  impossible.  Have  we  got  the  right  form 
of  function  in  the  first  place,  and  next,  have  we  got  ail  of  them,  to 
satisfy  the  conditions  of  a  physical  problem  ?  If  so,  the  possibility 
of  the  expansion  requires  no  proof. 

By  (65),  and  the  relation  49ry=  -dH/dr  between  the  current  and 
magnetic  force,  the  general  solution  for  the  magnetic  force  is  of  the 
same  form,  viz. : 

H=A^u^€^^'  +  AiU^€^+...,    (66) 

where  t^,  Vo*  ^^<^*i  ^^^  functions  of  r  to  be  found  by  putting  the  ele- 
mentary solution  ue'**  for  H  in  the  characteristic  equation  of  H^  viz.: — 

1  d    dH    4iru  dH  /liM' 

r  dr    dr       p     dt 

Since  -j-c^^Dc",  we  obtain 
at 

1  rf>^4^2>tt,    (67) 

r  dr  dr      p 

whose  solution  gives  the  function  u.    Being  of  the  second  order,  it  has 
two  distinct  solutions,  say  v  and  tr,  so  that 

u=:av  +  bw    ; (68) 

is  the  complete  solution.    One  of  v  and  w  may  be  found  at  once  by 
assummg  u=^aQ  +  a^r  +  a^r^+ ,.,  ^ 
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=  /o(»0    . 


...(70) 


a  (67),  and  tnakjng  it  true  for  every  power  of  r.    Thia  gives 

"  '+ r^'^vvi  2^  l7"i  2^^i^*  ^  * 

Put  4vnD/p=  -n^,  for  subsequent  convenience,  and  we  have 
,_^     nV«_  nV 
"        2i»      2"4a    24*6' 
for  one  aolution  of  (67).     This  function  is  usually  denoted  by  JJnr),  and 
was  first  employed  by  Fourier.     Whether  he  invented  it  or  discovered 
it  is  a  doubtful  point;  the  question  is  raised  whether  mathematical 
truths  lie  within  the  human  mind  alone,  or  whether  the  infinite  body  of 
known  and  unknown  mathematics  could  exist  in  a  dead  universe.     But 
this  is  metaphysics,  which  is  all  vanity  and  vexation  of  spirit 
The  other  solution  may  be  shown  to  be 

-|{"-^»'^¥-<'-i)S-('-i-«sSi-  ■•}■••■<") 

For  proof  it  is  sufficient  to  test  that  it  satisfies  (67),  and  is  not  the 
same  aa  (70). 

The  general  form  of  the  it's  iu  (66)  is  thus  completely  known.  But 
we  do  not  want  the  second  solution,  w,  at  all  at  present  in  dealing  with  a 
core  solid  to  its  centre,  because  w  becomes  infinite  when  r  =  0,  on  account 
of  the  logarithm.  Its  coefficients,  therefore,  require  to  be  zero  to  make 
the  magnetic  force  finite  at  the  axis  of  core,  i.e.,  to  does  not  come  in  at 
^L     It  will  occur  later.     At  present  we  have 

H=A^v^^-'  +  At,v^+...,    (72) 

in  which  the  tfa  only  differ  from  one  another  in  having  a  different  value 
ofnori). 

The  nature  of  the  function  v  is  shown  in  Fig.  1.  Distance  from  the 
axis  of  the  core  is  measured  along  the  base  line  to  the  right,  and  the 
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Value  of  V  upward.  The  curve  v  crosses  the  base  line  an  infinite  number 
of  times.  After  a  few  fluctuations  it  becomes  very  nearly  a  sinusoidal 
curve,  but  with  diminishing  amplitude,  varying  inversely  as  the  square 
root  of  the  distance  from  the  axis. 

The  magnetic  interpretation  is,  if  the  intensity  of  magnetic  force  in  a 
core  at  difi'erent  distances  from  its  axis  be  represented  by  the  curve  v, 
the  magnetic  force  will  subside  everywhere  at  the  same  rate.  When  it 
has  fallen  to  l/m  of  its  initial  intensity  at  any  point,  it  has  fallen  to  1/m 
of  its  intensity  at  every  other  point,  so  that  the  curve  representing  tJie 
force  at  any  moment  remains  similar  to  itself. 

The  other  curve  in  Fig.  1,  marked  /„  shows  in  a  similar  manner  the 
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strength  of  the  current  accompanying  tho  magnetic  force;  its  eqoation  is 
Ji(^r)=  -^,{nr) (73) 

or,  by  (70).  J,(nr)=-(l  -jt^+J^-  ...) (74) 


The  curve  v  may  be  drawn  to  any  vertical  scale,  since  this  amounts 
merely  to  fixing  the  absolute  intensity  of  magnetic  force.  But  as  to  the 
horizontal  scale,  this  depends  upon  what  the  boundary  conditions  are. 
By  means  of  a  suitable  boundary  condition  we  may  arrange  to  have  the 
boundary  at  any  distance  along  the  base  in  Fig.  1,  where  of  course  the 
curve  must  stop. 

§  22.     Example  I.—CoU-Circwt  Interrupted. 

If  the  coil  be  absent,  or  its  circuit  broken,  the  boundary-value  of  the 
magnetic  force  is  compelled  to  be  zero.  Now  in  Fig.  I,  tic>0  at  B,,  Bp 
etc,  and  at  any  of  these  places  we  may  imagine  the  core  to  terminate 
and  the  curve  stop.  This  gives  a  definite  series  of  values  to  n,  of  which 
the  first  four  and  their  squares  are  given  by 

on,-2-405,     (m,=  5520,      an,=   8654,     an,-   11-791  j"!  ,_.. 
aV  =  5-783,     oV  =  30471,     aX  =  74-888,    oV=  139-037.   J  ^     ' 

Now,  in  Fig.  3,  the  base  line,  OP,  represents  a,  the  radius  of  the  core, 
and  the  four  curves,  the  first  four  nonnal  distributions  of  magnetic  force, 
being  the  curve  v  in  Fig.  1,  drawn  upon  four  different  horizontal  scales, 
so  as  to  reach  the  boundary,  F,  at  the  first,  second,  third,  and  fourth 
roots  of  v  =  0.  There  are  an  infinite  number  of  other  normal  systems, 
corresponding  to  the  higher  roots.  The  normal  system  «„  divides  the 
core  into  a  solid  central  cylinder,  surrounded  by  m-  1  concentric  tubes, 
at  whose  boundaries  the  magnetic  force  vanishes,  being  oppositely 
directed  in  consecutive  tubes.  The  corresponding  current  vanishes  at 
the  places  of  maximum  magnetic  force,  and  the  magnetic  force  vanishes 
at  about  the  middle  of  each  current-segment. 
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The  time-constant  measuring  the  slowness  of  subsidence  of  a  normal 
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thufi  being  proportional  to  the  magnetic  permeability,  to  the  conduc- 
tivity, to  the  sectional  area  of  the  core,  and  inversely  to  the  square  of 
na.  Of  all  metals  except  iron,  copper  is  the  one  in  which  any  normal 
system  subsides  most  slowly ;  on  the  other  hand,  the  great  permeability 
of  soft  iron  overbalances  its  comparatively  low  conductivity  and  makes 
it  the  metal  of  slowest  subsidence. 

Copper. — /5=  1,700,  /*=  1.  These  make  i^rfi//)  =  -0074,  and  the  time- 
constants  of  the  first  four  normal  systems  to  be,  by  (75), 

•001 3a2,     •00024a«,     -OOOOSQa*,    000054a^    seccmds, 

where  a  is  the  radius  of  the  core  in  centimetres. 

/ron.— ^  =  10,000,  /a=100  say.  These  make  4^fi/^=-1256,  and  the 
time-constants 

•0217a2,     •0041a2,      OOHa*,     -OOOQa^, 

which  are  17  times  as  large  as  for  a  copper  core  of  the  same  radius.  In 
an  iron  core  of  10  cm.  radius  (5  in.  diameter),  the  time  taken  by  the  first 
and  most  important  normal  system  of  magnetic  force,  inducing  a  current 
only  in  the  core  itself,  to  fall  in  strength  from  2*718  to  1  would  be  2*17 
seconds.     If  of  1  m.  radius  it  would  take  217  seconds. 

§  23.     Note  on  Earth-Currents, 

The  remarkable  slowness  of  subsidence  of  currents  in  large  masses  of 
metal,  or,  equivalently,  in  proportionately  larger  masses  of  badly- 
conducting  material,  is  vaguely  suggestive  in  regard  to  earth-currents. 
Without  intending  any  strict  comparison,  it  may  be  remarked,  first, 
that  although  the  "  earth "  may  be  poorly  conducting,  yet  there  is  a 
good  deal  of  it.  And  next,  that  the  ''earth-currents"  observed  on  long 
lines  of  telegraph  during  magnetic  storms  are,  neglecting  the  minor 
fluctuations,  remarkably  alike  in  their  behaviour  in  some  respects. 
Although  a  big  "  wave "  may  set  in  one  way,  and  continue  of  great 
strength,  for  some  considerable  time,  even  minutes,  to  be  followed  by 
another  wave  reversing  the  current,  yet  the  transition  from  one  to  the 
other  never  takes  place  suddenly ;  even  the  most  rapid  reversal  of  a  big 
wave  takes  several  seconds  to  accomplish.  A  similar  sluggishness  may 
be  observed  in  all  large  changes  of  current-strength ;  and  it  is  suggested, 
without  any  hypothesis  as  to  the  cause  of  these  earth-currents,  what 
keeps  up  such  powerful  currents  for  a  long  time  in  one  direction  at  one 
place  in  at  least  the  superficial  portion  of  the  earth  (of  course  in  closed 
circuits)  of  which  portions  find  their  way  into  telegraph  lines,  that  the 
characteristic  sluggishness  is  due  to  the  magnetic  retardation  as  the 
currents  in  the  earth  change  their  strength  and  distribution. 

§  24.     Determination  of  Constants — Conjugate  Property. 

Referring  to  P^g.  2,  by  superimposing  any  number  of  normal  systems, 
of  which  the  first  four  only  are  shown,  taken  of  any  absolute  magnitudes, 
we  may  produce  an  immense  variety  of  distributions  of  magnetic  force. 
They  will  all,  by  the  manner  of  their  construction,  be  decomposable  into 
the  normal  systems  from  which  they  arose.    Now,  by  the  reasoning 
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previously  stated,  when  the  whole  series  of  normal  systems  is  taken, 
we  may,  by  properly  choosing  the  values  of  the  A's  in  the  series 
A^v^  +  A2V2  +  ... ,  make  it  represent  any  chosen  function  of  r ;  of  course 
single-valued.  The  decomposition  of  the  given  function  into  normal 
systems  is  most  easily  effected  by  making  use  of  the  conjugate  property 

v^v^r  dr  =  0,  possessed  by  every  pair  of  different  normal  functions,  the 

imits  of  integration  being  0  and  a,  the  axis  and  the  boundary  of  the  core. 
The  proof  is  easy.    For  t^  and  Wgj  l>y  (67),  satisfy 

1  d    dvi  ,  ^  2„     n      «« J     1  d   dv^  .  « «^     A 
— i-r-y-i  +  ni»i  =  U,     ana    — =-r-=^  +  Wa  t^  =  0. 

r  dr   dr  r  dr  dr 

Multiply  the  first  of  these  by  v^r^  the  second  by  v^r,  subtract  the  second 
result  from  the  first,  and  then  integrate  with  respect  to  r  from  r  =  0  to 
r  =  a.     We  find  immediately, 

K-^*)Uv2^<^^=rK^*i -«>«<)  I  >    (76) 

the  accents  denoting  differentiation  to  r.  The  right-hand  member 
vanishes  at  both  limits,  because  v^  and  v^  vanish  at  r  =  a,  t^  and  t^  being 
then  finite,  whilst  both  factors  of  n^  and  n/^  vanish  with  ?*,  t?i  and  r, 
being  then  finite.     Hence,  if  n^  and  n^  are  different,  we  have 

v^v^rdr^O',   (77) 


I 


the  conjugate  property  to  suit  the  present  case.     Now,  given  jB'^  as  a 
function  of  r,  the  initial  distribution,  to  expand  it  in  i^s,  tihus 

multiply  both  sides  by  n\dr  and  integrate  between  limits  0  and  a. 
We  get 

I  H^rv^  dr  =  AA  v^  dr ; 

since,  by  (77),  all  the  rest  vanishes.     This  gives  the  value  of  A^,  and 
similarly  for  the  other  coefficients,  any  one  being  given  by 

^dr/\vhdr,    (78) 


=  lifQtT(/r/l 


using  the  particular  %  concerned.  The  denominator  may  be  evaluated 
by  (76).     For,  if  in  (76)  we  make  n^  —  n^^  making  v^  —  v^  and  t^=«f, 

it  assumes  the  form  Ox  I t;V c?r  =  0 - 0,  and  the  integral,  being  the  sum 

of  squares,  and  therefore  not  vanishing,  is  to  be  found  by  the  ordinary 
process.  Differentiate  (76)  with  respect  to  n^^  and  then  make  nf^n^m^  n'; 
this  gives 

|,;Vrfr=[r(^/-«^J,)]°    generally (79) 

and  ^a^{dv/dn^\  (f^a),    in  present  case. 
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1**-»(£)'=|V.("»'. w 

dv/da  being  the  value  of  dv/dr  at  r  =  a.     Hence,  by  (78)  and  (80), 

a2      /(^wy      a«  {/i(na)}« ^     ^ 

Thus,  when  Hq  is  given,  the  expansion  is  effected,  and  the  magnetic 
force  is  known  at  any  subsequent  time. 

§25.    Special  Case.    Hq  =  constant. 

Put  a  battery  in  the  coil-circuit.  It  sets  up  ultimately  jETq  ==  constant 
in  the  core.  Break  the  circuit,  or  make  its  resistance  very  high,  remov- 
ing the  KM.F.  Never  mind  the  slight  loss  of  energy  in  sparking,  as, 
the  core  being  free  for  induced  currents,  nearly  all  the  energy  wm  be 
dissipated  therein.     We  can  now  evaluate  the  numerator  in  (81). 

\H,rv  dr  =  H,^rT  rfr  =  -  «  ^H,  =  +  tr,(m)H„ 

by  (70)  first,  integrating,  and  then  comparing  with  (74).     This  makes 
(81)  become 

A  =  2HJnaJo(m), 

and  the  complete  solution  is  therefore 

H^2hX^^^.^,    (82) 

the  summations  to  include  all  values  of  n. 
The  current  density  is  got  from  this  by  differentiation  ;  thus 

,=  ->=+fo2:^.!fL    (83) 

In  establishing  the  solution  (82)  of  the  most  simple  case  that  presents 
itself  (curve  to  be  given  in  Fig.  3),  we  have  entered  more  into  detail 
than  at  first  intend^ ;  as  a  refresher  to  the  memory  of  readers  who  are 
acquainted  with  the  methods  employed,  for  the  education  of  readers 
who  may  be  only  learning  them,  and  because  in  the  more  complex  cases 
to  follow  much  of  the  reasoning  will  be  exactly  similar,  so  that  the 
investigations  may  be  given  more  briefly  without  loss  of  intelligibility. 
At  the  same  time  there  are  numerous  details  and  side  matters  of  interest 
that  must  be  omitted.  Otherwise,  we  should  "go  on  for  ever,"  like  the 
brook  in  the  poem. 

§  26.    Magnetic  Energy  and  Dissipation. 

The  magnetic  ener^  per  unit  volume  being  fiEP/Sv,  the  amount  T 
in  unit  length  of  core,  by  (82)  and  the  conjugate  property  (77)  making 
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products  vanish,  is 

T.m^f^^S^y^-tm.X^  m 

by  integrating  and  using  (80).  (In  these  series  it  is  of  course  only 
necessary  to  operate  on  one  term,  since  all  terms  are  alike  in  their 
properties.) 

This,  of  course,  vanishes  ultimately,  the  D's  being  negative.     At 
starting,  <  =  0,  we  know,  from  jEL  being  constant^  that  T^va^itSlJ^T 
=  fia^HSIS  ;  hence  we  must  have,  by  (84), 

j^/m^HS^^fjiHS^n-^;    or,     i  =  2(na)-«, 

the  values  of  na  being  those  in  (75),  and  their  companions.  This  is  true, 
for,  examining  the  form  of  the  expansion  (70)  of  J^inr),  the  sum  of  the 
squares  of  the  reciprocals  of  the  roots  of  Jjinr)  ->  0  «  coefficient  of  the 
second  term  with  the  sign  changed,  t.^,  i. 

To  test  that  the  formulse  make  all  the  energy  be  dissipated  in  the 
core  according  to  Joule's  law;  the  heat  per  second  per  unit  volume 
being  py^  the  total  per  unit  length  of  core,  from  the  beginning  to  the 
end  of  the  discharge,  by  (83),  is 

^{'dti'rdri:^,^";    (86) 

where  again  we  omit  producte,  on  account  of  the  conjugate  property  of 
the  normal  systems  of  current,  thus  proved : — 

by  integrating  and  using  (7  9).    This  vanishes  when  the  limits  are  0  and  & 
Evaluating  by  differentiation  for  the  case  n^  ^n,^  n,  we  get 


i 


a^ 


J!(nr)rdr^'^Jl!(na),    (87) 

and  using  this  in  (85),  we  obtain,  after  integrating  to  ^  as  well, 

as  before  found. 

§  27.  This  equivalence  of  total  heat  to  initial  magnetic  energy  can  of 
course  be  predicted  beforehand,  as  a  certain  consequence  of  the  ele- 
mentary laws  underlying  the  structure  of  our  solutions  for  the  magnetic 
force  and  the  current,  and  therefore  its  verification  merely  serves  to 
show  that  we  have  not  got  upon  a  wrong  track  in  the  pursuit  of  a 
mathematical  wild  goose,  which  may  happen  unless  proper  tests  are 
occasionally  applied. 

§  28.     Remarks  on  Normal  Systems, 

In  (82)  the  magnetic  force  (and  in  (83)  the  current)  is  expressed  as 
the  sum  of  a  number  of  terms  each  of  which  is  the  product  of  a  function 
of  r,  the  distance  from  the  axis,  into  a  function  of  /,  the  latter  being 


THE  INDUCTION  OB*  CtTRRENTS  IN  CORElS.  393 

sach  as  to  show  a  decrease  in  the  magnitude  of  the  term  with  the  time 
in  the  same  manner  as  the  charge  of  a  condenser  decreases  when  dis- 
charged through  a  conductor  of  insensible  self-induction;  or  as  the 
current  decreases  in  a  linear  circuit  of  insensible  electrostatic  capacity 
and  subject  only  to  its  own  self-induction ;  or  as  the  momentum  of  a 
body  decreases  when  resisted  by  a  force  proportional  at  any  moment  to 
its  momentum. 

Now,  as  may  be  seen  from  the  values  of  the  first  four  A^%  given  below, 
the  series  is  very  slowly  convergent  at  the  start  {t  =■  0),  and  a  large  num- 
ber of  terms  would  then  have  to  be  taken  to  make  the  sum  come  to  H^ 
within,  say,  a  millionth  part.  But,  owing  to  the  different  rates  of 
subsidence  of  the  normal  systems,  the  series  soon  becomes  rapidly  con- 
vergent. The  higher  ones  subside  so  rapidly  that  in  a  short  time, 
before  the  first  hsis  sensibly  altered,  only  it  and  a  few  of  the  following 
are  of  any  importance,  and  as  time  progresses  those  left  drop  out  of 
practical  existence  one  by  one  till  at  length,  before  the  magnetic  force 
has  fallen  to  half  strength  at  the  centre  of  the  core,  the  first  normal 
system  is  left  alone.  The  distribution  of  magnetic  force  in  the  core 
from  the  axis  outward  is  then  represented  simply  b}'  the  curve  v^  in 
Fig.  2,  which  continues  to  be  the  distribution  during  the  remainder  of 
the  discharge,  only  falling  in  strength  according  to  the  exponential  law. 
Thus,  by  considering  the  first  normal  system  only,  calculating  the  values 
of  A  and  of  D  belonging  to  it,  we  obtain  important  information,  for  we 
know  thereby  the  solution  except  for  small  values  of  the  time.  But 
the  neglected  terms  completely  alter  the  character  of  the  subsidence  at 
the  commencement  of  the  discharge,  as  we  may  see  from  the  value  of 
Ay  viz.,  1*667  iT^j,  which  is,  at  the  axis,  |  greater  that  H^,  the  real 
initial  strength,  and  of  A^  which  (negatively)  is  also  greater  than  JJq. 
This,  however,  will  be  made  fully  evident  from  the  curves  of  the  mag- 
netic force  and  current  at  the  axis  and  boundary.  The  values  of  the 
first  four  ^'s  are 

A^  =  1-667  JTo»    ^2  =  -  1  065  H^,    A^  =  -856  H^,    A^^  -  -737 H^, 

The  above  remarks  concerning  the  great  relative  importance  of  the  first 
normal  system  of  slowest  subsidence  may,  to  a  certain  extent,  be  general- 
ised. Given  any  arbitrary  distribution  to  start  with,  the  system  of  slowest 
subsidence  will  soon  be  left  decaying  alone,  all  its  companions  having  faded 
and  gone,  unless  it  should  happen  that  one  or  more  of  them  be  of  such 
great  initial  strength  that  their  influence  continues  sensible,  masking 
that  of  the  first  system.  Or,  the  initial  distribution  may  not  contain 
the  one  of  slowest  subsidence  at  all,  or  any  number  of  systems  may  be 
absent.  But  in  the  various  practical  cases  that  arise  of  initial  distribu- 
tions set  up  by  a  battery,  the  system  of  slowest  subsidence  has  the 
greatest  amplitude,  and  the  amplitude  of  the  others  decreases  with  their 
rapidity  of  subsidence.  It  is  easy,  however,  by  suitably-arranged 
boundary  conditions,  though  they  may  not  always  be  practicable,  to 
introduce  various  anomalous  peculiarities,  quite  altering  the  character 
of  the  subsidence,  or  reversing  it,  making  the  force  increase. 

In  the  above  case  the  roots  na  are  all  real,  giving  real  Us,    This  is. 
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however,  not  necessary.  The  n's  may  be,  some  or  all,  imaginary,  when, 
of  course,  the  corresponding  normal  systems  and  their  rates  of  sub- 
sidence are  imaginary.  By  pairing  two  connected  imaginary  terms,  the 
unreal  parts  mutually  cancel,  leaving  a  real  dual  system  which  subsides 
with  oscillations  instead  of  in  the  former  manner.  In  all  cases  the  find- 
ing of  the  proper  normal  systems  is  of  primary  importance,  and  in  all 
cases  their  amplitudes,  to  make  up  a  given  distribution,  may  be  found 
by  the  magical  process  of  selection  of  coefficients  by  the  conjugate  pro- 
perty of  the  normal  systems,  either  as  above  exemplified,  or  in  a  similar, 
though  more  general  manner. 

§  29.     Example  2.     Coil-Circuit  Closed.     Coil  of  Negligible  Depth, 

Let  the  core  be  charged  as  before  in  the  first  place,  and  then  be  dis- 
charged by  removing  the  E.M.F.  from  the  coil-circuit,  but  leaving  it 
closed.  There  will  be  a  current  in  the  coil  (the  extra-current)  in  the 
same  direction  as  the  original  current,  and  as  the  induced  current  in  the 
core.  Its  effect,  we  see  at  once,  is  to  retard  the  rapidity  of  discharge, 
and  to  keep  up  the  core's  magnetisation  longer,  if  it  be  magnetisable,  in 
the  ordinary  sense.  The  theory  makes  no  distinction  between  iron  and 
any  other  metal,  except  in  the  value  of  the  coefficient  of  magnetic  per- 
meability. In  the  last  example,  the  boundary  condition  which  settled 
the  values  of  n  and  D  was  H^  =  0,  because  there  was  no  current  outside 
the  core,  the  coil-current  being  stopped.  (We  disregard  dielectric  cur- 
rents, to  be  later  considered,  as  they  are  of  utterly  insignificant  magni- 
tude in  comparison  with  the  conduction  currents  in  coil  or  core.)  Now, 
there  being  a  current  in  the  coil,  the  boundary  magnetic  force  is  not 
zero,  but  stands  in  a  constant  ratio  to  the  coil-current.  The  coil- current, 
again,  is  proportional  to  the  boundary  KM.F.  of  induction,  and  therefore, 
by  Ohm's  law,  to  the  boundary  core-current.  Hence  the  boundary 
magnetic  force  and  the  density  of  the  boundary  core-current  are  con- 
strained to  preserve  their  ratio  constant  during  the  whole  period  of 
the  discharge,  and  the  same  is  true  for  every  normal  system  of  magnetic 
force  with  its  accompanying  current  Determining  the  value  of  the 
constant  by  (15)  and  (20),  taking  a  =  radius  of  core  filling  the  coil,  and 
the  depth  of  coil  small  compared  with  a,  and  putting  £  -  0,  since  there 
is  no  externally  impressed  force,  we  have 

0  =  H-\-sH\    (88) 

where  s  =  Lp/2TrfMiR,  L  being  the  inductance,  B  the  resistance  of  the 
coil-circuit,  p  the  specific  resistance,  and  /x  the  permeability  of  the  core. 
Put  /o('*'*)  ^^^  ^  ^^  (®^)»  *^^  ^®  obtain 

0  = /o(wr)  4- »j-Jo(^^')»     *^  **~^» 

or,  JJina)IJ^{na)  =  sn,    (89) 

by  (73).  In  Fig.  1,  giving  the  curves  oi  J^  and  Jj,  we  must  find  the 
values  of  na  satisfying  (89),  instead  of  the  places  where  Jq'^O,  The 
effect  is  to  shift  the  position  of  all  the  roots  to  the  left,  through  differ- 
ent distances,  say,  as  in  a  calculated  case,  from  B^  to  (7^  B^  to  C^  ^«. 
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The  value  of  n^a  is  reduced  in  a  far  greater  ratio  than  Tija,  etc.,  and 
since  the  time-constants  of  the  normal  systems  vary  inversely  as  {na)\ 
the  effect  is  to  make  the  first  system  of  still  greater  relative  importance 
than  before. 

In  the  case  to  be  illustrated,  I  have  taken  s=l  and  «  =  !,  which 
corresponds  to  not  unpractical  coil-data.  The  determinantal  equation 
(89)  is  then  /o(n)  =  nJ^{n) ;  or,  in  full, 

0  =  1-??^     5n*       7n«    . 


^  j  (90) 


22   '  224«     22426* 

The  first  five  roots  and  their  squares  are 

«i  =  1-256,   W2=   4-079,   n^=   7-155,    n^=    10271,    n^^    13*48, 
w«  =  l-677,   n5»  =  16-637,   n,«  =  51-203,   n«=105-492,   n*=181-71, 

• 

which  may  be  compared  with  (75)  to  see  the  relative  and  absolute 
changes  in  the  values  of  the  time-constants. 

In  the  first  normal  system  the  magnetic  force  falls  only  about  40  per 
cent  from  the  axis  to  the  boundary,  instead  of  to  zero,  whilst  it  subsides 
nearly  four  times  as  slowly.  The  amoimt  of  shifting  of  the  roots  by 
closing  the  coil-circuit  depends  mainly  upon  the  time-constant  of  the 
circuit,  which  varies  with  the  external  resistance.  Starting  with  infinite 
resistance,  the  roots  are  at  J?j,  B^,  etc.,  corresponding  to  t/^(wa)  =  0. 
Reduce  the  resistance ;  they  move  to  the  left,  and  of  course  stop  when 
the  coil  is  short-circuited.  Now,  if  we  could  reduce  the  coil-resistance 
indefinitely  without  altering  the  number  of  wires,  say  by  increasing  the 
specific  conductivity,  the  roots  would  be  given  by  J^(na)  =  0,  viz.,  zero, 
and  the  values  of  na  at  the  other  places  where  the  curve  J^  in  Fig.  1 
crosses  the  axis  of  abscisssB. 

From  this  we  may,  without  calculation,  derive  some  interesting  in- 
formation. The  first  normal  system  -^it7o(Wi^)€^''  becomes,  with  w  =  0, 
and  consequently  i>  =  0,  simply  A^  If  then  the  initial  distribution  Hq 
was  constant^  we  have  Hq  =  A^^  and  A^  =  A^=  ..,=0,  The  core's  in- 
duction does  not  subside  at  all,  being  wholly  represented  by  the  first 
normal  function,  which  has  become  a  constant.  But  should  the  initial 
distribution  vary  in  intensity  from  layer  to  layer,  the  value  of  ^^  will 
be  the  mean  strength  taken  over  the  section  of  the  core,  whilst  the 
departure  from  the  mean  intensity  will  be  represented  by  the  other 
normal  systems  A^Q{n^\  etc.  These,  having  finite  time-constants,  will 
subside,  leaving  the  mean  intensity  of  force,  which  will  remain  steady, 
with  no  current  in  the  core,  but  with  a  current  in  the  coil  of  the  neces- 
sary strength  to  cause  the  magnetic  force,  i.^.,  as  given  by  ir=  ^tNT^ 
N  being  the  number  of  turns  of  wire  per  unit  length  of  core,  and  V  the 
current  in  each  of  them.  (Of  course  we  should  rather  say  that  the 
magnetic  force  causes  the  current,  but  this  is  a  mere  question  of  words. 
The  essential  idea,  whichever  we  like  to  consider  as  causing  the  other, 
is  that  the  magnetic  force  and  the  current  are  inseparably  bound.) 
This  is  an  illustration  of  Maxwell's  theory  of  the  impermeability  of  a 
perfect  conductor  to  magnetic  induction.  Our  core  is  bounded  by  a 
perfectly  conducting  shell,  and  whatever  magnetic  induction  was  in  it 
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cannot  get  out  of  it ;  it  can  merely  settle  down  to  a  steady  state,  in  case 
it  was  previously  non-uniformly  distributed. 

From  this  we  see  that  with  a  core  of  high  magnetic  permeability, 
bounded  by  a  coil  of  high  conductivity  short-circuited,  any  irregularities 
in  the  initial  distribution  of  induction  wiU  quickly  vanish,  leaving  the 
mean  strength  to  subside  at  the  slow  rate  of  the  first  normal  system, 
being  during  subsidence  only  a  trifle  less  strong  at  the  boundary  than 
at  the  axis. 

There  is  another  case  in  which  we  arrive  at  precisely  the  same  normal 
systems  given  by  the  roots  of  JJna)^Of  as  when  the  coil-resistance 
becomes  infinitely  small,  but  with  entirely  different  resulting  pheno- 
mena. For,  by  continuously  increasing  the  specific  resistance  of  the 
core  we  shall  make  the  roots  pass  continuously  from  those  of  /o('^)  ^  ^ 
with  /5  =  0,  to  those  of  Ji{na)  =  0,  with  /> «  oo .  The  last  is  of  course 
practicable,  as  it  merely  means  a  nonconducting  core.  But  the  relation 
between  D  and  n  being 

we  have,  for  all  the  finite  values  of  n,  i)  =  oo ,  ue.,  any  irregularities  in 
the  initial  distribution  disappear  instantaneously,  not  gradually  as  in 
the  last  case.  But  for  the  value  n^  -  0,  with  p  =  oo ,  we  have  Dq  finite. 
In  fact,  the  determinantal  equation,  expressed  in  terms  of  D  instead  of 
n^,  reduces  to 

0^1 +LD/E 

simply,  the  coefQcients  of  the  higher  powers  of  D  vanishing.  Hence 
Dq-  -  R/L,  and  the  solution  is 

as  we  know  it  should  be,  there  being  no  possibility  of  induced  currents 
in  a  nonconducting  core  to  alter  the  character  of  the  subsidence.  The 
higher  normal  systems  have  become  ghosts,  and  gone  to  that  region 
where  exist  all  the  roots  save  one  of  an  equation  of  the  first  degree. 

Returning  to  the  general  subject  of  this  section,  very  little  modifica- 
tion of  the  investigation  in  Example  1  is  needed  to  complete  the  solution. 
For,  by  (89),  Vj/rJ  =  VvJ  =  constant  for  every  normad  system.  Thus 
the  right-hand  member  of  (76)  still  vanishes,  giving  us  the  same  conju- 
gate property  (77)  as  before,  and  the  same  expression  (78)  for  A,  whose 
further  development  is,  however,  different.  Thus,  to  find  its  denomi- 
nator, use  (79),  remembering  that 

dv__  dv  1       dv        \  dv  , 

then 

=  M{'^o(««)}*  +  {JiMn    by  (73), 

=  Ja«(l+s%«){Ji(na)}2.    by  (89),   (91) 

which  we  see  returns  to  (80),  when  £  =  ao,  making  s  — 0.  This  com- 
pletes the  solution  when  the  initial  H^  is  unstated.     Bat  Hfi»  to  he 
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constant ;  hence,  evaluating  the  numerator  of  (78),  we  have  the  same 
expression,  HfflJ^{na)/n,  as  before,  and  we  obtain,  generally, 

^  =  2JTo-5-{naJi(na)(l+52n«)},    (92) 

whichy  in  the  calculated  case,  becomes,  with  5=1,  and  a»  1, 

A^2Ho'T{n(l+n^)J^{na)},    (93) 

which,  taken  in  the  formula 

gives  us  the  complete  solution  at  time  t,  the  current  being  got  by  differ- 
entiation.   The  magnetic  energy  per  unit  length  of  core  at  the  start  is 

ifia'H!  =  T=  2}^r2irrir{^/o(^r)}«  =  J/^«2  n'\l  +sh.Y\     (94) 

by  (89)  and  (91),  no  products  being  required.  At  time  /  the  correspond- 
ing value  of  jT  is  got  by  multiplying  each  term  in  the  summation  by  c*^ 
with  the  proper  value  of  D. 

With  5  =  1,  as  in  the  calculated  case,  the  proportions  of  the  initial 
energy  going  to  the  first  few  normal  systems  we  find  to  be  given  by 

J  = -1230  + -0017  + -00018  + -00003+.... 

Thus,  although  the  second  and  higher  normal  systems  are  very  im- 
portant for  a  short  time  from  the  commencement  of  subsidence,  yet  the 
energy  of  the  first  system  is  no  less  than  i  ||  of  the  total.  The  proportion 
is  not  so  great  when  the  circuit  is  open  (Example  1)  being  then  only  -^^ 
of  the  whole. 

§  30.     Description  of  Fig,  3.     Subsidence  of  Induction  in  Core, 

This  is  to  show  the  manner  of  subsidence  of  the  magnetic  force  at  the 
axis  and  at  the  boundary,  and  of  the  coil-current  in  three  cases. 

Time  is  measured  from  left  to  right,  from  /  ==  0  to  /  =  1  *4  second,  as  it 
happens.  Strength  of  magnetic  force  (or  of  current^  is  measured  up- 
wards. The  time-constant  of  the  coil  is  ^  sec.  ana  its  radius  1  cm. 
That  is, 

5=1,      a=l,      D^-n^      L/R  =  ^, 

As  the  coil  is  of  very  small  depth,  there  must  be  a  great  number  of 
turns  per  cm.,  or  else  a  soft  iron  core,  to  make  the  time-constant  so 
large. 

In  the  first  place,  suppose  that  the  core  is  properly  divided,  to  stop 
the  flow  of  induced  currents,  and  that  we  start  with  a  steady  current  in 
the  coil-circuit,  and,  removing  the  km.f.,  leave  it  to  itself.  The  curve 
W  shows  the  manner  of  its  subsidence.  It  is  the  ordinary  exponential 
curve,  and  is  given  by  Aj  =  c"**,  if  the  value  at  the  start  be  taken  as 
unity.  The  characteristic  property  is  that  if  the  current  fall  from 
strength  1  to  ^  in  the  time  t,  it  falls  from  ^  to  ^  in  the  next  interval  of 
time  T,  from  j^  to  ^  in  the  third,  and  so  on.  The  magnetic  force,  induc- 
tion, and  the  magnetisation,  if  of  soft  iron,  subside  in  the  same  manner 
in  all  parts  of  the  core  on  the  usual  hypothesis  of  no  retentiveness. 
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Now  undo  the  ioBuIation  of  the  core,  so  that  an  induced  corrent  can 
flow  as  the  coil-current  Bubsidee,  other  things  being  the  eame.  The 
subsidence  of  the  coil-current  is  now  shown  by  the  curve  J3,fl,-  Com- 
paring this  with  A,A|,  there  is  aeen  to  be  a  general  resemblance,  with 
two  notable  differences :  First,  and  most  important,  there  is  a  very 
sudden  drop  in  the  strength  of  the  coil-current  at  the  commencement, 
the  curve  being  nearly  vertical.  This  is  the  first  effect  of  allowing  the 
core  current  to  flow,  it  being  of  considerable  density,  but  practically 
confined  to  near  the  boundary.  The  current  is  apparently  transferred 
from  the  coil  to  the  core.  But  later  on,  as  the  core-current  travels  into 
the  core,  the  coil-current  subsides  less  quickly,  and  finally  we  have  the 
second  difference,  a  slower  subsidence  than  when  the  core  was  divided. 

These  two  effects  are  characteristic  of  induction  in  general  between  a 
primary  and  a  secondary,  a  sudden  drop  in  the  streng^  of  the  primary, 
sometimes  of  very  large  amount,  accompanying  the  simultaneous  appear- 
ance of  the  secondary  current  in  the  same  direction,  and  a  later  more 
slow  subsidence  of  what  is  left  of  the  primary  cmrent  than  if  the 
secondary  circuit  were  interrupted. 
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The  same  curve  H^H,  shows  the  manner  of  subsidence  of  the  mag- 
netic force  at  the  boundary  of  the  core,  and  of  the  density  of  the 
induced  current  close  to  the  coil,  for  they  both  keep  pace  with  the  coil- 
current  just  outside. 

Under  the  same  circumstances  the  fall  in  the  strengtti  of  the  magnetic 
force  at  the  axis  of  the  core  is  shown  by  the  curve  ^^g,  whose  principal 
characteristics  are  the  preliminary  retardation  and  the  opposite  curvature 
of  the  first  portion  of  the  curve  from  the  remainder.  Although,  accord- 
ing to  the  formula,  the  axial  force  commences  to  nibeide  instAotuieoualf , 
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yet  for  a  certain  time  the  fall  is  so  excessively  small  as  to  be  quite  in- 
sensible. The  terms  of  the  series  are  alternately  positive  and  negative, 
and,  with  small  values  of  t,  a  very  large  number  of  them  and  careful 
calculation  is  required  to  obtain  evidence  of  any  fall  at  all.  But,  this 
dead  period  got  over,  the  rapidity  of  subsidence  increases  fast.  Ulti- 
mately the  curve  settles  down  to  be  the  curve  of  subsidence  of  the  first 
normal  system. 

Between  H^^  and  H^q  lie  the  curves  of  subsidence  of  magnetic 
force  at  points  between  the  boundary  and  the  axis ;  as  we  pass  outward 
from  the  axis  the  length  of  the  dead  period  decreases,  and  ceases 
entirely  at  the  boundary. 

So  far  with  the  coil-circuit  closed.  Now,  starting  as  before,  with  the 
steady  current  and  magnetic  force,  make  the  resistance  of  the  coil-circuit 
very  great  (the  E.M.F.  to  be  removed).  The  current  in  it  disappears  at 
once,  and  the  subsidence  of  the  magnetic  force  in  the  core  is  greatly 
accelerated,  the  curve  being  shown  by  h^^  for  points  on  the  axis, 
corresponding  to  HqHq  with  circuit  closed. 

K  we  wish  to  see  how  the  current  and  force  rise  to  their  final 
strengths  when  a  steady  E.M  j*.  is  put  in  the  coil-circuit,  initially  free 
from  current  (as  also  the  core),  all  we  have  to  do  is  to  turn  the  diagram 
(Fig.  3)  upside  down,  and  view  its  reflection  in  a  mirror. 

Kegarding  the  dead  interval,  there  is  this  curious  property.  At  the 
time  /  =  0,  the  rate  of  decrease  of  H  at  the  axis  is  obviously  zero.  Not 
only  that,  but  each  of  the  whole  series  of  successive  differential  coeJQ&cients 
of  ^  with  respect  to  Ms  then  zero,  except  the  ooth,  and  that  is  infinitely 
great  This  statement  requires  interpretation,  of  course,  because  the 
number  of  differential  coejQ&cients  is  infinitely  great.  The  interpretation 
may  be  got  by  considering  the  core  to  consist  of  a  finite  though  very  great 
number,  m,  of  concentric  cylinders.  Then  all  the  differential  coefficients 
=  0  except  the  mth,  which  is  very  large.  Increase  m  indefinitely,  and 
we  approximate  as  nearly  as  we  please  to  the  solid  core,  with  the  above 
result. 

§  31.     Telegraph  Cable  Analogiie, 

Let  a  cable  be  constructed  according  to  the  following  simple  specifica- 
tion:— Its  electrostatic  capacity  to  vary  in  simple  proportion  to  the 
distance  from  one  end  0.  Its  conductance*  to  vary  in  simple  proportion 
to  the  distance  from  0.  That  is  all,  except  that  its  self-induction  must 
be  negligible.  Let  r  =  distance  measured  from  0,  then  re  and  r/k  are 
the  capacity  and  conductance  per  unit  length,  c  and  k  being  constants. 
Let  V  be  the  potential  at  distance  r  from  0,  then  the  current  there  will 
be  —  (r/k)(dvidr\  and  the  charge  per  unit  length  will  be  rev,  making  the 
differential  equation  of  the  potential  be 


d  /    r  dv\      __      j.^ld   dv 

r  dr  dr 


d  /    r  dv\ 
This  being  of  the  same  form  as  the  equation  of  H  in  the  core,  all  the 


^  [*' Condnotance '*  is  here  subBtitated  for  **  conductivity."     It  meana  the 
redpiocal  of  the  resistance.] 
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previous  solutions  may  be  translated  into  the  solutions  of  problems 
connected  with  signalling  through  the  cable. 

The  strength  of  force  at  distance  r  from  the  axis  of  the  core  corre- 
sponds to  the  potential  of  the  conductor  at  distance  r  from  the  end  0 ; 
the  strength  of  the  circular  current  in  the  core  to  the  strength  of  current 
in  the  cable  divided  by  the  distance  from  0.  Let  the  other  end  of  the 
cable  be  at  P.     This  corresponds  to  the  boundary  of  the  core. 

The  cable  being  constructed,  submerged,  and  a  station  opened  at  the 
end  F,  let  an  intelligent  operator  make  connection  between  the  cable 
and  earth  through  a  battery.  The  electrostatic  potential  will  be  propa- 
gated through  the  cable  in  the  same  manner  as  the  magnetic  force  is  sent 
into  the  core  when  the  coil-circuit  current  is  similarly  operated  upon. 
There  will  be  no  current  at  the  end  0,  because  the  conductance  is  zero 
there,  so  it  will  be  of  no  use  to  put  a  recorder  there,  though  as  the 
potential  varies,  an  electrometer  might  be  made  use  of.  But,  by  cutting 
a  small  piece  off  the  end,  we  may  let  some  current  pass,  and  then  use  a 
recorder,  without  practically  altering  the  nature  of  the  propagation  of 
the  potential. 

An  artificial  line  approximately  fulfilling  the  conditions  would  perhaps 
serve  as  well,  in  case  it  should  not  be  found  convenient  to  have  the 
cable  constructed.     Or,  it  may  be  left  wholly  to  the  imagination. 

§  32.    Example  3.     Coil  of  Any  Depth. 

When  the  depth  of  the  coil  is  not  small  compared  with  the  radius  of 
the  core,  an  appreciable  fraction,  or  it  may  be  a  large  fraction,  of  the 
magnetic  energy  is  contained  between  the  inner  and  outer  boundary  of 
the  coil,  i.e.,  in  the  wire  itself,  its  covering,  and  the  air-spaces,  and 
requires  to  be  taken  into  consideration,  as  it  modifies  somewhaJb  the 
boundary  condition,  and  the  solution.  Putting  E=-0  in  (19),  and 
H=  47riVT,  we  have 

0  =  EH+(L-L,)H+^H' 

for  the  boundary  condition.     Put  H=  JQ(nr)€'^,  and  it  becomes 

0  =  {iJ  +  (L  -  I^)D)J,{nc)  -  ^Ji{ne). 

Here,  for  generality,  we  let  the  boundary  be  at  r«c,  the  space  from 
r  =  c  to  r  =  a  being  air.     Putting  D  in  terms  of  n,  we  get 

^o(nc)/J^{nc)  =  {L^np/27rfic){E  -  (i  -  I^)n^pliirp.\-\    (95) 

the  determinantal  equation,  whose  roots  give  us  the  admissible  Talues 
of  n,  and  therefore  also  of  D. 

In  finding  the  coefficients  A  in  the  solution  H—^  AJJ^nr)^^  we  must 
remember  that  now  jQ{nr)  from  r = 0  to  r=c,  t.«.,  from  axis  to  boundary 
of  the  core,  is  not  a  complete  normal  system  ;  to  complete  it,  we  have 
JqCwc)  from  r  =  c  to  r-a^  and  JJ[nc){\  - {r-a)!}))  from  r^a  to  r==^a+ht 
if  h  be  the  depth  of  the  coil.  The  tnree  taken  aa  a  single  set  constitute 
a  complete  normal  system  to  which  the  conjugate  property  Z  ^%r/&  m  0 
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applies.     Also  remember  that  the  permeability  is  ft  in  the  core,  and 
unity  without  it. 
Thus, 

...(96) 

is  the  expression  of  the  conjugate  property  in  its  physically  most  mean- 
ingful form,  i.«.,  expressing  directly  that  the  mutual  energy  of  two 
normal  systems  is  nil. 

Otherwise,  use  equation  (76),  putting  Ji{nc)  in  terms  of  JQ{nc)  by  (95). 
We  shall  obtain,  after  reductions, 

^jy„Kr)/oMrrfr+(L- A)^)  "^  =  0,    (97) 

expressing  the  same  truth  as  (96),  but  now  in  terms  of  the  normal 
systems  of  current  in  the  coil  (instead  of  magnetic  force  from  r  =  c  to 
r  =  a  +  6),  and  the  inductances. 

Here  jQ(n^c)/iTrN  and  the  similar  expression  with  Wo  instead  of  n^ 
are  the  proper  coil-currents  corresponding  to  the  normal  core  magnetic 
force  systems  /o(^^)  ^^^  *^o{^f)'  Calling  the  latter  H^  and  iTj,  and  the 
former  T^  and  F^,  we  may  write 

0^^H^H,H^2irrdr+(L-L,)r,r^    (98) 

expressing,  in  the  simplest  form,  that  the  mutual  energy  of  a  pair  of 
normal  systems  is  zero,  a  principle  to  be  considered  in  a  later  section. 
If,  then,  Hq  and  Fq  be  the  complete  initial  core  magnetic  force  and  the 
coil-current,  the  value  of  any  coefficient  A^in  the  proper  expansion  is 

gtewrfr+(L-A)rj; 

The  values  of  the  numerator  in  case  Hq  =  constant,  and  of  the  denom- 
inator in  any  case,  are 


Numr.=/,(«c)g^^^.  ,-^^j,} 
Denr  -f^'u (nc)\^ri  +  {^+{L-^L,)/(4^N)^shin 


....(100) 


It  is  useful  to  use  F^  and  the  inductances,  for  these  reasons.  First, 
not  only  may  Hq  be  arbitrary  (a  function  of  r),  but  F^  may  have  any 
value  we  please,  quite  independent  of  Hq.  Thus  we  might  have  it  given 
that  Hq  =  0;  then  we  use  only  the  second  part  of  the  numerator.  Fq 
having  any  stated  value  implies  a  certain  distribution  of  force  outside 
the  core,  constant  between  the  core  and  the  coil,  and  varying  in  the 
depth  of  the  coil  in  the  manner  stated  in  the  earlier  part  of  this  section. 
If  there  be  no  force  in  the  core  at  the  same  time,  there  is  a  discontinuity 
at  its  boundary,  implying  a  surface-cuiTent  in  the  proper  direction,  and 

H.B.P. — VOL.  1.  2  c 
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of  strength  sufficient  to  cancel  the  magnetic  force  in  the  core  due  to  the 
coil-current  This  boundary-current  is  of  course  purely  imaginary, 
having  infinite  volume-density.  But  the  moment  the  subsidence  com- 
mences the  discontinuity  is  rounded  off,  the  surface-current  spreading 
into  the  core,  becoming  the  real  induced  current  accompanying  the 
passage  of  magnetic  force  into  the  core  from  outside,  where  it  previously 
existed. 

Next,  whilst  in  Example  2  (circuit  closed,  coil  of  small  depth)  we 
supposed  there  to  be  no  self-induction  in  the  external  circuit,  we  may 
now  remove  this  restriction,  as  well  as  that  relating  to  the  depth  of  the 
coiL  There  may  be  any  amount  of  self-induction  in  the  external  part 
of  the  circuit,  provided  it  be  unaccompanied  by  induced  currents  in 
metal  in  the  neighbourhood ;  e.g.^  there  may  be  other  coils  in  the  circuit, 
either  without  cores,  or  with  cores  divided  to  stop  induced  currents. 
This  self-induction  must  be  included  in  the  value  of  L  above,  no  other 
alteration  bein^  required,  except  in  equation  (96),  which  does  not  allow 
for  the  external  induction. 

§  33.     Two  CoUSf  with  Cores,  in  Sequence, 

From  the  already-obtained  solutions  in  the  cases  of  open  and  closed 
coil-circuit,  we  may  deduce  the  solutions  in  many  other  cases  of 
interest.  Thus  any  number  of  similar  coils  with  similar  cores,  having 
their  cores  charged  in  any  manner  to  begin  with,  may  be  joined  in 
sequence,  and  the  resulting  phenomena  completely  determined  in  terms 
of  two  solutions  only.  We  start  with  a  pair  of  similar  coils.  Let 
H^  and  H2  be  the  strengths  of  magnetic  force  in  the  first  and  second 
core  at  distances  r^  and  r^  from  their  axes.  When  the  coils  are  con- 
nected in  circuit,  the  current  must  be  the  same  in  both ;  hence 

H^^ff^^iirNT    (101) 

is  the  continuity  condition,  the  boundary  values  of  JT^  and  J7,  being 
used,  whilst  F  is  the  common  coil-current. 

Let  L  and  B  be  the  inductance  and  resistance  of  the  circuit,  both 
complete.  The  circuit  may  contain,  besides  the  two  coils  mentioned, 
any  number  of  other  coils,  either  without  cores,  or  with  cores  in  which 
no  current  is  permitted.  The  self-induction  arising  from  their  presence 
is  included  in  Z,  so  they  may  be  dismissed  altogether  from  considera- 
tion, and  when  we  speak  of  the  coils,  we  refer  only  to  those  with  cores 
in  which  induced  currents  can  flow.  Let  M  be  that  part  of  L  due  to  a 
single  core — viz.,  M={2vrNcflfx  (equation  (6),  putting  M  for  Lj  for 
subsequent  convenience).     Then  L  -  2M  is  the  inductance  not  counting 

the  cores,  and  —{L-2M)t  the  induced  E.M.F.  to  correspond.  Also, 
the  induced  K.M.F.  arising  from  the  core-induction  is  given  by  the  third 
term  with  sign  changed  of  either  of  equations  (19),  and  is,  owing  to 
the  coils  and  cores  being  alike,  of  the  same  form  for  both  cores ;  so  we 
get,  when  there  is  no  impressed  force  in  the  circuit, 

0  =  iJfli  +  (L  -  2M)H^  +  ^{S{  ■#.  irj), 

Zvnc 
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for  the  equation  of  E.M.F.  in  the  coil-circuit.    Or,  putting  5  =  Mpl27rficRy 

O^H,  +  tl^H,  +  s{H{  +  E',\    (102) 

A  normal  system  is  of  the  form 

D  being  the  same  in  both  to  make  h^  and  A,  subside  at  the  same  rate, 
whilst  n  is  the  same  in  both  because  the  coils  are  alike.  By  (101),  we 
therefore  have  (at  the  boundaries,  r^^r^^c\ 

AJ^{nc)^BJQ{nc\   (103) 

which  gives  A  =By  provided  JQ(nc)  does  not  vanish.  Putting  the 
expressions  for  A^  and  A2  in  (102)  we  get 

A{jo(nc)fl  +^LI^£i\^snJ^{nc)\  ^snBJ^{nc) ;   (104) 

and,  eliminating  A  and  B  from  (103)  and  (104)  by  cross-multiplication, 
we  arrive  at  the  determinantal  equation 

/o(wc)|(l  +^^^2>yoM - 2«n/i(nc)Uo,    (106) 

from  which  we  see  that  there  are  two  series  of  roots,  viz.,  those  of 
J^{nc)=^0  and  those  of  {...}  =  0,  These,  for  distinction,  we  shall  call 
the  first  and  the  second  set  of  roots.  The  first  set  is  the  same  as  we 
have  when  the  coil-circuit  is  interrupted,  and  the  magnetic  energy  of 
the  core  is  converted  into  heat  in  the  core  itself.  The  second  set  is  the 
same  as  we  have  with  a  single  coil  and  core,  when  the  coil-circuit  is 
closed.  (Examples  1  and  3.)  With  the  second  set  of  roots  we  have 
A=^B,  Ba  shown  above ;  with  the  first  set,  by  using  (104),  since  (103) 
fails,  A=  "B,  In  this  last  case  there  is  no  coil-current  accompanying 
the  subsidence  of  the  normal  system  of  magnetic  force.    Thus, 

H,^^,AJ,{nr,)^-^,BJ,(nr^)erJ ^      ^ 

where  the  1  and  2  following  the  S's  indicate  that  the  first  or  the 
second  set  of  roots  is  employed. 

Hence,  by  addition  and  subtraction,  using  the  same  value  of  r  in 
both  cases, 

l{H,  +  H,)^2,AJ,{nr)^,    (107) 

\(H,-H^)^^BUnTy'- (108) 

The  expressions  for  A  and  B  have  been  already  given,  in  terms  of  the 
initial  distributions,  so  we  need  not  repeat  them.  Thus  (81)  gives  B^ 
when  for  Hq  there  we  write  the  initial  value  of  ^{ffi-ff^)^  and  this  is 
a  function  of  r;  and  (99)  gives  A,  with  corresponding  alterations  to 
suit  the  initial  value  of  l(Ei  +  H2).  Thus  the  theoretical  solution  is 
complete. 

We  may  now  consider  the  physical  significance  of  the  above,  and 
how  to  practically  apply  it.  In  the  first  place,  suppose  the  cores  are 
charged  to  the  same  strength,  and  are  then  joined  up  so  that  they  add 
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their  inductive  £.M.F.'8  in  the  coil-circuit,  the  impressed  forces  being 
removed.  Or,  more  simply,  put  them  in  series  with  a  battery,  and 
then  remove  the  latter  without  breaking  the  circuit  From  symmetry 
it  is  evident  that  the  magnetic  force  subsides  in  the  same  manner  in 
both  cores,  contributing  equally  to  the  circuit  E.M.F.,  and  that  there  is 
a  current  in  the  circuit.  But  as  with  the  first  set  of  roots  there  can 
be  no  coil-current,  it  follows  that  the  second  set  of  roots,  with  the 
corresponding  normal  systems,  must  be  alone  in  operation. 

Next,  starting  with  cores  charged  to  equal  strengths,  let  the  coils  be 
joined  so  as  to  produce  opposed  rm.f.'s  in  the  coil-circuit  These 
e.m.f/8  being  equal,  there  can  be  no  coil-current  The  boundary 
magnetic  forces  are  zero,  and  the  normal  systems  are  those  of  the 
first  set  of  roots  only,  the  magnetic  force  in  both  cores  subsiding  in 
the  same  manner  as  if  the  circuit  were  interrupted. 

Thirdly,  let  there  be  initially  different  strengths  of  magnetic  force  in 
the  two  cores.     Decompose  them  thus  : — 

H,  =  i{H,  +  H,)-)s{H,-H,).j ^ 

The  portion  ^(i/j-f-i/g)  being  the  same  in  both  cores,  has  the  second 
set  of  normal  systems  only,  thus  giving  us  the  solution  (107) ;  whilst 
the  portion  h{H^-H.^)  being  opposite  in  the  two  cores  (as  regards  the 
direction  of  induced  k.m.f.  in  the  circuit)  produces  no  current  in  the 
circuit,  and  has  therefore  the  first  set  of  normal  systems,  thus  giving 
rise  to  the  solution  (108).  Combining  the  thus  obtained  (107)  and 
(108)  we  obtain  the  solution  for  each  core  by  itself,  expressed  in 
equations  (106). 

We  have,  in  this  deduction  of  (106),  supposed  H^  and  H^  initially 
constant,  but  the  reasoning  plainl}'  holds  good  when  H^  and  H^  are 
functions  of  r^  and  r^,  and  are  decomposed  as  in  (109)  into  like  and 
unlike  auxiliary  systems. 

Now  we  have,  in  Fig.  3,  given  the  curve  of  subsidence  of  magnetic 
force,  initially  steady,  at  the  axis  of  a  core,  corresponding  to  the  first  set 
of  roots  of  (105),  and  also  the  curves  of  subsidence  at  the  axis  and  at 
the  boundary  for  a  particular  case  of  the  second  set,  viz. :  coil  of  small 
depth,  and  a  certain  value  of  its  time-constant  Therefore  from  curves 
hJiQ  and  H^Hq  (Fig.  3)  (the  last  being  with  25  =  1  in  (105),  and  a  =  c), 
or  a  similar  curve  instead  of  H^Hq  when  2s  is  not  =  1,  we  can  draw  the 
curves  to  suit  the  present  problem. 

If,  at  starting,  the  cores  are  equally  charged,  and  the  coils  are  joined 
so  as  to  add  the  e.m.f.'s,  the  subsidence  of  magnetic  force  takes  place 
similarly  in  both  cores,  being  represented  by  H^H^  at  their  boundaries, 
(which  also  shows  the  subsidence  of  the  coil-current),  and  by  H^^  at 
their  axes. 

But  if  they  are  connected  so  that  the  e.m.f.'s  are  opposed  in  the 
circuit,  there  is  no  coil-current,  and  the  subsidence  in  the  cores  is 
accelerated,  being,  at  their  axes,  represented  by  h^h^. 

Next,  let  one  core  only  be  charged,  to  begin  with,  and  its  coil  be 
tht'n  connected  with  the  second  coil  with  uncharged  core,  the  batter}' 
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being  removed.  The  subsidence  (axial)  in  the  first  core  is  got  by 
taking  the  mean  of  H^^  and  hji^  in  Fig.  3 ;  i.^.,  construct  the  curve 
whose  ordinate  for  any  value  of  the  time  is  one  half  the  sum  of  the 
ordinates  of  H^Hq  and  hji^  at  the  same  time.  And  the  curve  of  mag- 
netic force  at  the  axis  of  the  second  core  is  got  by  constructing  the 
curve  whose  ordinate  is  one  half  the  difierence  in  the  ordinates  of 
Hffl^  and  hji^.  The  resulting  curve,  starting  from  zero,  shows  initial 
retardation,  rises  rapidly  to  a  maximum,  and  falls  thereafter  slowly  to 
zero  again,  as  a  portion  of  the  energy  originally  in  the  first  core  is 
transmitted  into  the  second,  there  to  be  dissipated. 

If  both  cores  are  charged  to  start  with,  but  to  different  strengths,  we 
must  construct  our  curves  by  taking  the  ordinates  of  H^Hq  and  h^^  in 
the  proper  proportions  shown  by  the  decomposition  in  (109),  adding 
them  for  one  core,  subtracting  for  the  other,  to  obtain  the  ordinates  of 
the  required  curves. 

The  boundary-force  and  the  coil-current  curves  may  be  got  from  the 
curve  HJI^  alone  by  merely  altering  its  scale  vertically,  there  being  no 
coil-current  to  correspond  to  ^qAq.  That  is,  directly  the  coils  are 
connected,  the  current  alters  its  strength  to  suit  the  mean  initial  force 
h{Hi  +  HX  For  example,  if  the  second  core  is  uncharged  the  current 
drops  suddenly  to  half-strength. 

§  34.     Three  Simihr  CoUs  and  Cores  in  Sequence. 

With  the  same  notation,  the  equation  of  E.M.F.  in  the  circuit  is,  by 
an  obvious  extension  of  (102), 

Q^H^  +  ^-^^H  +  s{H[-\-Hi  +  H%    (110) 

and  if  ^/oC^rJe^,     BJo{nr^)€'^,     CJoinr^)^'^ 

be  a  normal  system,  continuity  of  current  in  the  circuit  requires  that 

AJQ(nc)  =  BJ^inc)  =  CJ^^nc) ; 

giving  A=B  =  Cf  when  Joinc)  does  not  vanish.  Corresponding  to  (105) 
we  have  the  determinantal  equation 

{Jo(r^c)}^[{}  +^^^yo(^)  -  35nJi(nc)|  =  0 ;  ....(111) 

with  two  sets  of  roots,  as  in  the  last  case,  the  first  set  corresponding  to 
circuit  broken,  the  second  set  to  a  single  coil  with  circuit  closed. 

Regarding  the  ratios  A/B/C  when  the  roots  are  those  of  the  first  set, 
we  may  be  guided  by  physical  considerations.  Decompose  the  initial 
magnetic  forces  iTj,  fio,  H^  into 

H^  =         ditto  +  \{H^  -  H,)  +  \(H^  -  7/3), 

H^  =         ditto  +  \{H^  -  H^)  +  i(^3  -  H^y 

The  portion  ^2)  U  common  to  all  three  obviously  requires  the  use  of 

the  second  set  of  roots.     The  other  six  terms  cancel  one  another  as 

regards  S.M.F.  in  the  coil-circuit.     Thus,  \{H^  -  H^  in  first  core  and 
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iiSo  -  Sj)  in  the  second  cancel,  and  similarly  for  the  other  two  pairs. 
They  therefore  require  us  to  use  the  first  set  of  roots  only.  We  may 
write  the  decomposition  thus, 

H,  =  ^^H^(H,-i^H),  ^ (112) 

^3  =  J2^+(JT3-i2JT)J 

Consequently  the  solution  for  the  three  cores  is  to  be  found  in  a 
similar  manner  to  before.  Starting  with  any  arbitrary  distributions, 
substitute  for  them,  first  a  distribution  ^2  ff  in  every  core,  and  let  them 
subside  according  to  the  second  set  of  roots,  adding  their  effects  in  the 
coil-circuit.  And  let  simultaneously  the  complementary  distributions 
H^-^^Hf  etc.,  subside,  each  in  its  own  core  independently,  according 
to  tlie  first  system.  The  resultants  will  give  the  actual  state  of  things. 
The  curves  of  axial  subsidence,  when  the  initial  distributions  are  con- 
stant, may  be  found  from  curve  h^Q  (Fig.  3),  and  either  HqHq  or  a 
similar  one,  by  constructing  three  new  curves  whose  ordinates  are  made 
up  of  those  of  HqHq  and  h^Q  taken  in  the  proper  proportions  expressed 
in  (112). 

§  35.    Any  Number  of  Coils  in  Sequence. 

The  extension  to  any  number  m  of  equal  coils,  with  equal  cores,  in 
sequence,  is  plain.     The  determinantal  equation  is 

{Joinc)}^-'f(l  +  kz^D\j^{nc)  -  msnJ^{nc)\  =  0,    .. ..(113) 

with  the  two  sets  of  roots  as  before,  the  repetition  of  the  roots  of 
/^(nc)  =  0  only  affecting  the  ratios  of  the  constants  A^  B,  (7,  etc.,  in  a 
normal  system.    The  decomposition  is 

m  \         m       / 


(114) 


^    m  \         m       ) 

The  mean  distribution  7W~^2  H  is  what  makes  the  coil-current.  This 
distribution  must  be  imagined  to  exist  in  all  the  cores,  each  with  its 
proper  complementary  distribution ;  the  mean  distribution  to  subside 
one  way,  using  the  second  set  of  roots,  the  complementary  to  subside  as 
if  the  coil-circuit  were  interrupted.  It  is  unnecessary  to  write  out  the 
developments,  such  being  merely  repetitions  of  the  solutions  in  Examples 
1  and  2  or  3.  But  the  general  case  of  any  number  of  dissimilar  coils 
and  cores  joined  in  sequence,  of  which  the  above  is  a  special  case,  does 
not  admit  of  the  reduction  to  two  simple  solutions,  so  its  theory  will 
form  the  subject  of  a  later  section. 

S  36.     Eqxwl  CoUSf  with  Cores,  in  PardleL 

Two  coils  in  parallel  being  the  same  as  two  in  sequence,  nothing  more 
need  be  said  about  it.     We  may  consider  the  theory  of  three  coils  in 
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parallel,  and  its  natural  extension  to  any  number.  Let  P  and  Q  be  tbe 
common  terminals  of  the  three  branch  conductors  containing  the  coils ; 
every^  branch  to  have  the  same  resistance  and  self-induction,  and  to 
contain  a  coil  with  a  core,  the  three  coils  being  alike,  and  also  the  three 
cores.  Let  Fj,  T^  T^  be  the  three  currents,  reckoned  from  F  to  0,  and 
y  the  fall  of  potential  from  F  to  Q,  This  being  the  same  for  the  three 
branches,  we  have  the  equation  of  E.M.F. 

V^RT^-\-{L'-M)r^-\-ST{    (115) 

in  the  first  branch,  and  two  similar  equations  with  T^  and  Fj  written  for 
Fj.  Here  5=ilfp/22r/ic,  and  L  and  M  are  the  inductance  of  a  branch, 
and  that  part  of  it  due  to  the  core.  We  have  also  the  equation  of 
continuity 

ri  +  r,+r3=0;  (ii6) 

the  sum  of  the  currents  meeting  at  F  or  at  Q  being  zero. 
A  normal  system  of  magnetic  force  in  the  cores  being 

^/o(«^i)€"i  ^^oinr^)^,  ^/oKs)^. 

with  the  currents  in  the  coils 

AyT^{nc)^li'!rNy    A^^{nc)^liirN,    J^^(nc)€^/iirN 

to  correspond,  substitution  of  the  latter  for  Fj,  Fj,  Fj  in  (115)  and  (116) 
gives,  by  eliminating  F  and  the  A%  the  determinantal  equation 

Jo(nc)[{Ii  +  {L-M)D}jQ{nc)-mJ^{nc)f=^0,    (117) 

or  say  a;y^  =  0 ;  giving  the  two  sets  of  roots  belonging  to  a;  =  0,  and  y = 0. 
The  equation  z  =  0  means  that  there  is  no  current  in  any  of  the  coils, 
and  y^O  that  the  terminals F and  Q  are  at  the  same  potential,  as  if  the 
three  branches  were  put  on  short-circuit. 

There  being  two  manners  of  subsidence  of  initially  given  distributions 
of  magnetic  force,  which  we  shall  refer  to  here  and  later  as  the  first 
manner  (no  coil-current,  or  circuit  broken),  and  the  second  manner 
(branch  containing  a  coil  on  short-circuit),  it  only  remains  to  properly 
efiect  the  division  of  the  given  distributions  into  two  distributions,  such 
that  one  will  give  no  current  in  the  coils,  and  the  other  will  give  cur- 
rents subject  to  the  condition  of  continuity  (116).  Now,  if  we  start 
with  a  distribution  H^  in  the  first  core,  and  none  in  the  others,  and 
substitute  the  distributions  ^H^,  ^H^,  ^H^  in  the  first,  second,  and  third 
cores,  these  will  subside  in  the  first  manner,  owing  to  the  balanced 
KM.F.'s ;  whilst  the  distributions  ^H^^  -  JiT,,  -  JiTj,  which,  with  the 
former,  make  up  the  given  real  distributions  ^j,  0,  0,  will  give  currents 
complying  with  (116) ;  t.e.,  a  current  in  the  first  branch  from  P  to  Q 
dividing  equally  between  the  second  and  third  branches,  in  which  it  is 
directed  from  Q  to  P.  This  is  the  proper  division  so  far  as  S^b  con- 
cerned, and  those  for  iTj  and  ^g  may  be  similarly  constructed.  Putting 
all  together,  we  find  the  proper  division  when  jET^,  H^,  i^s,  are  all  finite,  is 

ir,  =  i2^-i-(ir2-i2^), (118) 

the  conunon  mean  distribution  ^2  H  in  each  core  to  subside  in  the  first 
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manner,  and  the  remainders  in  the  second  manner,  furnishing  the  coil- 
currents. 

Contrast  with  the  case  of  three  coils  in  sequence,  the  division  being 
represented  in  equations  (112).  These  are  the  same  as  (118),  but 
whereas  in  the  latter  case  the  mean  distribution  furnishes  no  coil- 
current,  in  the  former  it  is  the  mean  distribution  that  supplies  the 
coil-current 

The  extension  to  any  number  m  of  equal  coils  in  parallel  may  be 
shortly  stated.     The  determinantal  equation  is 

icjr-'  =  0,    (119) 

which  may  be  compared  with  (113),  the  corresponding  equation  when 
the  coils  are  in  sequence,  which,  written  similarly  to  (119),  is  yar"**  =  0. 
The  proper  division  of  the  initially  given  distributions  of  magnetic 
force  in  the  cores  is  given  by  equations  (IH),  only  noting  that  the  mean 
distribution  m'^'ZH  must  now  subside  in  the  first  manner,  instead  of, 
as  in  the  case  to  which  (114)  relates,  in  the  second  manner,  with  the 
corresponding  change  as  regards  the  complementary  distributions. 

§  37.     m^  Coils  in  Sequence  with  m^  CoUs  in  Parallel, 

It  may  be  inferred  from  the  preceding,  that  if  we  join  up  equal  coils 
in  any  manner  to  form  a  linear  system  of  conductors,  the  determinantal 
equation  of  the  system  will  be  merely  af y*  =  0,  a  and  b  being  integers. 
This  will  be  evident  from  the  section  to  follow  on  unequal  coils,  so  at 
present  we  take  it  for  granted,  to  avoid  unnecessary  repetition.  The 
general  case  of  a  linear  system,  with  equal  coils,  will  be  considerably 
lightened  by  first  taking  a  simple  case  combining  coils  in  sequence  and 
coils  in  parallel,  say  two  coils  in  sequence  with  three  in  parallel,  as  in 
the  figure. 

The  numerals  showing  the  position  of  the  coils,  and  the  lines  their 
connections,  given  at  a  certain  moment  there  to  be  distributions  of 
magnetic  force  iTp  H2,  etc.,  in  the  five  cores,  and  that  there  are  no 
external  impressed  forces,  the  manner  of  subsidence  is  required,  knowine 
that  it  is  the  resultant  of  the  two  manners  corresponding  to  x  =  0  and 
y  =  0. 

Let  there  be,  in  the  first  place,  a  distribution  of  magnetic  force  J?^  in 
the  first  core  only,  the  rest  being  uncharged.    Whatever  current  is  set 


up  in  the  1st  coil,  we  must,  by  continuity,  have  the  same  current  in  the 
2nd,  and  by  continuity  and  symmetry  one-third  of  this  current  in  the 
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3rd,  4th,  and  5th  coils,  all  similarly  directed,  say  from  left  to  right. 
The  proportions  are  1,  1,  ^,  ^,  ^,  and  these  must  be  the  relative  magni- 
tudes of  the  magnetic  forces  at  the  boundaries  of  the  five  cores,  after 
the  subsidence  has  commenced.  Also,  at  the  first  moment,  we  have  to 
cancel  the  magnetic  force  in  the  2nd,  3rd,  4th,  and  5th  cores.  Thus 
we  must  have  another  set,  z^  - 1,  -J,  -^,  -\,  where  z^  for  the  1st 
coil,  is  yet  unsettled.  To  find  it,  by  the  principle  that  this  set  must 
set  up  no  current  in  the  coils,  the  common  -^  ^^  in  the  3rd,  4th,  and  5th 
branches  must  be  balanced  by  +7  in  the  branch  formed  by  the  1st  and 
2nd  taken  together.  This  gives  z-^,  and  1+;?  =  J,  the  complete 
boundary-force  in  the  first  core  on  the  same  scale.  So,  multiplying  by 
^jff,  throughout,  we  find 

h^^^H,,    h,=  -^H,,    h,^h,^h,^-\H,,    .(120) 

as  the  five  distributions  which  subside  in  the  first  manner,  without 
current  in  coils.  A  similar  set  of  distributions  corresponds  to  H^^  since 
the  second  coil  is  in  sequence  with  the  first,  giving 

h^^-^H^    h^^^H^     h^^h.^h,^ -\H^    (121) 

to  subside  in  the  first  manner. 

With  iTj  the  distributions  are  difierent.     The  current  of  strength  1 
in  the  third  coil,  due  to  E.M.F.  in  itself  only,  divides  thus, 

111-2  2 

T*        T»        ■*•»  T>        ""  T> 

in  the  ^y^  coils,  and  these  are  the  proportions  of  the  boundary  magnetic 
forces.  To  cancel  them  at  the  first  moment  in  all  cores  except  the  3rd, 
we  require  the  supplementary  set 

—  1       —  1      y      3      2  . 

where  z  must  evidently  be  f .     This  gives  us,  multiplying  by  I//3, 

K  =  K=-\H^        h,  =  K  =  h,^\H^ (122) 

to  subside  in  the  first  manner.  The  corresponding  distributions  for  H^ 
and  H^  are  got  by  writing  first  H^  and  then  H^  for  H^  in  (122).  Putting 
together  (120),  (121),  (122),  and  the  two  equations  similar  to  the  last, 
we  find  A^,  h^  ...,  the  complete  distributions,  to  subside  in  the  first 
manner,  to  be 

\=  -^H,  +  iH,  -4( ),[ (123) 

K=K='h=  -mi+  ^!.)  +  l( )■' 

The  complementary  distributions  H^  -  Aj,  H^  -  k^*  etc.,  are  to  subside  in 
the  second  manner,  as  if  the  coils  were  short-circuited. 

In  all  the  preceding  relating  to  coils  in  sequence  and  in  parallel,  we 
have,  for  facility  of  description,  referred  to  the  H's  as  the  initial  distri- 
butions in  the  cares.  But  should  the  coils  be  not  of  very  small  depth, 
we  must,  along  with  the  core-distribution  JJ,  consider  the  coil-distri- 
bution of  magnetic  force  ;  and,  again,  if  there  be  external  self-induction 
associated  with  the  coil,  there  is  a  certain  unknown  distribution,  though 
known  amount,  of  magnetic  induction,  depending  on  the  strength  of  the 
coil-current.  These  supplements  to  the  H'b  have  to  be  treated  in  the 
same  manner  as  the  H%  and  may  be  imagined  to  be  included  in  them. 
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§  88.    Any  Combination  of  Eqml  CoUs,  with  Cares. 

It  may  have  been  observed  by  tbe  attentive  reader  (I  hope  I  have  at 
least  one),  especially  in  a  study  of  tbe  contents  of  the  last  section  relat- 
ing to  five  coils,  that  there  is  a  general  principle  underlying  the  method 
of  finding  the  two  sets  of  distributions,  a  knowledge  of  which  is  essential 
in  finding  how  the  subsidence  takes  place.  The  principle,  like  most 
principles,  shows  itself  more  prominently  by  putting  on  one  side  all  the 
insignificant  details  of  special  solutions  (although  the  study  of  special 
solutions  is,  if  not  indispensable,  at  least  very  desirable),  and  viewing 
the  matter  more  generally.  First,  to  define  what  is  meant  by  "  any 
combination  ..."  in  the  title  of  this  section.  It  is  any  combination  as 
hereinafter  set  forth  and  described.  The  unit,  which  is  the  element  of 
the  combination,  is  a  coil  with  a  core,  joined  in  sequence  with  an  exter- 
nal conductor.  Any  number  of  such  units,  all  alike  as  regards  main 
coils,  cores,  and  external  conductors,  may  be  connected  in  sequence  to 
form  a  branch ;  and,  finally,  any  number  of  branches,  containing  difier- 
ent  numbers  of  units,  may  be  joined  together  to  form  a  network,  a 
linear  system  of  conductors,  so  far  as  the  wire  of  the  coils  and  external 
conductors  is  concerned. 

Given  at  any  moment  the  state  of  magnetic  force  (subject  to  the 
previous  restrictions  as  to  direction  and  symmetry)  in  all  the  cores,  with, 
if  necessary,  the  strength  of  current  in  each  coil  at  the  same  time,  what 
happens  when  the  system  is  left  to  itself  without  impressed  km.f.,  that 
is,  left  under  the  influence  of  the  e.m.f.*s  of  induction  only  1  We  may, 
for  instance,  imagine  the  separate  units,  previously  separately  charged,  to 
be  instantaneously  connected  together  to  form  the  aforesaid  combination. 

The  complete  solution  may  be  expressed  in  terms  of  the  already- 
obtained  two  solutions.  The  one  is  that  which  expresses  what  happens 
when  a  unit,  as  above  specified,  previously  charged,  is  left  to  itself  with 
the  coil-circuit  interrupted ;  the  other  expresses  what  happens  under 
the  same  circumstances  except  that  the  coil-circuit  is  closed.  In  the 
first  case  we  have  induced  currents  in  the  core  only  ;  in  the  second  case 
in  the  coil  also,  and  with  a  difierent  and  slower  manner  of  subsidence 
of  the  core's  magnetisation,  if  there  be  any,  or  in  general,  of  the  mag- 
netic induction.  The  determinantal  equation  of  tne  combination  is  of 
the  form  af y*  -  0,  and  we  have  x-0  for  the  first  manner  and  y  =  0  for 
the  second  manner  of  subsidence.  We  only  require  to  decompose  the 
initially  given  states  into  two  sets,  such  that  in  one  of  them  we  shall 
have  a;  =  0,  and  subsidence  as  if  all  the  wires  were  disconnected,  and  in 
the  other  y  =  0,  or  subsidence  as  if  every  unit  formed  an  independent 
closed  circuit. 

This  may  be  done  generally,  as  done  in  the  last  section  with  a  simple 
combination,  by  making  use  of  the  following  property  connecting  steady 
impressed  forces  and  currents  in  a  linear  system  of  conductors.  Let  the 
resistances  of  the  difierent  branches  be  i^,  B^^  ...,  the  impressed  forces 
acting  in  them  E^,  E2*  •••»  *°^  ^^^  *'^®  currents  be  Ci,  Cj These  cur- 
rents are  what  result  from  the  simultaneous  action  of  all  the  impressed 
forces.    They  may  be  found  by  the  application  of  Ohm's  law  to  eveiy 


k. 
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conductor ;  either  symmetricaUy,  or,  when  the  system  is  not  very  com- 
plex, by  the  easier  ways  that  present  themselves. 

Now  remove  the  impressed  forces  E^y  E^  ...,  and  substitute  others 
^if  Pv  •••}  of  such  strengths  that 

Jj = El  —  -Sj^i}        E^  =  E^  —  E^C^i    etc. 

There  will  now  be  no  current  in  any  of  the  conductors. 

This  may  be  very  easily  seen.  For,  if  in  the  original  distribution  of 
current,  the  rises  of  potential  in  the  directions  of  the  currents  C^,  etc, 
in  the  conductors  of  resistances  B^,  etc.,  be  AP^,  AP«,  etc.,  the  complete 
E.M.F.'s  in  the  branches  are  E^  -  A/'j,  E^  -  AP^,  etc.    Hence,  by  Ohm's  law, 

i^i-APj^iJiCi,        E^-^P^^R^C^    etc. 

Thus,  our  defined  second  set  of  impressed  forces  to  take  the  place  of  E-^, 
etc,  are  given  by 

Pi  =  APi,        P,  =  AP2,     etc. 

and  consequently,  by  the  elementary  potential  property,  there  is  no 
resultant  impressed  force  in  any  of  the  closed  circuits  that  can  be  made 
up  in  the  linear  system,  and  therefore  no  current  in  any  of  the  branches. 
(In  tri-dimensional  steady  flow,  p  being  the  specific  resistance,  E  the 
impressed  force  per  unit  length,  y  the  current-density,  and  P  the 
potential,  we  have 

in  the  first  distribution ;  and  the  second  distribution  of  impressed  force 
is  P  =  VP,  producing  no  current.) 

We  have  now  only  to  apply  this  property  to  our  combination.  Let 
an  impressed  force  of  unit  strength  act  steadily  in  one  of  the  coils,  say 
the  first,  and  find  the  distribution  of  current  set  up.  Let  it  be  ejr^  e^jr^ 
tfg/r,  etc.,  where  r  is  the  common  resistance  of  every  unit  in  the  com- 
bination. Thus  e^,  ^2,  ^3,  ...  are  a  set  of  proper  fractions,  and  the  set  of 
impressed  forces  of  strengths  1  -  «i,  -  e^,  -  eg,  etc,  in  the  first,  second, 
etc,  coils  would,  by  the  preceding,  set  up  no  current  in  the  coils.  Let  H-^ 
be  the  initial  magnetic  force  in  the  first  core,  a  function  of  the  distance 
from  the  axis,  and  let  the  other  cores  be  uncharged.  The  distributions 
^ifii,  eJSyt  ^B^v  ®^'>  ^^  ^^®y  existed  alone  would  subside  in  the  second 
manner,  as  if  every  unit  in  the  combination  formed  a  separate  closed 
circuit  The  supplementary  distributions  {l-e^)H^,  -^2^1,  -^3^i» 
etc.,  if  they  existed  alone,  would  subside  in  the  first  manner,  without 
current  in  the  coils.  Superimpose  these  two  distributions,  and  we  have 
the  actual  initial  distribution,  and  at  any  subsequent  moment  the  state 
of  the  system  will  be  the  resultant  of  what  these  distributions  would 
have  then  become.  Similarly  we  may  treat  the  initial  magnetic  forces 
in  the  other  cores.  If  the  second  coil  be  in  sequence  with  the  first  the 
same  set  of  ratios  e^,  e^^  e^,  . . . ,  is  to  be  used.  But  in  passing  to  another 
branch  in  the  combination,  we  must,  in  general,  find  another  set  of 
ratios.  Having  gone  over  the  whole  combination  in  this  way,  it  is  a 
question  of  simple  addition  or  subtraction  to  obtain  the  final  resultant 
solutions. 


412  ELECTRICAL  PAPERS. 

§  39.     Dissimilar  Coils.      Characteristic  Function  of  a  Linear  System  of 
Conductors^  and  Derivation  of  the  Differential  Equation. 

As  might  be  expected,  when,  in  the  combination  as  specified  in  the 
last  section,  the  coils  and  cores  are  made  dissimilar  in  their  dimensions 
and  materials,  it  is  no  longer  possible  to  express  the  general  solution 
in  terms  of  two  comparatively  simple  solutions,  although  with  special 
relations  amongst  the  coil-data  it  may  sometimes  be  expressed  in  terms 
of  a  limited  number  of  simpler  solutions.  Now,  so  far  as  the  mere 
algebra  goes  we  can  easily  arrive  at  the  general  solution  when  the  coils 
are  dissimilar,  and  in  fact  more  easily  than  when  there  are  particular 
relations  introducing  indeterminateness  in  the  general  solution,  re- 
quiring special  attention ;  but,  owing  to  difficulties  of  interpretation, 
the  general  solution  has  very  limited  utility,  except  in  showing  how 
we  might,  if  we  gave  the  time  to  it,  completely  solve  the  problem 
numerically.  But  there  are,  on  the  journey  to  the  general  solution, 
some  views  by  the  way  which  make  it  more  interesting  and  instructive 
than  it  would  otherwise  be,  and  it  is  to  exhibit  them,  rather  than 
a  mere  mathematical  complication,  that  the  present  section  is  written, 
before  leaving  coils  in  combination  and  proceeding  to  other  parts  of  the 
subject  of  induction,  in  cores  and  elsewhere. 

Starting,  in  the  first  place,  with  a  linear  system  of  conductors,  self- 
contained,  that  is,  having  no  connection  with  other  conductors,  let 
there  be  q  points  connected  by  ^q{q  +  1 )  conductors,  the  least  number 
that  will  join  every  point  with  all  th«  rest.  Let  their  potentials  be 
Pp  P2,  "'  To  distinguish  the  different  conductors,  use  double  suffixes. 
Thus,  let  K,2  be  the  conductance  (reciprocal  of  resistance)  of  the  con- 
ductor joining  the  points  1  and  2,  and  F^,  ^^^  current  from  1  to  2, 
with  a  similar  notation  for  the  rest. 

Continuity  of  current  requires  that  the  sum  of  the  currents  leaving 
any  point  shall  vanish.     Thus,  for  point  1,  we  have 

r«+r,3+r,,-h...  +  r,,=o (124) 

There  are  ^  -  1  other  equations  of  this  kind,  got  by  changing  the  first 
suffixes. 

Next,  let  E,2  be  the  impressed  force  from  1  to  2,  and  similarly  for 
the  other  conauctors ;  then,  by  Ohm's  law, 

^12  =  ^12(^12  + A -A)   (125) 

expresses  the  current  in  the  branch  joining  the  points  1  and  2  in  terms 
of  the  impressed  force  in  that  branch  and  the  potentials  at  its  ends. 
There  are  ^q(q  -hi)  equations  of  this  kind.    Insert  in  (124),  and  we  have 

=  (K,,P,  +  K,J>,+ ...  +  ir,^,),  ...(126) 

with  q-l  other  equations  of  the  same  kind.  Here  the  quantity  in 
the  first  ( )  is  the  current  that  would  leave  the  point  1  by  all  the 
conductors  meeting  there  if  the  impressed  forces  were  the  only  forces ; 
call  it  C^  and  similarly  for  the  other  points.     Also,  put 

-Kn  =  K,2  +  K^+...+K,^,    (127) 
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aQd  we  get 


(128) 


r^ 


Here,  as  we  have  q  linear  equations  and  q  potentials,  it  looks  as  if 
we  could  find  them.  Thus,  if  K  is  the  determinant  of  the  ^*s,  and  Z„ 
the  coefficient  of  K^,  in  this  determinant,  so  that 

A  =  KiiZii  +  KiiZi2  +  . . .  +  Ki^i^    ( 1 29) 

with  similar  expressions,  we  should  have 

irPi  =  (7iZ„  +  C^2i  +  ...  +  C^,i,  (130) 

and  similar  expressions  for  the  other  potentials.  But  iT^,  K^^^  ..., 
are  not  independent  of  the  other  real  iT's,  being  defined  by  (127). 
This  structure  of  the  diagonal  iT's  makes  all  the  Z's  identical,  and  the 
sum  of  the  K*b  in  any  one  row  or  column  of  (128)  vanish,  so  that 
if  Z  is  the  common  value  of  the  Z%  (129)  becomes 

^=:(iirn  +  ir»+...+^„)^=OxZ, 

by  (127),  and  (130)  becomes 

0xPi  =  (2C)Z=0xZ, 

since  the  sum  of  the  C's  also  vanishes.  We  cannot  find  the  q  potentials, 
but  only  ^  -  1  of  them,  supposing  the  remaining  one  to  be  given. 

Maxwell's  investigation,  Vol.  I.,  Art.  280,  differs  from  the  above  in 
the  system  not  being  self-contained,  having  external  connections  at 
the  q  points,  at  which  there  are  given  currents  d,  Oa*  •••>  entering  the 
system.  This  only  reqiiires  us  to  write  (7^  -  Q^  instead  of  Cj,  C^  -  Q^ 
for  (7j,  etc.,  in  (128).  But  regarding  the  fact  that  only  ^  -  1  equations 
are  independent.  Maxwell  ascribes  it  to  the  necessary  condition  1Q-  0. 
This  reason  is  surely  erroneous,  for  in  the  aBove  there  are  no  ^s  to 
consider,  and  the  reason  fails. 

We  may  therefore  reject  one  of  equations  (128),  say  the  last,  leaving 
p  equations,  (p  =  S'  -  1) ;  thus 

Cj  -  K^^P^  =  -^21^1  +  iTgaPa  +  . . .  +  K^pPpy  \ (131 ) 

C„  -  K^g  =  KpiPi  +  KjjiPi  +  . . .  +  Kj^^t, 

which  gives  the  p  potentials  in  terms  of  the  C*a  and  the  rejected  P, 
viz.,  P^  This  last  we  may  put  =0;  as,  if  it  is  not  to  vanish,  the 
effect  is  merely  to  add  a  common  potential  all  round. 

The  determinant  of  K's  in  this  last  system  of  equations  is  the  same 
as  the  before  mentioned,  Z,  except  as  regards  sign,  being  negative  when 
p  is  even  and  positive  when  p  is  odd.  Its  full  expression  may  be 
written  down  mechanically.  It  may  be  called  the  characteristic  func- 
tion of  the  linear  system.  It  contains  in  itself  the  expressions  for  the 
resistance  external  to  every  branch  in  the  system,  which  expression  can 
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be  got  by  inspection.  Let  there  be  only  one  impressed  force  E^p  and 
find  r^A  the  current  in  the  same  conductor.  If  0„  is  the  coefficient  of 
K„  in  Zj  we  find 

r„  -  /r,^„|l  +  §»(<?,!  +  <?M  -  2^1,)} (132) 

Now,  Z  containing  only  first  powers  of  the  ^s,  we  may  write,  by 
picking  out  the  terms  containing  K^^j  in  the  full  expression  for  Z  from 
which  the  diagonal  ^s  have  been  eliminated, 

Z^Ki^+r,    (133) 

where  X  and  Y  do  not  contain  JT^j.    Further,  we  may  show  that 

which,  by  (132),  gives 

T,,^K,^,,{1-K,^/Z)^K,^,,YIZ,    by  (133), 

^Eu{Kt^^  +  X/Y)'\    by  rearrangement    (134) 

Consequently,  the  resistance  external  to  K^^  is  X/Y.  Similarly,  by 
isolating  any  particular  conductance  in  the  expression  for  Z,  as  in 
(133),  we  obtain  the  resistance  external  to  the  conductor  isolated. 

Thus,  let  there  be  4  points  joined  by  6  conductors  (the  well  known 
"  Bridge  ").     The  characteristic  function  is,  if  s^  =  a  +  6  +  c  +  rf, 

Z=^{a  +  b)(c  +  d)e  +  {a  +  c)(b'hd)f+Sief+ab{C'hd)'hcd(a  +  b).     (135) 

The  letters  here  stand  for  the  conductances  of  the  branches  as  shown 
in  the  diagram,  it  being  supposed  that  the  four  other  branches  ^,  A,  t,  jj 
are  non-existent. 


As  arranged  in  (135),  it  is  suitable  for  showing  the  resistance 
external  to  either  e  or  /,  those  symbols  being  isolated. 

Next,  5  points  joined  by  10  conductors.  In  the  figure  there  is  an 
additional  junction  5,  and  four  new  conductors  g,  A,  i,  j  connecting  it 
with  the  former  four  points.  The  characteristic  function  is  now  the 
determinant  of  the  iT's  from  K.^  to  K^^  and  is,  the  conductances  being 
expressed  by  the  letters  in  the  diagram,  expressed  thus,  using  the 
additional  symbol  s^^g  +  h  +  i  +7, 


THE  INDUCTION  OF  CURRENTS  IN  CORES.  415 

Z  -  «{s,(a  +  6)(c + rf) + B^%i + (^ + A)[t(c  +  i)  +;(a  +  6)  +  v] } 
+/{5j(a  +  c)(6  +  d)  +  5i^A  +  (t  +;*)[^(6  +  rf) +*(<»  +  c)  +  ^A] } 
+  «/{5i5j  +  (^  +  A)(t>j)}+t)*{(a  +  c)(6  +  e?)  +  ^(6  +  (f)+A(a  +  c)} 
+  5,{a^(c  +  d)  +  (rf(a  +  6)}  +  ^A{(a  +  6)(c  +  rf)  +  t(c  +  rf)  +i(a  +  V)) 
+  ffi{bc  +  bd  +  cd)  +  gj(ah  +  ad  +  M)  +  hj{ab  +  ac  +  bc) 
'\'hi(ac  +  ad  +  cd)-\'ghij.    (136) 

As  before,  it  is  arranged  suitably  for  giving  tbe  resistance  external  to 
either  e  or  f;  the  complete  coefficient  of  e,  divided  by  the  remaining 
terms,  being  the  resistance  external  to  e.  Similarly  for/.  To  get  the 
resistance  external  to  another  conductor,  say  a,  this  symbol  must  be 
isolated.  Or,  more  easily,  rearrange  the  diagram,  changing  the  lettering 
suitably. 

The  characteristic  function  also  gives  us  the  differential  equation  of 
the  system  when  the  self-induction  in  some  or  all  the  branches  is  taken 
into  account  Thus,  if  i^^o  is  the  resistance  from  1  to  2,  and  L^^  ^^ 
inductance,  write  i^j  +  Lij^  instead  of  i^j  (or  l/K^^)  in  the  charac- 
teristic function,  and  similarly  for  the  others ;  this  being  done, 

Z=0    (137) 

is  the  differential  equation  of  the  system,  if  D  stands  for  d/dt,  Ifi  for 
d^ldt\  etc.  And,  D  being  algebraic,  (137)  is  the  determinantal  equa- 
tion, whose  roots  give  the  admissible  time-constants  of  subsidence,  these 
being  the  negative  reciprocals  of  the  roots  Z)^)  2^2«  ^^ 

§  39.  Equation  (137)  is  also  the  determinantal  equation  when  there 
are  coils  with  cores  in  the  different  branches,  but  with  a  different  mean- 
ing attached  to  the  coefficients  K.  Let  there  be  a  coil  with  a  core  in 
every  branch.  To  distinguish  them,  it  suffices  to  number  the  principal 
symbols  before  used  for  a  single  coil.  These  are,  T  the  coil-current,  R 
the  resistance  of  the  branch  containing  the  coil,  having  N  windings  per 
unit  length  I ;  L  the  complete  inductance  of  the  branch,  and  M  that 
part  of  it  due  to  the  core ;  H  the  magnetic  force  in  the  core  of  length  /, 
and  radius  c,  at  distance  r  from  the  axis ;  p  and  ft  the  specific  resistance 
and  permeability  of  the  core;  S^Mp/2'jrfic.     Then 

P^--P,-B,,T,,+  {L,,-M,,)t,,  +  S,,T{^    (138) 

as  in  (115),  is  the  equation  of  E.M.F.,  which  takes  the  place  of  (125), 
whilst  (124)  remains  unaltered. 

§  40.  Now  let  a  normal  system  of  magnetic  force  in  the  cores  be 

^Wi2/o(^2n2)«'*>      ^miM^is^n)^f    «*c.,    (139) 

merely  changing  the  subscripts  in  passing  from  one  branch  to  another. 
Here  D  is  the  same  in  all.  That  makes  it  a  normal  system.  Again, 
the  n's  are  known  in  terms  of  the  Z>,  by 

47r/XijZ)=  -wJa/^a,      etc. 

Finally,  the  m's  in  (139)  are  a  set  of  ratios  to  be  found,  and  -^  is  a 
common  factor,  fixing  the  actual  size  of  the  system.     We  have  also 

r„  =  ^wii/o(^2^2)«'*M^^i2»     etc (139a) 
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Inserting  this  expression  for  T^^  ^^  {^^^)f  ^^  g®^»  ^^^  <  =  0, 

^1-^2=^,3^1^2. a^o) 

where  iCi2  ~  «^o(^2^i2)»  *^^ 

as  in  (117),  §  36.  Here  y.^  *^^  ^2  *^®  constants;  also  (140)  would 
be  the  expression  of  Ohm  s  law  it  yiJx.^  were  the  resistance  of  the 
branch  1,  2,  and  there  were  no  impressed  force.  So  all  we  have  to  do 
is  to  put  Ci  =  0,  ^2  =  0,  etc.,  P,==0,  in  equations  (131),  and  write  x^Jyi^ 
instead  of  A,2'  ^^  S^^  ^^®  potential  equations.  But,  the  left  members 
being  now  zero,  we  have 

Z=0    (142) 

necessarily.  This  is  the  determinantal  equation  of  D,  when  in  the  full 
expression  for  Z  we  write  x/y  for  K,  It  should  be  cleared  of  fractions 
to  avoid  missing  roots.  Thus,  the  expressions  (136)  equated  to  zero, 
with  x/y,  as  defined  in  (141),  put  for  every  conductance,  and  cleared  of 
fractions,  will  be  the  determinantal  equation  when  every  branch  in  the 
diagram  contains  a  coil  with  a  core.  The  ratios  m  in  (139)  next  have 
to  be  dug  out  of  the  potential  and  continuity  equations.  That  done, 
there  is  only  left  the  size  of  ^  to  be  settled.  Given  the  state  of  mag- 
netic force  h  in  the  cores,  and  the  coil-currents  y,  at  the  moment  /  =  0, 
y^  is  to  be  found  by  the  property  of  the  vanishing  of  the  mutual  energy 
of  a  pair  of  normal  systems,  which  makes  the  mutual  energy  of  the 
given  system  with  respect  to  a  normal  system,  as  defined  in  (139)  and 
(139a),  with  ^  =  0,  equal  to  twice  the  energy  of  the  normal  system  itself, 
and  gives 

S  ^fdhmJ^inrydr -h 2 (Z  -  M)ymJ^(nc)liirN 
j_  J .   ...(143) 

S  ifi/[m2{/^(wr)}V(i?r-H  2(Z-Jlf ){?w/o(»<^)/4^^'}* 

Here  the  2's  indicate  inclusion  of  all  the  coils,  so  no  suffixes  are 
written,  and  the  integration  is  from  the  axis  to  the  boundary  in  every 
core.     With  this,  we  leave  the  combination. 


XXIX.     REMARKS  ON  THE  VOLTA-FORCE,  ETC. 

[Journal  Soc,   Tel,  Eng.,  March,  1885.] 

Professor  Lodge  has  done  me  the  honour  of  mentioning  me,  in  the 
course  of  his  learned  memoir  on  the  "  Seat  of  the  Electromotive  Forces 
in  the  Voltaic  Circuit,"*  as  having  published  some  similar  statements  to 
some  of  his.  It  may  be  of  interest  to  the  members  of  this  Society  to 
learn  what  they  were.  The  views  to  which  Professor  Lodge's  researches 
have  conducted  him  are  so  very  similar  to  mine,  except  on  some  purely 

*  [Read  at  the  Montreal  meeting  of  the  Brit.  Assn.,  Sept.,  1884.] 
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speculative  points,  that  it  might  be  merely  necessary  to  point  out  these 
points.  But  as  my  previous  remarks  on  the  subject  do  not  extend  to 
any  great  length,  I  may  as  well  quote  the  article  containing  them. 
This  will  be  advantageous,  because,  so  far  as  the  Volta-force  is  concerned, 
they  are  disconnected  from  the  historical  matter  which  forms  so  interest- 
ing a  part  of  Professor  Lodge's  memoir,  by  publishing  which,  together 
with  the  valuable  data  he  has  been  at  so  much  trouble  to  collect,  he 
has  conferred  a  great  benefit  on  the  present  generation  of  electricians. 
Being  thus  isolated,  as  well  as  from  the  subject  of  thermo-electricity, 
they  may  enable  some  readers  who  have  not  given  much  attention  to 
the  matter  to  more  easily  understand  the  plain  course  of  the  argument 
apart  from  the  speculative  points  which  are  incapable  of  present  verifi- 
cation. I  shall  add  some  additional  remarks  on  the  general  subject,  and 
wind  up  with  a  statement  of  what  I  consider  to  be  the  correct  mathe- 
matical representation  of  the  relations  of  impressed  force  and  potential 
in  condenser  circuits,  when  there  are  impressed  forces  in  the  dielectrics 
as  well  as  in  the  conductors — relations  which  are  perhaps  not  yet  fully 
recognised,  if  I  may  judge  from  some  remarks  of  Professor  Lodge's  on 
the  total  unlikeness  between  the  Volta-force  conditions  and  an  ordinary 
condenser  investigation.  But  there  is  nothing  revolutionary  in  the 
case ;  and  when  we  make  use  of  Maxwell's  most  admirable  theory  of 
dielectric  currents  and  displacement,  the  case  of  impressed  force  in  the 
dielectric  becomes  as  easy  to  follow  as  when  it  is  in  the  conducting 
part  of  a  circuit.  The  theory  of  current  in  the  dielectric  I  consider  to 
be  certainly  true,  however  difficult  its  experimental  verification  may  be 
(though  far  more  difficult  to  disprove),  and  to  be  the  natural  outcome 
of  Faraday's  way  of  looking  at  things  electrical. 

I  may  premise,  in  the  first  place,  that,  like  many  others,  I  had  been 
for  many  years  profoundly  dissatisfied  with  the  paradoxical  state  into 
which  electrical  theory,  in  other  respects  so  consistent  all  round,  was 
thrown  by  Sir  W.  Thomson's  conclusion,  from  his  experiments  with  his 
wonderful  electrometers,  that  old  Volta  was  right,  and  that  there  could 
be  no  doubt  the  whole  thing  was  simply  chemical  action  at  a  distance. 
He  proved  decisively  that  the  setting  of  two  metals  in  contact  did 
charge  them  like  a  condenser,  and  concluded  that  the  e.m.f.  was 
situated  at  the  junction  of  the  metals,  founding  upon  this  a  notable 
calculation  of  the  probable  size  of  atoms  by  the  manufacture  of  brass. 
Now,  if  it  had  been  merely  a  question  of  explaining  the  Volta-force 
phenomenon,  which,  however  interesting  a  matter,  is  not  one  of  such 
paramount  importance  as  to  render  other  considerations  secondary,  it 
would  have  mattered  little  whether  the  localisation  of  the  impressed 
force  at  the  metallic  junction  were  correct  or  not.  But  it  involved  the 
whole  question  of  the  relations  of  impressed  force  and  potential,  and 
the  doing  of  work  on  or  by  the  current.  Sir  W.  Thomson's  "  Electro- 
statics and  Magnetism,"  Maxwell's  Treatise,  and  Professor  Jenkin's 
"  Electricity  and  Magnetism,"  all  came  out  at  about  the  same  time.  In 
the  first,  we  had  limited  utterances  on  the  subject,  but  Sir  W.  Thomson's 
paper  on  the  **  Size  of  Atoms  "  made  his  position  clear.  In  the  second, 
a  remarkably  complete  theory  of  electricity  was  made  indistinct  in  many 

H.E.P. — ^VOL,  I.  2d 
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places  by  the  reservations  concerning  the  potential  of  conductors,  which 
was  all  the  more  surprising  when  it  is  remembered  that  Maxwell  was 
no  believer  in  the  existence  of  the  metallic-junction  force.  In  the  third 
was  an  account  of  previously  unpublished  experiments  of  Sir  W. 
Thomson's,  and  a  most  decided  statement  of  the  theory,  which  asked 
us  to  believe  that  the  situation  of  the  E.M.F.  of  a  voltaic  cell  is  not  in 
the  cell  at  all,  but  outside  it,  although  admittedly  the  energy,  keeping 
up  the  current  when  the  circuit  is  closed,  is  derived  from  the  chemical 
actions  going  on  in  the  cell  itself  This  paradox  must  have  intensely 
puzzled  all  readers,  save  those  who  brought  a  strong  faith  into  operation 
in  the  course  of  their  scientific  studies. 

Now,  if  we  ignore  the  Volta-force  experiments  altogether,  the  general 
theory  of  impressed  force,  potential,  and  the  taking  in  or  giving  out  of 
energy  by  the  current,  is  clear  and  explicit,  contains  no  paradoxes,  and 
is  in  harmony  with  general  dynamical  principles.  Was  it  really  worth 
while  to  upset  the  theory  because  some  very  curious  experiments  were 
difficult  of  explanation  ?  Certainly  theory  must  ultimately  be  made  to 
agree  with  facts ;  but  when  some  few  facts  do  not  apparently  fit  into  a 
theory  which  suits  a  much  greater  number  of  other  facts,  it  becomes  a 
question  of  balance  of  advantages  whether  it  would  be  better  to  alter 
theoretical  notions,  or  to  leave  the  facts  unexplained  for  the  time,  wait- 
ing for  further  information,  or  for  new  light  on  the  question  of  fitting 
the  facts  into  the  theory.  I  think,  in  the  present  instance,  considering 
the  extraordinary  character  of  the  alteration  of  theory,  that  the  best 
course  would  have  been  to  let  the  experiments  wait  for  an  explanation. 
All  the  more  so  on  account  of  the  long  time  it  takes  for  views  taught 
by  the  leaders  of  scientific  thought,  and  accepted  by  their  followers,  to 
be  eliminated  should  they  turn  out  to  be  erroneous.  Besides  that,  it 
was  not  exactly  a  case  of  altering  a  theory  to  suit  facts,  but  rather  to 
suit  certain  conclusions  from  facts,  which  might  or  might  not  be  correct. 
The  fact  is,  that  the  air  outside  zinc  is  at  a  different  potential  from 
that  in  the  air  outside  copper  when  the  two  metals  are  in  contact.  The 
conclusion,  quite  distinct  from  the  fact,  is  that  the  difference  of 
potential  is  produced  by  an  impressed  force  at  the  metallic  junction, 
which  makes  the  zinc  and  copper  be  at  different  potentials,  with  the 
further  result  that  the  E.M.F.  of  a  battery  is  outside  it.  Nor  can  we 
clear  up  the  matter  by  defining  the  potential  of  a  conductor  as  the 
potential  somewhere  else  (itself  a  paradox,  which  I  learn,  with  great 
surprise,  has  always  been  taught  by  Sir  W.  Thomson),  namely,  in  the 
air  outside  it.  This  makes  the  zinc  and  copper  be  at  different  potentials, 
hemvse  the  air  potentials  are  different,  and  necessitates  an  impressed 
force  at  the  junction  of  the  metals.  It  is  the  same  case,  slightly 
differently  expressed. 

Such  was  the  extent  of  my  respect,  almost  amounting  to  veneration, 
for  Sir  W.  Thomson's  opinions,  on  account  of  his  invaluable  labours  in 
science,  inexhaustible  fertility,  and  immense  go,  that  I  made  the  most 
strenuous  efforts  to  understand  the  incomprehensible,  impelled  thereto 
also  by  a  feeling  that  it  might  be  prejudice  on  my  own  part  that  made 
it  incomprehensible.     But,  failing  to  understand  it^  I  finally  gave  it  up, 
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and  evolved  the  views  explained  in  the  article  hereafter  quoted  out  of 
my  own  inner  consciousness,  and  of  course  felt  immensely  relieved  in 
my  mind  at  once.  That  the  application  of  the  well-known  heats  of 
combination  method  to  find  what  the  differences  of  potential  should  be 
for  different  pairs  of  metals  gave  figures  very  poorly  agreeing  with  the 
observed  differences  of  potential,  I  did  not  attach  much  importance  to, 
considering  how  the  state  of  the  surfaces  might  alter  results,  and  the 
unknown  value  of  the  thermo-electric  force,  which  may  not  be  so  small 
at  a  metal-gas  contact  as  at  a  metal-metal  junction,  and  the  unknown 
influence  of  the  nitrogen  in  the  air,  which  may  not  be  wholly  inert  in  the 
matter.  That  there  was  some  sort  of  a  general  kind  of  agreement  was 
quite  as  much  as  could  be  expected.  Moreover,  if  there  were  absolute 
disagreement,  it  would  not,  in  my  opinion,  shift  the  seat  of  the  £.M.F.'s 
from  the  air  surfaces,  but  merely  alter  our  views  as  to  their  cause. 

I  am  inclined  to  confidently  believe  that  the  mere  statement  that  the 
E.M.F.  of  a  voltaic  cell  is  not  at  the  place  where  the  energy  transforma- 
tion which  keeps  up  the  current  occurs,  is  in  itself  sufficient,  when 
rightly  understood,  to  fully  discredit  any  theory  which  necessitates  that 
statement,  when  the  matter  is  viewed  generally  from  the  modern  dyna- 
mical stand-point.      All  the  physical  sciences  are  bound  to  become 
branches  of  dynamics  in  course  of  time,  and  anything  contradicting  the 
principles  of  dynamics  should  be  unhesitatingly  rejected.      Without 
having  made  an  exhaustive  study  of  dynamics,  I  have  yet  managed  to 
come  to  the  conclusion  that  a  force  cannot  act  where  it  is  not — mean- 
ing by  acting,  the  doing  of  work.     If  the  doing  of  work  at  one  place 
involves  the  doing  of  work  at  another,  the  force  doing  the  work  at  the 
second  place  is  there,  not  at  the  first  place.      Of  course  there  must  be 
some  connection  between  the  two  places  whereby  energy  is  transmitted 
between  them,  and  wherever  there  is  a  transfer  of  energy  going  on  there 
is  force.     All  working  forces  involve  transfer  of  energy,  and  the  measure 
of  a  force,  whether  simple  or  generalised,  is  the  amount  transferred  per 
unit  change  of  the  variable  to  which  the  force  corresponds.     In  an  iso- 
lated conservative  system,  all  transfers  of  energy  are  internal,  and  its 
total  energy  remains  constant.     If  such  a  system  receives  energy,  this 
involves  impressed  force,   and  a  system  communicating  the  energy. 
What  to  consider  as  impressed  force  depends  upon  how  large  we  make 
our  system,  and  is  therefore  considerably  a  matter  of  choice.     Thus,  if 
there  be  two  systems,  each  conservative  in  the  absence  of  the  other,  but 
with  a  transfer  of  energy  between  them,  and  therefore  impressed  force 
on  either  system  when  it  is  considered  by  itself,  and  if  we  include  the 
two  in  a  single  system,  their  mutual  forces  cease  to  be  impressed,  be- 
coming internal.     These  reminders  are  merely  to  illustrate  force  con- 
sidered as  impressed.    Add  to  the  above,  that  forces  which  always  involve 
loss  of  energy  from  the  system,  never  a  gain — namely  forces  of  the 
Mctional  character  depending  on  the  velocities  of  the  moving  parts — 
are  conveniently  not  reckoned  as  impressed,  but  as  dissipative  forces, 
reserving  the  term  "  impressed  "  for  reversible  actions,  and  we  have  a 
brief  ouUine  of  the  nature  of  the  dynamical  system  which  is  represented, 
in  a  skeleton  form,  by  the  electromagnetic  equations. 
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In  the  absence  of  conducting  matter,  the  system  would  be  consenra- 
tive  and  keep  its  energy  unchanged  in  amount,  or  only  lose  it  by  setting 
bodies  in  motion.  But  disregard  this,  and  let  there  be  no  relative 
motions  of  masses  permitted.  The  presence  of  conductors  introduces 
dissipative  forces  proportional  to  velocities  (strength  of  current  being  a 
generalised  velocity),  and  the  energy  tends  to  become  used  up  through 
the  Joule  heat  of  currents  in  conductors ;  excepting  that  part  may  be 
locked  up,  as  it  were,  as  when  insulated  conductors  are  electrified,  or 
when  there  is  intrinsic  magnetisation.  It  does  not  then  waste  itself; 
otherwise  there  is  continual  waste,  which  must  be  compensated  by  im- 
pressed forces  if  the  electric  and  magnetic  energies  are  to  be  kept  up. 
Their  seat  is  in  the  ether.  The  actual  constitution  of  the  ether  is  un- 
known. It  never  can  be  knovm  /  but  a  constitution  may  be  invented  for 
it  which  shall  admit  of  propagating  heat  and  light  and  electromagnetic 
disturbances  to  produce  observed  results.  If  the  ether  is  made  to  pro- 
pagate light  (say,  by  vibrations),  and  will  not  propagate  electromag- 
netic disturbances,  it  cannot  be  of  the  right  construction,  and  another 
must  be  found.  The  transfer  of  energy  in  any  conductor  (isotropic) 
takes  place  not  with  the  current,  but  perpendicular  thereto,  as  I 
showed  in  The  Electrician  for  June  21,  1884,*  thus  being  delivered  into 
a  wire  from  the  dielectric  without.  This  does  not  hold  good  in  the 
dielectric  itself,  where  it  is  perpendicular  to  the  electric  force,  or  nearly 
parallel  to  the  wire,  into  which  it  is  continuously  wasting  itself,  keeping 
up  the  conduction  current.  Both  cases  are  included  in  the  statement 
that  the  transfer  of  energy  takes  place  perpendicular  to  the  electric  and 
to  the  magnetic  forces  of  the  system.  (See  The  Electrician^  t  January  10, 
1885,  et  seq.)  That  this  is  the  correct  statement  is  verified  by  its  hold- 
ing good  in  cases  of  strain  or  crystalline  structure  when  the  current  or 
displacement  is  not  parallel  to  the  electric  force,  nor  the  magnetic 
induction  to  the  magnetic  force. 

I  have  no  doubt  that  some  day  a  tolerably  simple  constitution  of  the 
ether  will  be  invented,  making  it  do  anything  reasonable  that  is  required 
of  it,  which  may  in  course  of  time  come  to  be  believed  in  as  a  reality, 
as  light  is  now  believed  to  be  propagated  by  transverse  displacements. 
But  taking  things  as  they  are,  with  an  unknown  constitution  of  the  ether, 
the  electromagnetic  equations  indicating  a  dynamical  system,  all  actions 
on  the  system  not  included  in  the  internal  forces  expressed  by  the  equa- 
tions must  be  impressed,  and  impressed  somewhere.  And  impressed 
forces  require  to  be  very  freely  introduced,  because,  however  complex 
the  relations  may  appear  to  be  in  the  electromagnetic  equations  on  first 
acquaintance,  the  essential  parts  are  fundamentally  very  simple,  and  the 
infinitely  numerous  minor  actions  which  are  not  accounted  for  can  only 
])e  made  to  show  themselves,  electrically  speaking,  by  means  of  the  use 
of  impressed  forces  on  the  one  hand,  and  auxiliary  investigations  on  the 
other.     Now,  although  when  to  simplify  matters  we  ignore  details  (as 

•  ["  Induction  in  Cores,"  §  19,  p.  377  ante.] 

+  [•'  Electromagnetic  Induction  and  its  Propagation,"  Art.  XXX,  later.  Sections 
ii,  nnd  iv.] 
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when  we  consider  a  linear  electric  circuit  as  a  whole,  its  state  being 
defined  simply  by  the  strength  of  current),  we  lose  sight  of  the  real 
energy  transformations,  and  see  only  their  result  in  the  total,  and  can- 
not definitely  say  where  energy  is  taken  in  or  given  out  reversibly ;  yet 
if  we,  as  we  are  justified  in  doing,  take  every  portion  of  space  by  itself, 
we  are  bound  at  the  same  time  to  consider  every  impressed  force  to  act 
upon  the  electromagnetic  system  at  the  very  place  where  it  is  situated ; 
and  the  sole  conclusive  direct  evidence  of  there  being  an  impressed  force 
at  a  certain  spot  is  in  there  being  a  reversible  transformation  of  energy 
taking  place  there  on  the  passage  of  an  electric  current ;  whilst  we  have 
indirect  evidence,  which  may  be  equally  conclusive,  if  we  can  show  that 
there  is  no  such  action  anywhere  else. 

If  the  Volta-force  experiments  were  twenty  times  as  difficult  to  ex- 
plain as  they  have  been  considered  to  be,  I  do  not  see  that  there  would 
be  any  sound  reason  for  not  concluding,  or  rather  taking  it  for  granted, 
quite  apart  from  the  Volta-force  phenomena,  that  in  a  voltaic  circuit, 
where  we  know  that  there  is  a  transformation  of  energy  going  on,  which 
accounts  for  the  Joule  heat  in  the  circuit,  the  impressed  force  is  exactly 
where  an  ignorant  man  would  suppose  it  to  be,  namely,  in  the  cell  itself, 
although  the  exact  distribution  therein  may  be  difficult  to  ascertain, 
o^ving  to  the  complex  nature  of  the  actions.  If  it  be  not  in  the  cell 
that  energy  is  taken  in  by  the  current  (to  use  an  expression  which 
should  not  be  understood  literally),  but  at  an  external  junction,  where 
there  is  no  appreciable  change  occurring,  it  would  follow  that  the  energy 
of  the  chemical  combination  taking  place  in  the  cell  did  not  result  in 
an  impressed  force  there,  but  first  passed  out  of  the  battery  to  the  junc- 
tion, and  was  there  taken  in  by  the  current.  It  must  go  to  the  junction 
first,  to  account  for  no  change  occurring  there,  and  in  the  passage  it 
must  not  act  on  the  electromagnetic  medium,  for  that  would  mean  im- 
pressed force  in  the  cell.  But  no  one  would  wish  to  believe  in  this 
roundabout  process. 

Maxwell's  formulae  for  the  distribution  of  electric  and  magnetic  energy 
in  space  may  not  be  correct.  But  if  others  were  substituted,  giving  the 
same  results  in  the  sum,  and  consistent  with  the  laws  of  induction,  we 
should  still  have  to  put  the  impressed  force  in  the  cell,  unless  we 
assume  action  at  a  distance,  without  the  intervention  of  a  medium,  or 
save  appearances  by  having  two  mediums. 

I  now  interpolate  my  remarks  on  the  Volta-force  and  the  voltaic  cell, 
which  appeared  in  Th^  Electrician  for  February  2nd,  1884.  It  is  neces- 
sary to  say,  to  account  for  the  very  short  manner  in  which  the  energy 
definition  of  impressed  force  is  considered  in  the  first  part  of  the  article, 
that  it  was  one  of  a  series,  succeeding  some  on  the  subject  of  thermo- 
electricity, following  therein  Sir  "W.  Thomson's  beautiful  thermodynamic 
theory,  as  applied  to  linear  circuits.  In  this  theory  we  have  abundant 
illustration,  in  both  the  Peltier  and  the  Thomson  effects,  of  energy 
being  taken  in  or  given  out  by  the  current  in  any  part  of  a  circuit 
according  as  the  current  goes  with  or  against  the  impressed  force. 

[Here  followed  the  paper  referred  to,  already  given,  Section  xiii.,  Art.  XXVI., 
p.  337  anU,^ 
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After  making  the  above  statements  I  proceeded  to  make  some  more 
in  the  two  following  numbers  of  the  series  (March  1  and  31,  1884),  on 
matters  connected  with  contact  force,  in  connection  with  the  layers  of 
electricity  supposed,  originally  by  Helmholtz,  to  accompany  impressed 
forces,  as  well  as  on  the  relations  of  potential  and  impressed  force. 
They  are,  together,  too  long  for  quoting  here,  but  I  think  their  perusal 
might  be  useful  to  some  who  have  not  already  made  up  their  minds  on 
these  matters.  But  I  may  quote  an  extract  immediately  illustrating 
the  application  of  contact  layers  to  the  Yolta-force  experiments. 

[Extracts  from  Section  zv.,  Art.  XXVI.,  p.  346  ante,  followed  here.] 

I  may  add  to  this  extract  that  I  have  no  faith  whatever  in  the  exist- 
ence of  these  layers  of  electricity,  but  must  refer  to  the  articles  for 
particulars.  I  am  sorry  not  to  have  Professor  Lodge  with  me  in  this 
part  of  the  matter,  as  the  wide  publicity  he  gives  to  lus  views  adds  force 
to  his  powerful  advocacy.  I  may  add  that  layers  of  electricity  in  con- 
nection with  impressed  force  are  apparently  widely  believed  in,  even  by 
followers  of  Maxwell ;  possibly  in  the  last  case  because  he  was  not 
always  true  to  his  principles,  putting,  for  example,  free  electricity  in 
the  interior  of  conductors,  in  defiance  of  his  law  of  continuity  of  the 
current.  There  may  be  free  electricity  in  conducting  matter  if  it  be 
dielectric  as  well,  and  heterogeneous  (and  all  conductors  may  support 
elastic  displacement  to  some  extent),  but  its  distribution  will  not  by  any 
means  be  the  same  as  that  supposed. 

Practically  these  things  matter  very  little,  but  theoretically  they 
matter  a  great  deal,  as  it  is  important  to  have  theory  as  definite  as 
possible,  as  well  as  consistent  with  itself. 

To  return  to  the  Yolta-force.  Although  we  are  agreed  on  all  essential 
points,  I  cannot  very  well  follow  Professor  Lodge's  straining  atoms,  nor 
see  their  utility  in  the  argument.  This  is  because  I  know  nothing 
about  atoms.  I  cannot  think  that  he  knows  much  more.  But,  on  the 
other  hand,  we  do  know  something,  however  little,  about  the  law  of 
the  electric  current,  that  it  '*  flows  in  closed  circuits,  as  if  it  were  an 
incompressible  liquid,  and  that  in  consequence  there  can  be  no  current 
leaving  a  conductor,  or  displacement,  if  the  impressed  force  act  equally 
all  round  it,  owin^  to  the  balance  of  the  rm.f.'s.  The  real  interpreta- 
tion of  the  quasi-mcompressibility  we  do  not  know,  but  admitting  it^ 
there  is  no  difficulty.  We  also  know  that  chemical  affinity,  or  tendency 
to  chemical  combination,  is  measurable  in  terms  of  E.M.F.,  so  that,  as 
there  is  chemical  affinity  between  oxygen  and  zinc,  and  air  contsiins 
oxygen,  there  must  (irrespective  of  the  argument  based  upon  the  absence 
of  reversible  eflects  at  metal  junctions)  be  an  outward  acting  E.M.F.  all 
over  zinc  alone  in  air,  and  therefore  no  current  or  displacement,  as 
above.     Electrically  expressed,  it  is  intelligible. 

But  when  we,  after  Professor  Lodge,  put  the  electrical  conditions  in 
the  background,  and  consider  the  oxygen  atoms  round  a  piece  of  zinc 
all  straining  at  and  trying  to  combine  with  it,  we  may  well  ask,  why 
don't  they  do  it  1  All  the  more  should  they  do  it  if  they  are  straining 
all  round,  unless  they  get  wedged  together,  so  that  it  is  necessary  to 
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remove  some  of  them  to  let  the  rest  go  nearer,  possibly  quite  close 
enough  to  combine  with  the  zinc.  No,  without  such  an  irrational 
supposition  we  must  fall  back  upon  the  electrical  argument,  and  then 
we  do  not  want  the  imagery  of  straining  atoms,  for  it  is  intelligible  by 
itself.  If  it  were  thermo-electric  force,  for  example,  it  would  be 
necessary  to  recast  the  imagery,  whilst  the  electrical  argument  remains 
the  same. 

I  am  not  objecting  to  the  use  of  the  imagination.  That  would  be 
absurd ;  for  most  scientific  progress  is  accomplished  by  the  free  use  of 
the  imagination  (though  not  after  the  manner  of  professional  poets  and 
artists  when  they  touch  upon  scientific  questions).  But  when  one,  by 
the  use  of  the  imagination,  has  got  to  a  definite  result,  and  then  sees  a 
stricter  way  of  getting  it,  it  is  perhaps  as  well  to  shift  the  ladder,  if  not 
to  kick  it  down.  For  I  find  that  practically,  in  reading  scientific 
papers,  in  which  fanciful  arguments  are  much  used,  it  gives  one  great 
trouble  to  eliminate  the  fancy  and  get  at  the  real  argument.  Nothing 
is  more  useful  than  to  be  able  to  distinctly  separate  what  one  knows 
from  what  one  only  supposes. 

To  return  again  to  the  Volta-force.  When  we  desire  to  go  further 
and  inquire  what  is  the  exact  nature  of  the  energy  transformation  that 
takes  place  when  the  E.M.F.  is  removed  from  a  part  of  the  zinc  surface 
by  contact,  say,  with  copper,  thus  causing  a  current  to  pass  in  the  circuit 
copper-zinc-air-copper,  setting  up  a  state  of  electric  displacement  in  the 
dielectric,  with  a  certain  definite  amount  of  potential  energy  depending 
on  the  capacity  of  the  condenser  which  the  arrangement  forms,  we  enter 
a  very  difficult  and  speculative  matter,  whose  solution,  one  way  or 
another,  will  not  alter  the  preceding.  Take  two  flat  plates  of  zinc  and 
copper,  for  example,  and  put  them  close  together,  not  touching.  The 
moment  they  are  connected  the  condenser  becomes  charged.  Let  U  be 
the  potential  energy  of  displacement.  This  equals  \EQy  if  E  be  the 
difference  of  potential  and  Q  the  charge,  which  again  =  ES^  if  S  be  the 
capacity  of  the  condenser.  Now,  at  the  same  time  as  the  potential 
energy,  27,  was  set  up,  an  equal  amount  of  Joule  heat  was  generated 
(an  example  of  a  general  law,  concerning  which  those  interested  in  the 
matter  may  be  referred  to  an  article  by  me,  now  awaiting  space  in  a 
forthcoming  number  of  The  Electiician*).  Thus  we  have  2J7  of  work 
done.  Besides  this,  if  there  be  a  copper-air  force  of  strength  oj,  so  that 
x-^E  is  the  zinc  air  force,  and  if  this  force  was  present  when  the 
current  passed,  there  must  have  been  zQ  of  work  done  at  the  copper 
surface.     Thus 

(E  +  x)Q  =  work  done  by  the  zinc- air  force, 

=  ^EQj    electrostatic  energy, 

-f  ^EQ,    Joule  heat, 

+  xQj    work  done  at  the  copper-air  surface. 

Now,  as  there  is  a  loss  of  energy  ^EQ  necessarily,  it  cannot  be  a  case 

*  [April  25,  1885.     "Electromagnetic  Induction,"  Art.  XXX.,  Section  vii., 
later.] 
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of  mere  pulliug  backwards  and  forwards  of  atoms,  with  conseryation  of 
energy. 

But  irrespective  of  this  loss,  I  am  strongly  of  opinion  that  there  is 
not  a  mere  yielding  to  a  tendency  to  chemical  combination,  but  an 
actual  combination  when  the  current  passes — an  actual  minute  amount 
of  oxidation  of  the  zinc,  as  expressed  in  the  article  above  quoted. 

To  illustrate,  start  with  a  conductively  closed  voltaic  circuit  It  is 
admitted  that  the  steady  generation  of  heat  in  the  circuit  is  derived 
from  the  energy  of  chemical  combination  in  the  cell.  For  we  know 
that  there  is  combination,  and  that  the  heat  of  combination  is  of  the 
right  amount.  Now,  suppose  we  suddenly  insert  a  very  large  condenser 
iu  the  circuit,  so  that  the  current  is  still  kept  up,  although  the  circuit 
is  interrupted,  in  the  common  language,  the  energy  being  now  delivered 
into  the  dielectric  of  the  condenser,  as  well  as  into  the  conductor, 
though  at  a  decreasing  rate,  owing  to  the  elastic  displacement  set  up 
putting  a  gradual  stop  to  it,  till  finally  the  current  becomes  insensible. 
Will  it  not  be  granted  that  during  the  whole  time  the  decreasing 
current  passed,  the  energy  was  derived  from  chemical  combination,  even 
down  to  the  last  dregs  of  current,  including  the  weak  current  of 
apparent  absorption  ?  and  that  the  same  applies  when  we  decrease  the 
capacity  of  the  condenser  till  at  last  we  come  down  to  a  voltaic  cell  with 
two  bits  of  copper  wire  attached  to  the  plates'?  If  not,  where  shall  we 
draw  the  line  between  chemical  combination  on  the  passage  of  a  current, 
the  E.M.F.  being  measurable  by  the  heat  of  combination,  and  merely  a 
yielding  to  the  tendency,  with  its  necessary  indefiniteness  f  And  why 
should  we  draw  any  line  ] 

Or,  in  another  form,  let  the  copper  be  in  the  cell  first,  then  put  in 
the  zinc  with  attached  wire,  thus  passing  a  minute  quantity  of  electri- 
city. Is  it  not  due  to  chemical  combination  1  If  not,  we  are  placed  in 
the  gratuitously  difficult  position  that  wo  must  pass  a  certain  quantity 
of  electricity  before  any  combination  occurs  at  all.  Now,  I  do  not 
want  to  assert  that  electrical  laws,  holding  good  on  a  large  scale, 
necessarily  continue  true  in  the  same  form  on  all  smaller  scales,  how- 
ever small.  This  would  bring  us  to  fractional  parts  of  an  atom  at  last 
But  in  the  experiment  just  mentioned,  however  feeble  the  effects  may 
be,  they  must  be  still  far  elevated  above  atomic  fractions,  and  I  there- 
fore see  no  reason  for  drawing  the  line. 

Nor  do  I  see  any  reason  for  drawing  the  line  in  the  corresponding 
air  experiment  with  copper  and  zinc.  The  air  tends  to  oxidise  the  zinc, 
but  cannot  when  the  zinc  is  alone,  for  reasons  intelligible  when  electri- 
cally expressed,  otherwise  indefinite,  as  before  mentioned,  there  being 
a  balance  of  e.m.f.'s.  But  destroy  this  balance,  removing  the  cause  that 
prevented  combination  occurring,  by  putting  copper  in  contact  with  the 
zinc.  I  can  see  no  reason  why  it  should  not  occur,  lasting  till  there  is 
again  electrical  equilibrium.  That  the  air  battery  and  the  voltaic  cell 
are  not  exactly  alike,  air  not  being  an  electrolyte  transporting  ions 
delivering  up  their  imaginary  charges,  I  do  not  consider  any  objection. 
We  do  not  need  transport  of  matter.  The  dielectric  carries  the  current, 
according  to  Maxwell's  theory,  and  that  is  what  is  required.     The 
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action  at  the  copper-air  surface  is,  of  course,  very  obscure,  necessarily 
more  so  than  in  the  case  of  the  voltaic  cell,  where  it  is  obscure  enough. 

If  we  examine  according  to  the  law  of  induction  what  occurs  when 
zinc  and  copper  are  connected,  we  find  that  the  disturbance  commences 
at  the  place  of  contact.  This  is,  however,  merely  an  example  of  the 
general  principle  that  when  we  alter  the  electrical  conditions  any- 
where, causing  a  previously  steady  state  to  be  upset,  the  disturbance 
commences  at  the  place  where  the  alteration  was  made.  Thus,  if  a 
battery  be  on  at  one  end  of  a  submarine  cable,  with  its  farther  end 
insulated,  and  we  then  put  the  latter  to  earth,  the  "  signal "  will  travel 
to  the  battery.  In  the  Volta-force  case,  suppose  that,  on  making 
contact,  we  instantaneously  remove  the  air  from  a  circular  patch  of 
zinc,  the  copper  touching  it  all  over  the  patch.  Then  the  disturbance 
will  start  from  the  circle  bounding  the  patch,  the  zinc-copper-air  line. 
This  line  is  the  first  line  of  magnetic  force.  As  it  comes  on,  electric 
current  flows  round  this  line,  infinitely  close  at  first,  partly  through 
the  metal  and  partly  through  the  air,  and  the  magnetic  force  spreads 
laterally,  and  with  it  the  electric  current.  But  practically  we  could 
not  instantaneously  make  contact  over  such  a  patch,  but  would  com- 
mence contact  nearly  at  a  point,  which  would  be  the  first  origin  of  the 
disturbance. 

Now  we  know  that  some  pressure  is  required  to  make  a  good  con- 
tact. When  it  is  light,  it  is  microphonic,  has  considerable  resistance, 
which  is  variable  with  the  strength  of  current  (when  in  a  closed  circuit 
with  a  battery),  and  there  is  really  air  between  the  supposed  touching 
surfaces,  through  which  the  current  passes.  Have  any  experiments 
been  made  to  ascertain  the  influence  of  such  microphonic  contacts  on 
the  magnitude  of  the  Volta-force  difference  of  potential  ?  Does  the 
difference  of  potential  come  on  gradually  with  increasing  pressure, 
or  does  it  come  on  all  at  once  at  a  certain  stage  in  the  operation? 
Further,  I  would  ask,  has  mechanical  work  done  in  making  the  con- 
tact any  concern  in  the  matter,  as  in  squeezing  out  air  ] 

I  conclude,  for  the  reason  given  at  the  commencement  of  this  paper, 
with  the  theory  of  impressed  force  in  condenser  circuits.  Let  there  be 
three  condensers,  which  is  enough  for  generality. 
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Let  the  positive  direction  in  the  circuit  be  clockwise,  right  to  left 
belotir,  left  to  right  above.  The  three  conductors  have  resistances 
^1,  jBj,  ^3,  and  the  capacities  of  the  condensers  are  ^gj,  S^^  S^,  the 
numbers  showing  between  which  conductors  they  are  placed. 

Let  the  potentials  on  the  left  sides  of  the  condensers  be  Pg^  P^j,  F^ 
and  the  falls  of  potential  in  passing  through  them  be  p^^,  p^^t  P23'     ^^^ 
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El,  E^  Eq  be  the  impressed  forces  in  the  conductors,  and  ^jj,  e^^  e^ 
those  in  the  condensers.  Ei  is  the  total  impressed  force  in  i?^,  anynow 
distributed ;  strictly  it  is  the  total  of  the  impressed  force  resolved 
parallel  to  the  length  of  the  wire. 

Let  C  be  the  current  in  the  circuit  and  Q  the  common  charge, 
supposing  that  we  start  with  the  condensers  uncharged,  so  that  Q  is 
the  integral  displacement.  Then,  by  Ohm's  law  applied  to  each  con- 
ductor, we  have 

Pn-Pi2-P-a  +  Ei-Ri(!y  ■ (1) 

-*  23  "  P2Z  ""  '31  +  -^3  ~  -^3^-  - 

Adding  these,  we  find 

E-:Zp  =  EC,    (2) 

where  B  is  the  sum  of  the  resistances,  ^p  the  sum  of  the  falls  of 
potential  through  the  dielectrics,  and  E  the  sum  of  the  impressed 
forces  in  the  conductors.  From  this  we  see  that  when  the  steady  state 
of  no  current  is  reached,  and  C  =  0, 

E  =  2p, 

or  it  is  the  impressed  forces  in  the  conductors  only,  irrespective  of 
what  the  forces  may  be  in  the  condensers,  that  is  opposed  by  the  sum 
of  the  condenser  differences  of  potential.  K  no  total  impressed  force 
in  the  conductors,  the  sum  of  the  falls  of  potential  is  zero.  I  have 
forgotten  to  mention  that  the  E's  and  «'s  include  the  e.m.f.'s  of 
induction,  though,  strictly  speaking,  we  should  confine  the  term 
"  impressed  force "  to  a  force  which  is  neither  that  of  induction  nor 
derived  from  difference  of  potential. 
Now,  also, 

Q  =  '^3l(^31  +1^31)  =  '5^12(^12  +1^12)  =  'S^2S(^23  +P23)      (3) 

is  the  common  charge,  and 

C=Q  =  531(^31 +/3i)  =  etc.;    (4) 

or,  when  the  impressed  condenser  forces  are  steady, 

C=  0  =  '^31^81  =6tc. 

Put  (3)  in  (2) ;  then 

i2C  =  ^-(0-53i^3i)/53i-etc. 

Or,  RC^E  +  e-QjS,    (5) 

where  e  =  sum  of  impressed  forces  in  the  condensers,  and  S  is  the 
reciprocal  of  the  sum  of  the  reciprocals  of  their  capacities,  or  the 
capacity  of  the  three  in  sequence.  E  +  e  i&  the  total  impressed  force 
(this  must  include  the  total  E.M.F.  of  induction  in  the  circuit),  and 
QjS  the  back  force  of  elastic  displacement. 
And  when  the  steady  state  is  reached,  C  =  0,  and 

or  the  common  charge  =  total  capacity  x  total  impressed  force  (which 
now  of  course  contains  no  e.m.f.  of  induction). 
Q  being  known,  by  (3), 

P\2  =  Ql^n  "  ^2»     ®*^-» 
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give  the  falls  of  potential  in  the  condensers,  and  (1)  with  C=0  gives 
the  falls  in  the  conductors.  To  go  into  the  manner  of  fall,  the  exact 
distribution  of  impressed  force  is  required  to  be  known.  It  must 
exactly  cancel  the  impressed  force  in  the  conductors ;  and  in  the 
condensers  the  impressed  force  per  unit  length  +  the  fall  of  potential 
per  unit  length  =  (47r/c)  x  displacement  per  unit  area,  c  being  the 
specific  capacity.  The  displacement  per  unit  area  is  of  course  Q  -f  area 
of  the  condenser  considered. 

The  absolute  value  of  the  potential  anywhere  is  lefl  arbitrary,  and 
it  has  no  absolute  value,  not  signifying  any  physical  state,  which  is 
signified  by  the  electric  force.  The  potential  is  a  quantity  that  by  its 
variations  gives  an  auxiliary  distribution  of  force,  which  together  with 
the  impressed  force,  makes  up  a  complete  system  of  force  to  suit  the 
continuity  of  electricity.  Ohm's  law  and  Maxwell's  law  to  match. 
There  is  no  electrification  in  the  conductors,  or  in  the  dielectrics, 
however  the  impressed  force  varies  in  distribution.  The  only  electri- 
fication is  at  the  boundaries  between  the  dielectrics  where  the  dis- 
placement is  elastic,  and  the  conductors,  where  it  is  not  But  we 
need  not  be  misled  by  the  term  displacement  to  think  there  is  anything 
displaced  in  the  direction  of  displacement 

If  a  condenser  contain  no  impressed  force,  its  fall  of  potential  is 
proportional  to  its  elastance  (reciprocal  of  capacity);  if  it  contain 
impressed  force,  it  is  the  sum  of  the  impressed  force  and  the  difference 
of  potential  that  is  proportional  to  the  elastance. 

We  may  write 

so,  if  S :  /Sj2  =  ^2  •  ^> 

or  the  impressed  force  in  any  condenser  is  the  same  fraction  of  the 
total  impressed  force  in  all  the  condensers  as  the  elastance  of  the 
condenser  is  of  the  total  elastance,  we  have 

the  fall  of  potential  now  depending  on  the  impressed  force  in  the 
conductors,  being  the  same  fraction  as  before  mentioned  of  the  total 
conductor  impressed  force.  And  if  -^  =  0,  then  i?i2  =  ^  *  ^^*^  ^^9  ^^  ^^® 
impressed  forces  be  in  the  condensers  only,  and  proportional  in  each  to 
its  elastance,  there  is  no  difference  of  potential  in  any  part  of  the 
system  if  they  be  uniformly  spread  in  each  condenser;  otherwise  the 
conductors  are  all  at  the  same  potential,  and  the  condensers  appear 
uncharged,  but  there  are  variations  in  the  condensers  themselves. 
By  (2)  and  (3)  the  differential  equation  of  the  current  is 

CIS+BC=E  +  e, 

or,  adding  the  RM.F.  of  induction  separately,  which  is  -  Z(7,  if  Z  be 
the  inductance  of  the  circuit, 

C/S+BC+LC^il  +  i, 

which,  save  in  the  presence  of  e,  does  not  differ  from  the  ordinary  case 
of  a  coil  and  condenser.     It  is  in  the  potential  details  that  the  cases 
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of  impressed  force  in  the  conductors  and  in  the  dielectrics  retjuire  to  be 
distinguished.* 

In  the  Volta-force  experiment  (say,  copper  and  zinc),  we  have  a 
feeble  thermo-electric  force  at  the  metallic  junction,  feeble  thermo- 
electric forces  in  the  zinc  and  copper  if  temperature  varies,  and  two 
big  forces,  one  of  a;  +  -8  volt,  say,  in  a  thin  layer  of  the  dielectric  next 
the  zinc  surface,  and  one  of  x  volt  similarly  at  the  other  end  of  the 
dielectric.  On  charging,  the  rise  of  potential  is  very  nearly  as  much  at 
the  zinc  layer,  with  very  nearly  as  much  fall  as  before  at  the  copper 
kyer. 

The  theory  of  impressed  force  and  potential  in  a  dielectric  is  curiously 
illustrated  by  the  phenomenon  of  absorption.  The  electric  elasticity 
is  not  perfect;  under  the  action  of  the  stress  the  dielectric  slowly 
yields,  and  with  it  a  part  of  the  displacement  set  up  by  an  impressed 
force  outside  ceases  to  be  of  the  elastic  character,  becoming  intrinsic, 
and  the  difference  of  potential  falls,  requiring  more  current  to  enter  to 
keep  up  the  difference  of  potential. 

The  first  discharge,  like  the  first  charge,  is  of  elastic  displacement 
What  is  left,  which  shows  no  signs  of  being  there  at  all,  was  elastic, 
but  is  no  longer  so.  We  may  regard  it  as  being  kept  up  by  uniformly 
distributed  impressed  force  in  the  dielectric  itself,  arising  from  altered 
state  of  the  dielectric  produced  by  loss  of  elasticity.  In  time  it  recovers 
itself,  or  the  impressed  force  is  taken  off,  when  the  residual  charge 
shows  itself  by  the  difference  of  potential  it  can  now  produce. 

To  really  discharge  the  condenser  at  once,  we  must  apt)ly,  after  the 
first  discharge,  an  opposite  impressed  force  of  the  right  amount,  of 
course  apparently  charging  the  condenser  oppositely  to  before.  Leave 
it  to  itself,  disconnected,  and  the  apparent  charge  will  gradually  dis- 
apj)ear.t 

Residual  magnetisation  in  soft  iron  is  somewhat  analogous,  but  the 
effect  is  of  far  greater  magnitude,  and  there  is  permanent  set  as  well, 
which  becomes  predominant  in  intrinsic  steel  magnets.  But  we  can 
set  up  permanent  set  of  displacement  also  in  a  dielectric,  as  by  passing 
a  current  through  warm  glass  and  then  cooling  it.  It  is  then  like  a 
permanent  magnet. 

If  we  had  conductors  for  magnetic  induction  (analogous  to  electric 
conductors),  we,  by  magnetising  a  plate  of  iron,  setting  up  residual 
magnetisation,  could  apparently  discharge  it  so  as  to  snow  no  force 
outside.  It  would  then  be  like  the  charged  condenser  (in  which 
"  absorption  "  has  occurred)  after  its  apparent  discharge. 

*  [The  above  investigation  may  be  compared  with  that  on  p.  376  anUt  relating 
to  condensers  in  sequence,  subjected  to  a  simple-harmonic  impressed  force.] 

t  [See  Sections  x.  and  xii.  of  the  next  Art.,  XXX.] 
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XXX.    ELECTROMAGNETIC  INDUCTION  AND  ITS 

PROPAGATION. 

[The  Elecirician,  1886-6-7.  Section  I.,  Jan.  3,  1885,  p.  148;  II.,  Jan.  10, 
p.  178;  III..  Jan.  24,  p.  219;  IV.,  Feb.  21,  p.  306;  V.,  March  14.  p.  366;  VI., 
April  4,  p.  430 ;  VH..  April  25,  p.  490 ;  VIII..  May  15,  p.  6  (vol.  15) ;  IX.,  June 
12,  p.  73;  X.,  July  3,  p.  134;  XI.,  July  17,  p.  170;  XII.,  August  7,  p.  230; 
XIIl.,  August  21,  p.  270 ;  XIV.,  August  28,  p.  290 ;  XV.,  September  4,  p.  301 ; 
XVI.,  October  9,  p.  408;  XVII.,  Nov.  1.%  p.  6  (vol.  16);  XVin.,  Nov.  27, 
p.  46;  XIX..  Dec.  11,  p.  86;  XX.,  Dec.  18,  1885,  p.  106;  XXL,  Jan.  1,  1886, 
p.  146;  XXn.,  Jan.  15,  p.  186;  XXIH.,  Jan.  22,  p.  206 ;  XXIV.,  March  26, 
p.  386.  The  second  haJf  of  this  article  is  in  Vol.  H.,  with  the  references 
thereto.] 

Section  I.    Rough  Sketch  of  Maxwell's  Theory. 

ConducHiity,  Capacity^  and  Permeability, 

In  the  electromagnetic  scheme  of  Maxwell  there  are  recognised  to  be 
three  distinct  properties  of  a  body  considered  with  reference  to  electric 
force  and  magnetic  force,  viz.,  conductivity,  electrostatic  capacity,  and 
magnetic  permeability.  The  body  may  support  a  conduction  current, 
it  may  support  electric  displacement,  and  it  may  support  magnetic 
induction.  These  three  phenomena  may,  and  in  general  do,  coexist 
at  any  one  point.  Quantitatively  considered,  they  are  all  vector 
magnitudes,  having  definite  directions  as  well  as  strengths,  which  are 
reckoned  per  unit  area  perpendicular  to  their  directions  in  terms  of 
chosen  units. 

The  facility  of  supporting  the  three  states  of  conduction  current, 
electric  displacement  and  magnetic  induction  varying  with  the  nature 
of  the  medium  for  equal  amounts  of  energy  concerned,  brings  in  three 
coefficients,  the  electric  conductivity  k,  the  electric  capacity  c,  and  the 
magnetic  permeability  /x.  At  first  sight  it  might  appear  as  if  three 
other  vector  magnitudes  related  to  the  former  by  these  coefficients 
were  involved ;  but  in  reality  there  are  but  two,  the  electric  force  and 
the  magnetic  force,  the  former  being  connected  with  both  the  con- 
duction current  and  the  displacement. 

First  we  have  Ohm's  law.  C  being  the  conduction  current-density, 
E  the  electric  force,  and  k  the  specific  conductivity, 

C  =  ^•E (Conduction  current)  (1) 

Far  more  is  known  about  conductivity  than  about  capacity  or 
permeability.  In  an  unstrained  isotropic  metal,  k  appears  to  depend 
on  the  temperature  only,  and  not  to  vary  rapidly  with  it.  That  is, 
k  is  practically  a  constant,  which  simplicity  is  of  great  utility.  Within 
wide  limits  k  is  independent  of  the  current  or  the  electric  force. 

The  range  of  conductivity  in  difierent  media  is  very  great.  From 
the  conductivity  of  copper  to  that  of  cold  glass  is  such  an  enormous 
range  as  to  compare  with  astronomical  ratios,  and  it  speaks  well  for 
electrical  science  that  it  can  compare  definitely  such  widely  differing 
magnitudes. 
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Dry  air  in  its  ordinary  state  appears  to  have  no  conductivity.  But 
it  is  a  vacuum  that  is  the  perfect  non-conductor  in  Maxwell's  theory. 
Where  there  is  no  matter,  in  the  ordinary  sense,  there  is  no  dissipation 
of  energy ;  and  ether,  whatever  it  be,  is  perfectly  conservative  and 
non-dissipative,  dynamically  considered.  Dissipation  of  energy  is  a 
necessary  accompaniment  of  a  conduction  current,  so  far  as  is  known  ; 
though  of  course  a  perfect  conductor  can  be  imagined  in  which  a 
continuous  current  developed  no  heat.  But  ether  cannot  be  this 
perfect  conductor  consistently  with  the  propagation  of  magnetic  dis- 
turbances, for  none  can  be  propagated  in  a  perfect  conductor.  Grant 
that  they  are  propagated  in  pure  ether  (space  from  which  all  **  matter  " 
has  been  removed)  without  loss  of  energy  in  the  medium,  and  it  follows 
that  ether  is  the  perfect  non-conductor.  This  however,  somewhat 
anticipates  electric  displacement  and  magnetic  induction. 

Equation  (1)  is  a  vector  equation.  In  an  isotropic  medium  iE;  is  a 
scalar  constant.  We  may  symbolise  E,  C,  or  other  physical  vector 
magnitudes  by  geometrical  vectors,  lines  drawn  of  the  proper  lengths 
and  in  the  proper  directions.  Thus  E  is  one  vector,  G  is  another,  and 
when,  as  ordinarily,  k  is  a  scalar  constant,  (1)  says  simply  that  C  and  E 
are  parallel,  and  that  G  is  A;  times  as  long  as  E.  Vector  quantities  are 
compounded  like  velocities  ;  in  a  vector  equation  containing  n  vectors, 
separated  by  4-  or  -  signs,  the  n  vectors  form  the  n  sides  of  a 
polygon.  But  two  straight  lines  cannot  enclose  a  space,  so,  in  equation 
(1),  G  and  /:E  are  parallel  and  equal. 

But  in  a  body  eolotropic  as  regards  conductivity,  G  and  E  are  only 
exceptionally  parallel.  Using  the  same  equation  (1)  to  represent  the 
relation  between  them,  A;,  from  being  a  scalar  constaiit,  becomes  a  linear 
operator ;  A'E  must  be  regarded  as  a  single  symbol,  being  E  operated 
upon  by  A;  in  a  certain  manner,  turning  it  into  a  new  vector  A;B.  The 
operation  is  a  little  complex  when  expressed  in  Cartesian  co-ordinates 
referred  to  any  axes,  so  it  is  better  to  define  once  for  all  the  meaning 
to  be  attached  to  k  when  eolotropy  is  to  be  included,  and  then  use 
equation  (1),  rather  than  be  repeating  the  Cartesian  operations  over 
and  over  again.  The  following  defines  the  operation  k,  and  the  same 
will  serve  for  c  and  /x  later.  First  let  there  be  no  rotatory  power. 
Then,  in  three  directions,  mutually  perpendicular,  fixed  in  a  body  at 
the  point  considered,  depending  on  its  structure  there,  Ohm's  law,  as 
ordinarily  considered,  is  obeyed.  That  is  to  say,  if  electric  forces 
Ej,  Eg,  E3  act  successively  parallel  to  the  above  mentioned  directions 
or  the  principal  axes  of  conductivity,  and  Gj,  Gg,  G3  be  the  correspond- 
ing currents,  Gj  will  be  parallel  to  Ep  Gg  to  Eg,  and  G3  to  B,,  and 
we  shall  have 

Ci  =  ^iBj,      Cg  =  ^^2^2'      ^3  =  ^*s^» 
and  C^-k^E^,      C^^k^E^      O^^k^E^,    (2) 

where  k^,  k^,  k^  are  scalar  constants,  being  the  principal  conductivities, 
and  Cj  is  the  tensor  or  magnitude  of  Cj,  C^  of  Cg,  etc.  From  these  we 
may  find  the  current  when  the  force  acts  in  any  other  direction  than 
parallel  to  one  of  the  principal  axes.     For  if  E  be  the  force,  let  ita 
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components  parallel  to  the  axes  be  E^,  E^,  E3 ;  the  components  of  the 
current  will  then  be  Cj,  Cg,  Cg,  as  defined  by  (2).  Compounding  them, 
we  get  C.  Thus  the  relation  of  G  to  E  requires  a  knowledge  of  the 
principal  conductivities  and  the  directions  of  the  principal  axes. 

But  should  the  body  possess  rotatory  power,  the  above  process  is 
incomplete.  Let  c  be  a  vector,  directed  parallel  to  the  conductivity 
axis  of  rotation,  and  of  length  properly  chosen ;  then,  to  the  current  as 
found  by  the  above  process  must  be  added  another  current  expressed  by 

VcE,    (Vector  product)  (3) 

which  stands  for  a  vector  whose  direction  is  perpendicular  to  the 
plane  containing  €  and  E,  and  whose  length  equals  the  product  of  the 
length  of  €  into  that  of  E,  into  the  sine  of  the  angle  between  their 
directions.  This  also  defines  the  prefix  V  before  two  vectors.  The 
+  direction  is  defined  thus.  Let  c  and  E  be  the  short  and  the  long 
hands  of  a  watch.  Let  €  point  to  XIL  and  E  anywhere  else.  The 
angle  between  c  and  E  is  measured  positive  in  the  usual  direction  of 
motion  of  the  hands,  and  the  direction  of  VcE  when  positive  is  from 
the  face  to  the  back. 

It  is  possible,  consistent  with  the  linear  principle,  for  k^,  k^  k^  to  be 
all  zero,  and  c  not  zero.     Then 

C  =  V€E 

simply ;  the  current  is  always  perpendicular  to  the  force,  of  maximum 
strength  when  €  and  E  are  perpendicular,  and  vanishing  when  they  are 
parallel. 

Returning  to  equation  (1),  multiply  it  by  K     Then 

EC  =  E/:E=0,    say (Dissipativity)  (4) 

Q  is  the  dissipativity  per  unit  volume.  It  is,  in  the  first  place,  the  rate 
of  working  of  the  force  E,  and  next,  by  the  experimental  law  of  Joule, 
the  rate  of  generation  of  heat  per  unit  volume.  (4)  is  a  scalar  equation. 
All  our  equations  will  be  either  wholly  scalar  or  wholly  vector.  In 
case  of  isotropy,  with  k  a  scalar  constant,  we  may  write 

Q  =  kE^', 

or,  since  E^k'Wy 

Q^k-W^ 

where  k"^  is  the  specific  resistance,  a  more  familiar  form  of  Joule's  law. 
But  in  general,  when  k  is  a  linear  operator,  we  must  not  take  WcE  ==  kE^, 
unless  E  act  parallel  to  one  of  the  principal  axes,  when  we  may  do 
so,  with  the  appropriate  value  of  k  for  that  axis.  When  E  and  G  are 
not  parallel,  the  product  EG  means  the  strength  of  E  multiplied  by  that 
of  C,  and  by  the  cosine  of  the  angle  between  their  directions  ;  which  of 
course  includes  the  common  algebraic  meaning  of  EG,  since  when 
E  and  G  are  parallel,  cosO*  =  1.  Referred  to  three  rectangular  axes,  if 
E^y  E^  E^  are  the  scalar  components  of  E,  and  C^,  C^  C^  those  of  G,  then 

EC  =  i^i^i  4-  E^C^  +  E^C^    (Scalar  product)  (5) 

which  is  an  equivalent  definition  of  EG. 

Coming  next  to  specific  capacity,  although  there  are  media,  as  air. 
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which  appear  to  have  no  conductivity,  yet^  by  the  continuity  of  the 
electric  current,  they  can  support  current ;  not  steady,  but  transient, 
and  stopped  elastically.  By  an  obvious  mechanical  analogy  the  in- 
tegral current  is  termed  the  electric  displacement.  Let  this  be  D,  and 
let  E,  as  before,  be  the  electric  force.     We  have  then 

D  =  cE/iv (Electric  displacement)  (6) 

The  excrescence  47r  is  a  mere  question  of  units,  and  need  not  be  dis- 
cussed here.  The  ivB  are  particularly  obnoxious  and  misleading  in 
the  theory  of  magnetism.  Privately  I  use  units  which  get  rid  of  Uiem 
completely,  and  then,  for  publication,  liberally  season  with  ivs  to  suit 
the  taste  of  B.  A.  unit-fed  readers.  Of  course,  if  it  comes  to  numerical 
comparisons  we  should  have  to  consider  the  ratios  of  units  in  the 
ordinary  to  what  I  may  call  the  rational  system.     Sometimes  it  is 

s/Jtt,  sometimes  (47r)"*,  sometimes  47r,  sometimes  unity,  but  in  the 
mere  algebra  it  is  simply  a  matter  of  putting  in  47r's  here  and  there 
in  translating  from  rational  to  ordinary  units.     [See  pp.  199,  262.] 

In  a  dielectric  medium,  the  force  and  the  displacement  are  simul- 
taneous, like  the  force  and  the  current  in  a  conductor.  Time  does  not 
appear  in  the  equations.  In  an  isotropic  dielectric,  c  is  simply  a  scalar 
constant;  in  an  eolotropic  dielectric  it  is,  as  described  above  for  k,  a 
linear  vector  operator,  with  this  difference,  however,  that  there  is  no 
rotatory  vector  e,  so  that  the  relation  of  D  to  E  is  settled  by  the  values 
of  the  principal  capacities,  and  their  axes. 

Multiply  (6)  by  JE ;  then 

JED  =  EcE/87r=i7,  say.  (Electric  energy)  (7) 

U  is  the  electric  energy  per  unit  volume,  the  work  done  by  the  force 
on  the  displacement  as  they  rise  from  0  to  their  final  values,  or  the 
final  displacement  multiplied  by  the  mean  force  which  produced  it. 
This  energy  is  stored,  and  is  recoverable  in  work  like  the  energy  of 
a  perfectly  elastic  strained  spring.  It  is  unnecessary  to  assume  that 
there  is  any  real  displacement  of  anything  in  the  direction  of  the 
electric  displacement.  All  the  electric  and  magnetic  quantities  are 
more  or  less  abstractions,  measurable  abstractions,  whose  real  signi- 
fication is  as  yet  unknown. 

Far  less  is  known  of  c  than  of  k,  and  it  is  not  so  agreeably  definite 
as  k.  Solid  dielectrics  appear  to  have  imperfect  electric  elasticity,  as 
they  have  imperfect  mechanical  elasticity.  The  bent  spring,  with  the 
applied  force  removed,  and  brought  quietly  to  rest,  is  not  exactly  in  its 
equilibrium  position.  A  small  part  of  the  displacement  remains,  and 
slowly  disappears.  This  is  easily  shown  when  not  visible  to  the  eye  by 
using  a  microphonic  contact;  though,  by  the  way,  the  variability  of 
the  contact  itself  makes  it  a  bad  method.  Most  likely  there  is  no  such 
thing  as  a  perfect  return  even  with  small  displacements;  we  cannot 
draw  a  hard  and  fast  line  to  mark  the  limit  of  perfect  elasticity. 

All  non-conductors  are  dielectrics.  Bad  conductors  are  also  dielec- 
trics. Good  conductors,  even  the  best,  may  be  dielectrics  as  well,  so 
that  with  a  force  E  we  shall  have  a  conduction  current  iES  and  a 


ELECTROMAGNETIC  INDUCTION  AND  ITS  PROPAGATION.    433 

displacement  {iir)-hE  co-ezisting.  But  in  such  case,  as  well  as  in 
the  case  of  known  dielectric  power  of  had  conductors,  A;E  is  not  the 
complete  or  true  current,  unless  the  displacement  remains  steady.  The 
time-variation  of  the  displacement  is  itself  an  electric  current,  and  the 
true  current  is  the  sum  of  the  conduction  current  and  of  the  rate  of 
increase  of  the  displacement.  Let  F  be  the  true  current;  we  then 
have,  in  a  conducting  dielectric,  or  dielectric  conductor, 

C  =  ifeB,        D  =  cB/47r, 

r  =  C  +  i)  =  A;E  +  cE/47r.    (True  current)  (8) 

Put  (7  =  0  in  a  pure  conductor,  and  ^  =  0  in  a  pure  dielectric.  It  is 
the  true  current  that  is  "  the  current "  when  we  come  to  induction  and 
variable  states. 

In  the  equation  r  =  C4-D  we  have  three  vectors.    They  form  the 

three  sides  of  a  triangle,  unless  D  should  be  parallel  to  C.  But  D  may 
not  be  parallel  to  C,  nor  need  it  be  parallel  to  D.  If  we  charge  a 
condenser  formed  of  two  large  flat  opposed  conductors  very  close 
together,  the  displacement  current,  when  setting  up  the  displacement, 
^»  ^y  general  reasoning,  parallel  to  the  displacement — at  least  away 
from  the  edges.  But  this  is  not  invariable.  When  charged  conductors 
are  discharged,  the  displacement  current  does  not  in  general  follow  the 
tubes  of  displacement  To  do  so  would  require  instantaneous  pro- 
pagation of  the  disturbances  to  infinite  distances.  The  displacement 
current  may  be  perpendicular  to  the  displacement — viz.,  when  the 
displacement  at  a  certain  place  changes  its  direction  without  changing 
in  amount. 
Multiply  (8)  by  E ;  then 

E^  =  E^•E  +  EcB/47^=e+  U'    (9) 

The  rate  of  working  of  the  force  is  accounted  for  partly  in  heating 
(Q  per  second),  and  partly  in  the  increase  in  the  energy  U  of  the 
displacement  (Equations  (4)  and  (7)).  The  first  is  lost  from  the 
system,  the  latter  is  stored. 

Whilst  conductivity  depends  on  the  presence  of  matter,  the  existence 
of  capacity  is  independent  of  matter,  though  modified  in  amount  by  its 
presence.  That  is,  capacity  is  a  function  of  the  ether,  which  is  the 
standard  dielectric  medium  of  least  capacity.  Ether  is  a  very  wonder- 
ful thing.  It  may  exist  only  in  the  imaginations  of  the  wise,  being 
invented  and  endowed  with  properties  to  suit  their  hypotheses;  but 
we  cannot  do  without  it  How  is  energy  to  be  transmitted  through 
space  without  a  medium  ?  Yet,  on  the  other  hand,  gravity  appears  to 
be  independent  of  time.  Perhaps  this  is  an  illusion.  But  admitting 
the  ether  to  propagate  gravity  instantaneously,  it  must  have  wonderful 
properties,  unlike  anything  we  know. 

Coming  next  to  permeability,  all  bodies  sustain  magnetic  induction, 
and  most  of  them  to  nearly  the  same  degree.  H  being  the  magnetic 
force,  B  the  induction,  and  fx  the  permeability, 

B  —  fiR (Magnetic  induction)  (10) 

fi  is  taken  as  unity  in  ether  (in  the  ''electromagnetic"  system  of  units), 

H,E.P.— VOL,  1.  2  s 
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and  is  either  a  little  greater  or  a  little  less  in  most  bodies.  Bat  in 
some  bodies  it,  very  singularly,  runs  up  to  large  numbers.  Iron  is  the 
principal  offender ;  then  come  nickel  and  cobalt,  minor  magnetics,  but 
far  removed  from  the  crowd  of  almost  unmagnetisable  substances. 
Fe  =  56,  Ni  and  Co  about  58-5.     What  can  it  be  ? 

The  linear  connection  between  H  and  B  is  very  unsatisfactory.  Not 
merely  does  /x  vary  with  the  temperature,  and  enormously  firom  one 
piece  of  iron  to  another,  being,  with  moderate  strength  of  magnetic 
force,  largest  in  the  softest  iron  and  smallest  in  hard  steel,  but  it  varies 
with  the  magnetic  force,  first  increasing  with  the  force,  and  then,  more 
importantly,  decreasing  greatly ;  how  far  down  is  unknown.  To  make 
matters  worse,  part  of  the  induction  produced  by  applied  magnetising 
force  becomes  fixed,  for  the  time,  remaining  after  the  removsJ  of  the 
force.  Thus  the  linear  connection  between  H  and  B  must  be  taken 
with  salt.  But  within  moderate  limits,  and  excluding  permanent 
magnetisation,  which  requires  separate  consideration,  /x  in  equation  (10) 
may  be  taken  to  be,  like  k  and  c  before,  a  scalar  constant  in  case  of 
isotropy,  and  a  linear  vector  operator  in  eolotropic  media,  being  then, 
like  c,  self-conjugate,  or  without  the  rotatory  power. 

ix  in  soft  iron  is  said  to  run  up  to  5,000  or  10,000  (Rowland's 
experiments.  I  forget  the  exact  figures).  But  in  general  it  is  very 
far  lower  than  these  tremendous  figures.  From  experiments  on  the 
retardation  of  coils  made  some  years  ago,  including  straight  solenoids, 
I  concluded  that  fi  =  from  50  to  200  was  safe,  [for  small  forces]. 

Not  B,  but  B/47r  should  be  the  magnetic  induction  to  compare 
with  D,  the  electric  induction,  or  displacement.  So,  dividing  (11) 
by  47r,  and  then  multiplying  by  ^H,  we  have 

iHB/47r=HfiH/87r  =  r,  say.  (Magnetic  energy)  (11) 

T  is  the  energy  of  the  magnetic  induction  per  unit  volume,  when  wholly 
induced,  and  acting  conservatively,  [within  the  elastic  limits]. 

Section  II.    On  the  Transmission  of  Energy  through  Wires  by 

THE  Electric  Current. 

Consider  the  electric  current,  how  it  flows.  From  London  to  Man- 
chester, Edinburgh,  Glasgow,  and  hundreds  of  other  places,  day  and 
night,  are  sent  with  great  velocity,  in  rapid  succession,  backwards  and 
forwards,  electric  currents,  to  effect  mechanical  motions  at  a  distance, 
and  thus  serve  the  material  interests  of  man. 

By  the  way,  is  there  such  a  thing  as  an  electric  current  ?  Not  that 
it  is  intended  to  cast  any  doubt  upon  the  existence  of  a  phenomenon  so 
called ;  but  is  it  a  current— that  is,  something  moving  through  a  wire  f 
Now,  although  nothing  but  very  careful  inculcation  at  a  tender  age, 
continued  unremittingly  up  to  maturity,  of  the  doctrine  of  the  materi- 
ality of  electricity,  and  its  motion  from  place  to  place,  would  have 
made  me  believe  it,  still,  there  is  so  much  in  electric  phenomena  to 
support  the  idea  of  electricity  being  a  distinct  entity,  and  the  force  of 
habit  is  so  great,  that  it  is  not  easy  to  get  rid  of  the  idea  when  once  it 
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has  been  formed.  In  the  historical  development  of  the  science,  static 
phenomena  came  first.  In  them  the  apparent  individuality  of  electri- 
city, in  the  form  of  charges  upon  conductors,  is  most  distinctly  indicated. 
The  fluids  may  be  childish  notions,  appropriate  to  the  infancy  of  science ; 
but  still  electric  charges  are  easily  imaginable  to  be  quantities  of  a 
something,  though  not  matter,  which  can  be  carried  about  from  place 
to  place.  In  the  most  natural  manner  possible,  when  dynamic  electri- 
city came  under  investigation,  the  static  ideas  were  transferred  to  the 
electric  current,  which  became  the  actual  motion  of  electricity  through 
a  wire.  This  has  reached  its  fullest  development  in  the  hands  of  the 
German  philosophers,  from  Weber  to  Clausius,  resulting  in  ingenious 
explanations  of  electric  phenomena  based  upon  forces  acting  at  a 
distance  between  moving  or  fixed  individual  elements  of  electricity. 
It  so  happened  that  my  first  acquaintance  with  electricity  was  with  the 
djmamic  phenomena,  and  after  I  had  read  with  absorbed  interest  that 
instructive  book,  TyndalFs  "  Heat  as  a  Mode  of  Motion."  This  may 
explain  why,  when  it  came  later  to  book-learning  regarding  electricity, 
I  had  the  greatest  possible  repugnance  to  all  the  explanations,  and 
could  not  accept  the  electric  current  to  be  the  motion  of  electricity 
(static)  through  a  wire,  but  thought  it  something  quite  different.  I 
simply  did  not  believe,  except  so  far  as  mere  statements  of  experimental 
facts  were  concerned.  This  had  its  disadvantages ;  one  can  get  on 
faster  if  one  has  sufficient  faith — which  we  know  moves  mountains — 
to  accept  a  certain  hypothesis  unhesitatingly  as  a  fact,  and  work  out  its 
consequences  undouotingly,  regardless  of  the  danger  of  fixing  one's 
ideas  prematurely. 

As  Maxwell  remarked,  we  know  nothing  about  the  velocity  of 
electricity ;  it  may  be  an  inch  in  a  year  or  a  million  miles  in  a  second. 
Following  this  up,  it  may  be  nothing  at  all.  In  fact,  it  is  only  on  the 
hypothesis  that  the  electric  current  is  something  moving,  a  definite 
quantity  in  a  given  space,  that  we  can  entertain  the  idea  of  its  possess- 
ing velocity.  Then,  the  product  of  its  hypothetical  density  into  its 
velocity  is  the  measure  of  the  current ;  but,  being  a  mere  hypothesis, 
unless  we  chose  to  accept  it,  to  talk  of  the  velocity  of  electricity  in  the 
electric  current  becomes  meaningless.  On  the  other  hand,  when  we 
apply  the  ideas  of  abstract  dynamics  to  electricity,  and  compare  the 
electric  current  to  a  velocity,  it  is  not  the  above  supposititious  velocity  of 
electricity  tbat  is  referred  to  in  any  way.  It  has  no  meaning  now.  It  is 
the  supposed  velocity  of  electricity  in  the  electric  current ;  whereas,  in 
the  dynamical  theory,  it  is  the  electric  current  itself  that  is  a  velocity, 
in  the  generalized  sense,  with  the  electromotive  force  as  the  generalized 
force ;  so  that  force  x  velocity  =  activity.  In  only  one  sense  do  I  think 
we  can  speak  of  the  velocity  of  electricity,  consistent  with  Maxwell's 
theory,  viz.,  by  the  hypothesis  that  the  electric  current  in  a  wire  is  the 
continuous  discharge  of  contiguous  charged  molecules,  when  plainly  we 
can  call  the  velocity  of  motion  of  a  molecule  the  velocity  of  the  charge 
it  carries.  As  between  the  molecules  we  have  the  electric  medium  the 
ether,  this  view  of  the  conduction  current  ultimately  resolves  itself  into 
"  displacement "  currents  in  a  dielectric. 
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But  is  there  not  the  fact  that  we  can  send  a  current  into  a  long 
circuit,  and  that  it  plainly  travels  along  the  wire,  taking  some  time  to 
arrive  at  the  other  end  1  Does  that  not  show  that  electricity  travels 
through  the  wire  1  To  this  I  should  have  answered  formerly,  when 
filled  with  '*  Heat  as  a  Mode  of  Motion,"  that  it  is  a  fact  that  there  is 
a  transformation  of  energy  in  the  battery,  and  that  this  energy  is 
transmitted  through  the  wire,  there  suffering  another  transformation, 
viz.,  into  heat ;  that  when  the  current  is  set  up  steadily,  the  heat  is 
generated  uniformly ;  that  the  electric  current  in  the  wire  is  therefore 
some  kind  of  stationary  motion  of  the  particles  of  the  wire,  not  exactly 
like  heat,  but  having  some  peculiarity  of  a  directional  nature  making 
the  difierence  between  a  positive  and  a  negative  current ;  but  that  there 
was  no  evidence  in  the  closed  circuit  of  any  motion  of  electricity  through 
the  wire,  but  only  of  a  transfer  of  energy  through  the  wire. 

However,  leaving  personal  details  of  no  importance  to  anyone  but 
myself,  let  us  consider  the  transmission  of  energy  through  a  wire.  To 
fix  ideas,  let  our  circuit  be  an  insulated  suspendcKi  wire  from  London  to 
Edinburgh,  and  that  we  transmit  energy  to  Edinburgh  from  a  battery 
in  London,  the  circuit  being  completed  through  the  earth.  Let  the 
current  be  kept  on.  In  the  first  place  the  phenomenon  is  steady.  It 
does  not  change  with  the  time,  r^ext  we  find  that  the  magnetic  force 
about  the  wire  is  the  same  everywhere  at  the  same  distance,  or  the 
wire  is  in  the  same  condition  as  regards  the  magnetic  induction  outside 
it,  and  when  we  apply  our  knowledge  to  the  interior  of  the  wire, 
regarded  as  a  bundle  of  smaller  wires,  we  find  that  the  magnetic  force 
in  the  wire  does  not  vary  along  its  length.  Again,  heat  is  being 
generated  within  the  wire  at  a  uniform  rate  (a  part  of  the  steadiness 
above  mentioned),  and  next,  this  phenomenon  is  also  the  same  all  along 
the  wire.  Heat  is  undoubtedly  a  kinetic  phenomenon,  hence  the 
electric  current  is  also,  at  least  in  part,  a  kinetic  phenomenon.  The 
electric  current  is  not  itself  heat;  but  as  its  existence  in  the  wire 
involves  the  continued  production  of  heat,  we  conclude  that  some  kind 
of  motion  is  necessarily  involved  in  the  electric  current  apart  from  the 
heat  produced,  and  from  the  uniformity  of  effect  in  different  parts  of 
the  wire,  that  it  is  a  kind  of  stationary  motion.  Again,  the  electric 
force  is  the  same  all  through  the  wire.  There  seems  no  difference 
between  one  part  and  anotner.  Outeide  the  wire,  in  the  dielectric, 
however,  there  is  a  difference,  for  the  electric  force  varies  not  only  at 
different  distances  from  the  wire  but  also  at  the  same  distance  outside 
different  parts  of  the  wire.  (We  disregard  here  all  irregularities  due 
to  other  conductors  and  currents.) 

Passing  to  the  battery,  the  complexity  of  conditions  makes  it  more 
difficult  to  follow,  though  the  state  of  electric  force  and  magnetic  force 
and  heat  generation  is  reducible  to  the  same,  and  may  be  made  identi- 
cally the  same  as  in  the  wire  by  properly  choosing  its  shape,  etc.  But 
in  the  battery  there  is  a  very  remarkable  thing  taking  place,  namely, 
the  loss  of  chemical  energy  at  a  steady  rate ;  and  in  the  system  generally, 
a  still  more  remarkable  thing,  an  exactly  equivalent  steady  gain  of 
heat.    Heat  that  might  have  been  produced  on  the  spot  by  the  chemical 
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action,  otherwise  conducted,  appears  all  over  the  circuit.  How  does  it 
get  there  1  The  natural  answer  is,  through  the  wire.  But  to  get  to 
the  further  parts  of  the  wire  it  must  go  through  the  nearer,  hence  there 
must  be  what  we  may  call  an  energy-current,  which,  in  the  wire,  at  a 
given  place,  would  be  the  rate  of  transfer  of  energy  through  a  cross 
section  there.  Now,  which  way  is  the  energy-current  directed?  It 
would  seem  only  fair  to  let  it  go  both  ways  equally  from  the  battery. 
Let  it  be  so  first  Then  there  is  an  energy-current  entering  the  wire, 
equal  to  one-half  the  dissipativity,  which  falls  in  strength  regularly  up 
to  the  middle  of  the  wire,  where  it  is  zero.  It  falls  in  strength  on 
account  of  the  heat  generation.  Similarly  the  other  energy-current  goes 
through  the  earth  to  Edinburgh  almost  unabated  in  strength,  and  is 
then  directed  from  Edinburgh  to  the  middle  of  the  wire,  where  its 
strength  also  falls  to  nothing.  This  seems  absurd.  Then  let  the 
energy-current  be  directed  one  way  only,  say  with  the  positive  current. 
If  the  positive  pole  of  the  battery  is  to  line,  we  have  an  energy-current 
in  one  direction  all  round  the  circuit,  London  to  Edinburgh,  and  back 
through  earth.  If  of  maximum  strength  at  the  battery  it  falls  nearly  to 
nothing  at  the  distant  end,  and  quite  to  nothing  through  the  earth  up 
to  the  other  pole  of  the  battery.  But  we  have  no  data  whatever  to  ^x 
whereabouts  the  place  of  maximum  energy-current  is.  It  requires  a 
second  assumption.  The  reader  may  similarly  consider  the  effect  of 
reversing  the  battery,  or  of  making  the  energy-current  be  directed  with 
the  negative  current.  There  is  no  getting  at  anything  definite,  except 
that  the  energy-current  must  vary  very  widely,  though  regularly,  m 
strength,  whilst  there  is  nothing  to  fix  which  way  it  is  directed,  or 
where  the  maximum  strength  is.  Again,  the  energy-current  is  a  kinetic 
phenomenon,  and  as  it  varies  so  widely  in  different  parts,  we  might 
expect  different  parts  of  the  wire  itself  to  be  in  different  electrical 
states,  which  is  exactly  what  we  do  not  do ;  for  though  its  potential 
varies,  yet  potential  is  not  a  physical  state,  but  a  mere  scientific 
concept. 

Had  we  not  better  give  up  the  idea  that  energy  is  transmitted 
through  the  wire  altogether  1  That  is  the  plain  course.  The  energy 
from  the  battery  neither  goes  through  the  wire  one  way  nor  the  other. 
Nor  is  it  standing  still.  The  transmission  takes  place  entirely  through 
the  dielectric  What,  then,  is  the  wire  1  It  is  the  sink  into  which  the 
energy  is  poured  from  the  dielectric  and  there  wasted,  passing  from  the 
electrical  system  altogether.  All  [the  above  mentioned]  difficulties 
now  disappear. 

That  the  energy  of  the  battery  passes  into  heat  immediately  would 
require  its  instantaneous  transmission  to  all  parts  of  the  wire,  which 
cannot  be  entertained.  There  must  be  an  intermediate  state  or  states, 
after  leaving  the  battery  and  before  becoming  heat.  And  there  must 
be  a  definite  amount  of  energy  in  transit  at  a  given  moment ;  in  the 
steady  state  this  must  be  of  constant  amount,  just  as  the  total  rate 
of  transmission  is  of  constant  amount.  We  must  not,  however, 
individualize  particular  elements  of  energy,  and  follow  their  motions, 
but  regard  the  matter  quantitatively  only.    The  energy  in  transit  may 
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be  compared  to  the  energy  of  a  machine  which  is  transmitting  motion  ; 
if  done  at  a  steady  rate,  it  remains  constant  and  definite,  and  the  rate 
of  transmission  is  definite. 

Now,  in  Maxwell's  theory  there  is  the  potential  energy  of  the  dis- 
placement produced  in  the  dielectric  parts  by  the  electric  force,  and 
there  is  the  kinetic  or  magnetic  energy  of  the  magnetic  induction  due 
to  the  magnetic  force  in  all  parts  of  the  field,  including  the  conducting 
parts.  They  are  supposed  to  be  set  up  by  the  current  in  the  wire. 
We  reverse  this;  the  current  in  the  wire  is  set  up  by  the  energy 
transmitted  through  the  medium  around  it.  The  sum  of  the  electric 
and  magnetic  energies  is  the  energy  of  the  electric  machinery  which  is 
transmitting  energy  from  the  battery  to  the  wire.  It  is  definite  in 
amount,  and  the  rate  of  transmission  of  energy  (total)  is  also  definite  in 
amount. 

It  becomes  important  to  find  the  paths  along  which  the  energj  is 
being  transmitted.  First  define  the  energy-current  at  a  point  to  be  the 
amount  of  energy  transferred  in  unit  time  across  unit  area  perpendicular 
to  the  direction  of  transmission.  As  the  present  section  is  argumenta- 
tive and  descriptive  only,  we  cannot  enter  into  mathematical  details 
further  than  to  say  that  if  H  be  the  vector  magnetic  force,  and  £  the 
vector  electric  force,  not  counting  impressed  forces,  the  energy-current, 
as  above  defined,  is  VEH/47r  (see  equation  (3)  for  definition  of  V). 
This  is  true  universally,  irrespective  of  the  nature  of  the  medium  as  to 
conductivity,  capacity,  and  permeability,  or  as  to  eolotropy  or  isotropy, 
and  tnie  in  transient  as  well  as  in  steady  states.  A  line  of  energy- 
current  is  perpendicular  to  the  electric  and  the  magnetic  force,  and  is  a 
line  of  pressure.     We  here  give  a  few  general  notions. 

Ketum  to  our  wire  from  London  to  Edinburgh  with  a  steady  current 
from  the  battery  in  London.  The  energy  is  poured  out  of  the  battery 
sideways  into  the  dielectric  at  a  steady  rate.  Divide  into  tubes  bounded 
by  lines  of  energy-current  They  pursue  in  general  solenoidal  paths  in 
the  dielectric,  and  terminate  in  the  conductor.  The  amount  of  energy 
entering  a  given  length  of  the  conductor  is  the  same  wherever  that 
length  may  be  situated.  The  lines  of  energy-current  are  the  inter- 
sections of  the  magnetic  and  electric  equipotential  surfaces.  Most  of  the 
energy  is  transmitted  parallel  to  the  wire  nearly,  with  a  slight  slant 
towards  the  wire  in  the  direction  of  propagation ;  thus  the  lines  of 
energy-current  meet  the  wire  very  obliquely.  But  some  of  the  outer 
tubes  go  out  into  space  to  an  immense  distance,  especially  those  which 
terminate  on  the  further  end  of  the  wire.  Others  pass  between  the 
wire  and  the  earth,  but  none  in  the  earth  itself  from  London  to  Edin- 
burgh, or  vke  versd,  although  there  is  a  small  amount  of  energy  enter- 
ing the  earth  straight  downwards,  especially  at  the  earth  "plates."  If 
there  is  an  instrument  in  circuit  at  Edinburgh,  it  is  worked  by  energy 
that  has  travelled  wholly  through  the  dielectric,  then  finding  its  way 
into  the  instrument,  where  it  enters  the  coil  and  is  there  dissipated,  or 
else  used  up  by  the  visible  motions  it  effects  in  moving  parts  of  the 
instrument;  which,  however,  is  a  different  kind  of  affair  from  dissipation, 
as  it  involves  impressed  force. 
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Now,  go  into  the  line-wire.  A  tube  of  energy-current  arriving  at  the 
surface  of  the  wire  by  a  long  slant,  at  once  turns  round  and  goes  straight 
to  the  axis.  In  passing  from  the  battery  to  the  wire  through  the 
dielectric  the  energy-current  is  continuous,  the  state  being  steady  (or 
the  ether  machinery  frictionless) ;  but  directly  it  reaches  the  conducting 
matter  of  the  wire  dissipation  commences  and  the  current  begins  to 
fall  in  strength,  and  on  reaching  the  axis  has  fallen  to  nothing.  Not  a 
fraction  of  an  erg  is  transmitted  along  the  wire.  Some  small  part  of 
the  energy  leaving  the  battery  may  enter  it  again,  but  most  of  the 
dissipation  in  the  battery  itself  is  accounted  for  by  the  weakening  of 
strength  in  tubes  which  are  on  their  way  to  leave  the  battery. 

Put  the  battery  in  the  middle  of  the  line ;  earth  at  both  ends.  Now, 
one  half  of  the  energy-current  tubes  leaving  the  battery  sideways  turn 
round  to  one  section  of  the  b'ne,  the  other  half  to  the  other  section. 
Otherwise  the  case  is  similar  to  the  last. 

When  we  have  a  double  wire  looped  without  earth,  and  battery  at 
one  end,  most  of  the  energy  is  transmitted  between  the  wires. 

In  a  circular  circuit,  with  the  battery  at  one  end  of  a  diameter,  its 
other  end  is  the  neutral  point;  the  lines  of  energy-current  are  dis- 
tributed symmetrically  with  respect  to  the  diameter. 

On  closing  the  battery  circuit  there  is  an  immediate  rush  of  energy 
into  the  dielectric,  and,  at  the  first  moment,  into  all  bodies  in  the 
neighbourhood  of  the  battery,  and  wasted  there  in  induced  currents 
according  to  their  conductivity.  In  the  variable  state  the  tubes  of 
energy-current  are  themselves  in  motion.  It  takes  some  time  to  set 
the  electric  machinery  going  steadily.  Also  the  energy-current  is  not 
continuous  in  the  dielectric,  for  the  potential  energy  of  displacement 
and  the  magnetic  energy  have  to  be  supplied  at  every  place.  But,  in 
the  end,  the  energy-current  becomes  continuous  in  the  dielectric,  goes 
round  an  external  conductor  instead  of  entering  it,  as  it  would  do  in 
the  transient  state,  and  finally  reaches  the  conductor  to  which  the 
battery  is  connected,  penetrating  which  it  terminates. 

If  we  neglect  the  magnetic  energy,  as  in  Sir  W.  Thomson's  original 
telegraph  theory,  against  the  energy  of  electric  displacement,  we  can 
easily  get  a  general  idea  of  the  setting  up  of  the  permanent  state  in  a 
long  suspended  wire ;  a  submarine  cable  is  more  complex  on  account  of 
the  sheath.  The  energy  reaches  the  beginning  of  the  wire  first,  and 
only  reaches  the  end,  save  insignificantly,  later  on.  But  the  theory 
indicates  instantaneous  setting  up  of  current  at  the  far  end,  though 
not  in  recognisable  amount.  This  result  follows  from  the  neglect  of 
the  magnetic  energy.  In  a  dielectric  medium  the  velocity  of  un- 
disturbed propagation  is  (c/t*)"*;  where  c  is  the  capacity,  and  /x  the 
permeability ;  that  the  magnetic  energy  =  0  is  equivalent  to  assuming 
^  =  0  everywhere,  whence  instantaneous  transmission.  The  "retarda- 
tion," however,  arises  from  the  setting  up  of  the  potential  energy  of 
displacement  But,  strictly  speaking,  we  must  not  neglect  /x.  It  is, 
then,  not  so  easy  to  follow  the  transient  state  without  simplifications. 
There  is  an  oscillatory  phenomenon  in  the  dielectric,  a  to-and-fro 
transmission  of  energy  and  pressure  parallel  to  the  wire  all  round  it 
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with  a  velocity  whose  possible  maximum  is  that  of  undisturbed  trans- 
mission. This  is  modified  as  it  progresses  by  dissipation  in  the  wire, 
and  so  gets  wiped  out.  This  usually  occurs  so  rapidly  that  the  waves 
are  of  importance  only  at  the  battery  end  of  a  long  wire.  The  electric 
machinery  must  have  mass,  as  well  as  elasticity,  by  reason  of  this 
phenomenon,  since  there  is  reason  to  believe  (from  Maxwell's  theory  of 
light)  that  it  is  not  the  air,  but  something  between  the  air  molecules 
that  is  the  electromagnetic  medium,  the  air  merely  modifying  the 
phenomena  somewhat 

In  the  state  of  steady  current  through  a  submarine  cable,  with  an 
iron  sheath  outside  the  dielectric,  the  energy  is  transmitted  wholly 
through  the  gutta  percha  or  other  suitable  insulator  (neglecting  the 
small  amount  going  to  earth),  thus  going  nearly  parallel  to  the  wire, 
practically  quite  parallel,  except  as  regards  the  lines  near  the  wire  itself, 
as  they  all  eventually  meet  the  wire.  There  is  no  transmission  in  the 
sheath  lengthwise,  though  there  is  dissipation  there  if  it  should  contain, 
as  it  does  sometimes,  part  of  the  return  current.  In  the  transient  state 
there  is,  of  course,  always  dissipation  in  the  sheath  more  or  less,  besides 
the  loss  of  energy  to  magnetise  it 

Now  to  speak  more  generally.  In  the  steady  state  of  current  due  to 
any  impressed  forces,  the  tubes  of  energy-current  start  sideways  from 
the  places  of  impressed  force,  where  energy  is  supplied  to  the  electric 
system,  and  travel  through  definite  paths,  without  loss  in  dielectric, 
with  loss  in  conducting  parts,  to  terminate  finally  in  conducting  matter; 
or  else  they  may  go  from  one  place  of  impressed  force  to  another  with 
or  without  dissipation  on  the  way  when  the  current  is  with  the  im- 
pressed force  at  one  source,  and  against  it  at  the  other.  But  with 
special  arrangements  (solenoidal)  of  impressed  force,  there  is  no  trans- 
mission of  energy  in  the  steady  state. 

Since  on  starting  a  current  the  energy  reaches  the  wire  from  the 
medium  without,  it  may  be  expected  that  the  electric  current  in 
the  wire  is  first  set  up  in  the  outer  part,  and  takes  time  to  penetrate 
to  the  middle.  This  I  have  verified  by  investigating  some  special 
cases. 

Increase  the  conductivity  of  a  wire  enormously,  still  keeping  it  finite, 
however.  Let  it,  for  instance,  take  minutes  to  set  up  current  at  the 
axis.  Then  ordinary  rapid  signalling  "  through  the  wire  "  would  be 
accompanied  by  a  surface-current  only,  penetrating  to  but  a  small 
depth.  The  disturbance  is  then  propagated  parallel  to  the  wire  in  the 
manner  of  waves,  with  reflection  at  the  end,  and  hardly  any  tailing  off. 
With  infinite  conductivity  there  can  be  no  current  set  up  in  the  wire 
at  all.  There  is  no  dissipation ;  wave  propagation  in  the  medium  is 
perfect.  The  wire-current  is  wholly  superficiaJ — an  abstraction — yet  it 
is  nearly  the  same  with  very  high  conductivity.  This  illustrates  the 
impenetrability  of  a  perfect  conductor  to  magnetic  induction  (and 
similarly  to  electric  current),  applied  by  Maxwell  to  the  molecular 
theory  of  magnetism.  Whatever  state  of  magnetic  induction  and  of 
current  there  may  be  in  a  perfect  conductor  is  a  fixture.  If  we  move 
the  conductor  about  in  a  magnetic  field,  superficial  currents  are  instan- 
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taneously  induced,  whose  only  function  is  to  ward  off  external  induction 
and  keep  the  interior  state  unchanged. 

In  a  thermo-electric  circuit  of  two  metals,  with  one  junction  a  little 
hotter  than  the  other,  there  is  a  transmission  of  energy  from  one 
junction  to  the  other  through  the  dielectric,  with  a  trifling  amount  of 
loss  in  the  circuit  generally.  Here  the  source  of  the  electric  energy  is 
heat,  and  the  final  result  is  heat.  One  junction  is  cooled,  the  other  is 
heated,  reversihly.  Now,  heat  is  the  energy  of  molecular  agitation,  and 
at  first  sight  the  only  difference  is  that  the  agitation  is  a  little  more 
brisk  at  one  junction  than  at  the  other.  Again,  all  parts  of  the  circuit 
are  agitating  the  ether.  It  would  appear,  then,  that  the  ordinary 
molecular  agitations  set  up  no  electric  manifestations  on  account  of 
their  irregularity ;  although  the  electric  machinery  may  be  influenced 
vigorously,  yet  it  must  be  done  in  some  regularly  symmetrical  manner 
to  constitute  an  impressed  electric  force.  At  the  junctions  there  is  a 
change  of  material,  the  molecules  are  different,  and  at  their  contact 
some  directed  quality  is  given  to  the  agitations.  This  is  very  vague, 
no  doubt,  but  is  merely  to  point  out  that  the  impressed  force  is  a 
symmetrical  kind  of  radiation. 

After  these  general  remarks  the  temporarily  interrupted  mathematical 
treatment  will  be  resumed. 

Section  IIL    Resumption  of  Rough  Sketch.    Extensions. 

Bed  transient^  and  suggested  dissipative  Magnetic  Current, 

As  the  rate  of  increase  of  the  displacement  in  a  non-conducting 
dielectric  is  the  electric  current,  so  the  rate  of  increase  of  B/47r  may  be 
called  the  magnetic  current.    Let  it  be  0.    Then 

0  =  B/47r  =  /jiE/iir,      (Magnetic  current)  (12) 

Like  electric  displacement  currents,  magnetic  currents  are  transient  only, 
i.«.,  they  cannot  continue  indefinitely  in  one  direction,  like  an  electric 
conduction  current.  Also,  like  electric  ciuTents  in  a  dielectric,  they  are 
unaccompanied  by  heat  generation.  In  ether,  the  electric  current  and 
the  magnetic  current  are  of  equal  significance. 

There  is  probably  no  such  thing  as  a  magnetic  conduction  current, 
with  dissipation  of  energv.  If  there  be  such,  analogous  to  an  electric 
conduction  current,  then  let 

0  =  (7H  +  /AH/47r.    (13) 

Here  gB,  is  the  magnetic  conduction  current,  which,  added  to  the 
undoubted  magnetic  current  as  in  (12),  gives  0  the  true  magnetic  cur- 
rent, g  may  be  scalar,  or  similar  to  k,  with  rotatory  e.  Miutiply  (13) 
by  H.     Then,  using  (11), 

H0  =  H5rH+r.    (14) 

Here  H^H  is  the  rate  of  dissipation.     Compare  with  (9). 

Effect  of  g  in  a  Closed  Iron  Ring. 
The  permanency  of  state  of  a  steel  magnet  makes  it  improbable  that 
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g  has  any  existence  at  all,  so  that  the  condaction  magnetic  current  is 
quite  imaginary.  But  we  may  inquire  what  would  happen  in  a  closed 
ring  of  iron  under  magnetising  force,  on  the  supposition  that  g  exists. 
Let  the  ring  be  uniformly  lapped  with  wire,  through  which  we  pass  a 
current  from  a  voltaic  battery. 

If  the  radius  of  the  ring  be  large  compared  with  its  section,  the  core 
may  be  treated  as  straight,  and  the  manner  in  which  the  current  would 
rise  in  the  coil  and  the  accompanying  core  phenomena  may  be  easily 
worked  out  by  a  slight  modification  of  the  corresponding  case  with  ^  -  0 
[Art.  xxvii.,  §  29,  Example  2,  p.  394].  Let  a  be  the  radius  of  the  core, 
also  of  the  coil  of  negligible  depth  surrounding  it,  having  N  windings 
per  unit  length  of  core.  Let  k  and  /x  be  the  conductivity  and  permea- 
bility of  the  core,  and  H  (parallel  to  the  axis)  the  magnetic  force  at 
distance  r  from  the  axis.     The  differential  equation  of  H  will  be 

whence  jQ(nr)€'^  is  a  normal  system  of  magnetic  force,  if 

Thus  the  effect  of  ^  is  to  increase  the  reciprocal  of  the  time-constant 
of  every  normal  system  by  the  same  quantity  ^vg//i ;  in  this  respect 
resembling  the  effect  of  uniform  leakage  along  a  telegraph  line,  and 
having  a  similar  result,  viz.,  to  accelerate  the  establishment  of  the  per- 
manent state.  When  this  is  reached,  we  do  not  have  uniform  strength 
of  magnetic  force  in  the  core ;  but,  if  Hq  is  the  strength  at  the  axis,  that 
at  distance  r  therefrom  is 


^=Mi+J+S+-> 


where  x  —  (41r)2^^^     This  is  accompanied  by  core-currents  parallel  to  the 
coil-current,  of  density 


1       xr  f         XY^         \ 


The  coil-current  will  be  a  little  less  strong  than  if  ^  «=  0 ;  for  the  work 
of  the  battery  is  spent  not  merely  in  supporting  the  coil-current,  but  in 
heating  the  core,  both  by  reason  of  the  weak  electric  current  in  the  core 
and  the  supposed  weak  magnetic  current  ^H.  The  back  E.M.F.  in  the 
coil  will  be  of  strength 
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where  /*=e.m.f.  of  battery,  R  resistance  of  coil-circuit,  and  L  its  in- 
ductance without  the  core — ue.^  with  air  replacing  it.  Or,  since  ^r  is  to 
be  small, 

-Fil+Rj^irLgYK 
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If  LjR—  -01  second,  g—lj^ir  would  make  the  back  force  =1/101  of  the 
battery  force,  so  g,  if  existent,  must  be  very  small. 

In  the  following,  ^  =  0,  so  that  equation  (12)  is  the  equation  of  the 
magnetic  current. 

First  Cross  Connection  of  Magnetic  and  Electric  Farce, 

In  the  foregoing  we  have  been  dealing  with  the  direct  connection  of 
the  electric  force  and  its  consequences,  electric  conduction  current  and 
displacement,  and  of  the  magnetic  force  and  magnetic  induction.  We 
have  also  brought  in  the  displacement  current  in  a  dielectric,  and 
the  true  current  in  a  conducting  dielectric.  Also,  to  balance  the  dis- 
placement current,  we  have  introduced  the  magnetic  current.  But,  so 
far,  we  have  no  relations  whatever  between  the  electric  and  the  magnetic 
quantities,  which  we  must  have,  in  order  to  make  a  consistent  system. 

The  first  cross  connection  is  expressed  by 

curlH  =  47rr,    (16) 

H  being  the  magnetic  force  and  V  the  tnie  current  Here  "  curl  *'  is, 
like  sin  and  cos,  the  symbol  of  an  operation.  It  is  so  recurrent  in 
electromagnetism  that  it  might  be  termed  the  electromagnetic  operator. 
It  may  be  defined  with  reference  to  Cartesian  coordinates  thus :  If  /Tj, 
H^  H^y  are  the  three  rectangular  components  of  H,  those  of  curl  H  are 

dH^jlH^        (IRydH^        dH^dH^  .^^. 

dy       dz  ^         dz       dx^         dx       dy 

But  the  most  useful  definition  is  that  which  is  virtually  contained  in  the 
fundamental  Theorem  of  Version : — The  line-integral  of  a  vector  H  round 
any  closed  curve  or  circuit  (or  the  "circulation"  of  H)  equals  the  surface- 
integral  of  another  vector,  viz.,  curl  H,  over  any  surface  bounded  by  the 
circuit.  Apply  this  to  small  squares  in  planes  perpendicular  to  z,  y,  and 
z  successively,  and  the  three  expressions  given  in  (16)  for  the  components 
of  curl  H  follow  at  once.  Apply  the  theorem  to  suitably  chosen  infin- 
itely small  ai*eas  in  any  system  of  coordinates  and  we  obtain  the  proper 
expressions  in,  usually,  a  far  simpler  manner  than  by  laborious  trans- 
formations of  differential  coefficients.  Whilst  the  expressions  for  the 
components  vary  according  to  the  system  of  coordinates  chosen  as  most 
suitable  for  a  special  problem,  the  theorem,  on  the  other  hand,  is  uni- 
versal, and  gives  us  the  inner  meaning  of  the  operation.  It  is  far  the 
best  in  general  investigations  not  to  employ  any  system  of  coordinates, 
but  to  emancipate  one's  self  from  their  complexity  by  employing  sym- 
bols which  only  relate  to  the  intrinsic  meaning  of  the  operations; 
besides  which,  there  is  a  great  gain  in  the  ease  of  manipulation.  In 
the  present  paper  the  meanings  of  all  forms  of  expression  likely  to  be 
unfamiliar  are  briefly  stated,  and  we  shall  avoid  occupying  valuable 
space  by  lengthy  formute. 

The  operator  "  curl "  is  connected  with  rotation  thus :  if  H  be  the 
instantaneous  velocity  at  a  point  in  a  moving  fluid,  curl  H  is  a  vector 
whose  direction  is  that  of  the  axis  of  instantaneous  rotation  of  the  fluid 
surrounding  the  point,  and  whose  length  equals  twice  the  angular 
velocity  of  rotation. 


444  ELECTRICAL  PAPERS. 

Notice  that  (15)  contains  no  physical  constants.  It  is  therefore,  in  a 
sense,  a  purely  geometrical  equation.  Given  a  system  of  magnetic  force 
H,  mentally  represented  by  lines  or  tubes  of  force  mapping  out  space 
in  one  way,  by  the  operator  "  curl "  we  find  another  system  of  lines  or 
tubes  mapping  out  space  in  another  way,  viz.,  the  lines  and  tubes  of 
current.  Whether  H  be  wholly  continuous  or  not,  the  derived  T  is 
necessarily  continuous  [that  is,  circuital].  The  curl  of  a  vector  can  hare 
no  divergence  anywhere,  which  we  express  by 

d.vr  =  0;      or,     ^  +  _«+-^  =  0 (h) 

which  defines  "divergence"  with  reference  to  Cartesian  coordinates. 
The  divergence  of  F  is  the  amount  of  F  leaving  a  pointy  reckoned  per 
unit  volume.  When  F,  as  here,  signifies  electric  current,  it  is  continu- 
ous; as  much  current  leaves  as  enters  any  volume,  or  the  integral 
amount  leaving  it,  reckoning  that  entering  it  as  negative,  is  zero.  That 
(17)  is  involved  in  (15)  is  tested  by  differentiating  the  three  components 
in  (16)  to  Zf  y,  and  z  respectively  and  adding  them,  when  (17)  results. 
Given  H,  we  have  F,  by  (15),  perfectly  definite.  But  given  F  (neces- 
sarily continuous),  H  is  not  definitely  fixed  by  (15).  For,  on  finding  one 
function  H  satisfying  (15)  with  F  given,  we  may  add  to  H  any  function 
I  such  that  curl  1  =  0,  without  disturbing  the  relation  (15).  The  nature 
of  I  is  given  by 

1=  -V(2;      or,     I^=  -^d^jdx,     I^=  ^dajdy,    I^=  ^dQ/dz,  (18) 

where  12  is  a  scalar  function  of  position,  a  scalar  potential  in  fact  We 
require  some  other  condition  than  (15)  to  find  H  completely  when  F  is 
given;  this  is,  that  the  magnetic  induction  B  =  fiH,  (equation  (10),) is 
continuous,  or  div  B  =  0.  H  is  now  perfectly  definite.  If  /a  »  constant, 
or  all  space  is  equally  ma^etisable  isotropically,  then  B  is  the  same 
multiple  of  H  everywhere,  hence  div  H  =  0,  so  that  the  proper  solution 
of  (15)  is  that  function  H  satisfying  (15)  which  is  continuous,  like  F. 
But  H  is  not  continuous  when  fi  varies  from  one  part  of  the  field  to 
another. 

Having  now  defined  *'curl,"  '' divergence,"  and  V  applied  to  a  scalar 
function,  consider  (15)  from  a  less  abstract  point  of  view,  in  the  light  of 
the  Version  Theorem.  Let  there  be  any  closed  circuit  in  space, — 
whether  passing  through  conducting  or  dielectric  matter  is  immateriaL 
The  amount  of  current  passing  through  the  circuit  in  the  positive  dire^ 
tion  (that  passing  the  other  way  being  counted  negatively)  equals  die 
circulation  of  H  round  the  circuit  -f  iv.  The  actual  distribution  of  F  is 
got  by  taking  the  circuit  infinitely  small  and  applying  it  to  all  parts  of 
the  field.  Let  us,  whilst  considering  a  finite  circuity  yet  take  it  sufficiently 
small  to  make  the  current  pass  idl  one  way  tiirough  it  Then,  setting 
up  current  through  the  circuit,  we  set  up  magnetic  force  round  it. 

But  there  is  another  way  of  setting  up  magnetic  force  round  the  cu> 
cuit,  viz.,  by  motion  of  the  circuit  itself  in  a  previously  undisturbed 
electric  field.  Thus,  let  there  be  a  steady  field  of  electric  force,  say  in 
air,  with  therefore  steady  electric  displacement,  and  no  electric  current 
Let  the  closed  circuit  be  a  thin  wire.     When  at  rest  in  the  field  there  is 
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no  current  through  it,  and  no  magnetic  force  round  it  But  if  we  move 
the  circuit  so  that  the  amount  of  electric  displacement  through  it  varies, 
there  is  electric  ciurent  through  the  circuit,  to  be  measured  by  the  rate 
of  increase  of  the  amount  of  displacement  through  it  at  any  moment ; 
or,  in  another  form,  by  the  number  of  tubes  of  displacement  added  to 
the  circuit  per  second  by  the  motion  of  the  circuit  across  them.  Hence 
there  will  be  magnetic  force  round  the  circuit,  and  if  it  be  a  thin  iron 
wire,  it  will  become  magnetised  by  the  motion  in  the  electric  field.  In 
general,  the  motion  of  matter  in  an  electric  field  sets  up  magnetic  force. 

As  an  example,  fix  a  thin  circular  iron  ring  in  air.  Call  the  line 
through  its  centre  perpendicular  to  its  plane  the  axis.  Let  there  be  no 
current  or  magnetic  force  in  the  first  place.  Now  shoot  a  small  bullet, 
having  an  electrical  charge,  through  the  ring,  along  its  axis.  The 
electric  displacement  due  to  the  charge  will  be  continually  changing;  thus, 
there  is  a  system  of  electric  current  in  the  air  accompanying  the  motion  of 
the  bullet  The  velocity  of  propagation  of  disturbances  in  air  is  so  great 
that,  unless  the  velocity  of  the  bullet  be  not  a  very  small  fraction  of  the 
velocity  of  propagation,  we  may  neglect  the  disturbance  in  the  field  of 
force  due  to  the  latter  velocity  not  being  infinite,  and  suppose  that  the 
bullet  carries  with  it  in  its  motion  its  normal  field  of  force  (radiating 
straight  lines)  unchanged.  The  distribution  of  displacement  ciu'rent 
about  the  moving  bullet  is  then  the  same  as  that  of  the  lines  of  mag- 
netic force  that  would  come  from  it  if  it  were  uniformly  magnetised 
parallel  to  the  axis,  or  line  of  actual  motion  in  the  real  case,  and  the 
fines  of  magnetic  force  accompanying  the  displacement  currents  are 
circles  centred  upon  the  axis,  in  planes  perpendicular  thereto,  the 
strength  of  magnetic  force  in  the  air  being  inversely  proportional  to  the 
square  of  the  distance  from  the  centre  of  the  bullet,  and  directly  propor- 
tional to  the  cosine  of  the  latitude ;  the  equator  being  the  circle  on  the 
bullet's  surface  in  the  plane  perpendicular  to  the  axis  passing  through 
the  centre  of  the  bullet  (With  very  high  velocity  this  distribution  of 
displacement  current  and  magnetic  force  is  departed  from.)  The  fixed 
ring  coincides  with  the  lines  of  magnetic  force  during  the  whole  motion 
of  the  bullet,  and  is  therefore  solenoidally  magnetised  thereby,  most 
strongly  when  the  magnetic  force  is  strongest  there,  i.e.,  when  the  bullet 
has  just  reached  the  centre  of  the  ring,  and  the  current  through  the 
ring  is  a  maximum.  The  current  through  the  ring  may  be  measured 
either  by  the  displacement  current  through  a  surface  bounded  by  the 
ring,  or  by  the  rate  at  which  the  ring  cuts  the  lines  of  electric  force 
(supposed  undisturbed)  of  the  bullet. 

Next,  fix  the  charged  bullet  and  move  the  ring  instead,  so  that  their 
relative  motion  shaU  be  as  before.  There  is  exactly  the  same  amount 
of  electric  displacement  through  the  circuit  added  per  second  as  before, 
in  corresponding  positions  of  the  bullet  and  ring,  with,  therefore,  the 
same  magnetic  force  in  the  ring  and  the  same  magnetisation.  Other- 
wise, however,  there  is  a  great  difference  in  the  two  experiments.  In 
the  first  case,  changing  electric  displacement  or  electric  current  all 
through  the  dielectric,  the  greatest  strength  of  current  being  at  the 
poles  of  the  bullet;  whilst  in  the  latter  case  the  field  is  practically 
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undisturbed  except  near  the  moying  ring  itself.  Compare  with  the 
induction  of  electric  force  in  a  ring  in  a  magnetic  field,  first  when  the 
field  is  moving,  and  next  when  the  ring  is  moved  in  the  field. 

The  induced  magnetic  force  per  unit  length  in  a  wire  moved  perpen- 
dicularly across  the  lines  of  force  in  an  electric  field  equals  the  amount 
X  47r  of  electric  displacement  of  the  field  crossed  by  the  unit  length  of 
wire  per  second,  and  is  perpendicular  to  the  electric  displacement  and 
to  the  direction  of  motion.     In  general, 

h  =  VDv  X  4ir,    (18a) 

where  D  is  the  displacement  of  the  field,  v  the  velocity,  h  the  induced 
magnetic  force,  and  V  is  as  in  equation  (3).  There  are,  of  course,  cor- 
rections due  to  the  reactions  set  up,  due  to  the  wire  not  being  infinitely 
thin,  and  to  finite  length.* 

In  electromagnetic  units,  c  in  air  =  (t?,  )'*^,  if  v^  =  velocity  of  propaga- 
tion =  3  X  10^^  cm.  i>er  sec.  Therefore,  m  the  case  of  motion  of  a  thin 
wire  perpendicularly  across  the  lines  of  force  in  a  uniform  electric  field 
of  strength  Ey 

Let  ^^  =  10^^  c.g.s.,  or  iO*  volts  per  cm.,  which  is  less  than  the  disruption 
force  in  air  in  its  ordinary  state,  then 

A  =  i;/(9xl08). 

To  get  magnetic  force  of  strength  10~^  c.g.s.,  v  must  equal  90  metres 
or  300  feet  per  second. 

Magnetic  Energy  of  Moving  Charged  Spheres, 

In  passing,  I  may  remark  that  J.  J.  Thomson  {Phil.  Mag,,  April,  1 88 1) 
found  the  magnetic  energy  2  T  due  to  a  sphere  of  radius  a  with  an 
electric  charge  q  moving  with  velocity  v  in  a  medium  of  permeability  fi 
to  be 

I  find  that  the  ^  should  be  ^.  Also,  he  found  the  mutual  magnetic 
energy  ^  7^  of  two  infinitely  small  spheres  at  distance  r  with  charges  q^ 
and  q^  movmg  with  velocities  defined  by  the  rectangular  components 
ttj,  i/g,  Wg,  and  i\,  iVp  ^'s*  ^^^^  ^  *"^  *'i  ^^®  velocities  parallel  to  the  line 
joining  the  spheres,  to  be 

against  which  I  find  it  to  be 

I  do  not  know  what  corrections,  if  any,  have  been  published,  and 
should  be  glad  to  receive  information  on  the  point,  whether  in  corrobora- 
tion of  my  results  or  otherwise. 

*  [The  force  defined  by  (18a)  I  now  term  the  motional  magnetic  force,  and  its 
companion  (21a)  below,  the  motional  electric  force.  Examples  of  their  oae  will 
occur  in  later  papers.] 
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Section  IV.    Completion  of  Rough  Sketch. 
Second  Connection  between  Electric  Force  and  Magnetic  Force. 

The  equation  (15),  curlH  =  47rr,  expressing  a  relation,  independent 
of  physical  constants,  between  the  magnetic  force  and  the  electric 
current,  is  an  extension  of  Ampere's  results  for  linear  circuits.  By  F 
must  be  understood  Maxwell's  true  current — that  is,  the  sum  of  the 
conduction  current  and  the  displacement  current  if  the  body  considered 
be  both  a  dielectric  and  a  conductor,  or  the  conduction  current  alone 
or  the  displacement  current  alone  if  the  body  have  no  dielectric 
capacity  or  no  conductivity  respectively.  All  bodies  are  either  con- 
ducting or  dielectric,  or  both,  and  ether  is  dielectric,  so  that  electric 
current  may  exist  everywhere.  Putting  T  in  terms  of  E  by  the 
equation  of  true  current  (8),  [p.  443],  we  get 

curl  H  =  4ir^-E  +  cB,    (19) 

which  is  one  connection  between  E  and  H. 

The  second  connection  may  be  obtained  by  translating  Faraday's 
law  of  induced  electric  force  in  a  linear  circuit  into  a  mathematical 
form.  It  is  remarkable  that  the  ideas  of  Faraday,  who  was  no  mathe- 
matician, should  admit  of  immediate  translation  into  mathematical 
language ;  a  fact  due  to  his  dispensing  with  the  direct  action-at-a- 
distance  hypothesis,  and  employing  the  intermediate  mechanism  of 
lines  or  tubes  of  force.  In  popular  language,  the  total  E.M.F.  of 
induction  round  a  linear  circuit  is  measured  by  the  number  of  lines 
of  force  taken  out  of  the  circuit  per  second.  Here  the  conventional 
connection  between  the  assumed  positive  direction  of  translation 
through  a  circuit,  and  the  assumed  positive  direction  of  motion  in  the 
circuit  must  be  remembered.  Selecting  either  direction  through  a 
circuit  as  the  positive  direction  of  translation,  look  through  the  circuit 
in  this  direction.  Then  the  positive  direction  of  rotation  is  right- 
handed,  or  with  the  hands  of  a  watch  whose  front  faces  the  spectator. 
Thus,  increasing  the  number  of  lines  of  force  through  a  circuit  sets  up 
negative  km.f.  round  it 

So  far  in  a  medium  of  unit  permeability.  But  when  we  make 
allowances  for  differences  of  magnetic  permeability^  it  is  not  the 
variation  of  the  magnetic  force  H,  but  of  the  magnetic  induction 
B  =  /xH,  which  determines  the  induced  e.m.f.  The  amended  statement 
is  that  the  total  E.M.F.  of  induction  round  a  circuit  equals  the  rate  of 
decrease  of  the  amount  of  magnetic  induction  through  the  circuit 
Now,  since  we  have  here  a  line-integral,  viz.,  of  the  electric  force  of 

induction  round  a  circuit,  and  a  surface-integral,  viz.,  of  -  /xH  or  -  B 
over  any  surface  bounded  by  the  circuit,  we  may  at  once  apply  the 
Version  Theorem  before  referred  to  [p.  443]  and  deduce 

curlE=  -B=  -fiH,    (20) 

which  is  one  form  of  the  second  relation  between  E  and  H. 

The  following  method  is  also  instructive.  Since  the  rate  of  increase 
of  the  magnetic  induction  at  a  point  equals  49rO,  where  0  is  the 
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magnetic  current,  as  defined  by  equation  (12),  we  may  state  the  law  of 
induced  electric  force  thus : — The  total  E.M.F.  of  induction  round  a 
circuit  in  the  negative  direction  equals  iir  times  the  total  magnetic 
current  through  the  circuit  in  the  positive  direction.  Now  compare 
this  statement  with  the  statement  regarding  equation  (15)  [p.  443], 
viz.,  that  the  total  magnetic  force  round  a  circuit  equals  4ir  times  the 
total  electric  current  through  the  circuit,  and  change  this  so  as  to 
produce  the  statement  in  the  last  sentence.  We  must  change  magnetic 
force  to  electric  force  taken  negatively,  and  electric  current  to  magnetic 
current.     Hence 

curlH  =  4irr    (15)«5 

becomes  -curlE  =  47rO,    (21) 

which  is  equivalent  to  (20). 

We  have,  in  order  to  simplify  the  establishment  of  (20)  or  (21), 
avoided  mentioning  the  E.M.F.  induced  in  a  linear  circuit  by  its  motion 
in  the  field,  which  may  or  may  not  be  varying  independently.  The 
amount  of  induction  added  to  or  taken  out  of  a  circuit  from  this  cause 
may  be  obviously  represented  by  a  line-integral,  as  it  depends  upon  the 
rate  at  which  the  different  elements  of  the  circuit  cross  the  lines  of 
induction.  If  the  induction  were  of  the  same  strength  at  all  the 
moving  pai-ts  of  the  circuit,  and  they  all  moved  at  right  angles  to  their 
lengths  and  also  perpendicularly  across  the  lines  of  induction  in  the 
same  sense,  the  total  E.M.F.  would  be  of  strength  =B  ^  rate  of  increase 
of  area  of  circuit  But  when  B  varies,  and  likewise  the  velocity  of  the 
different  elements  across  the  lines  of  Bj  each  element  must  be  con- 
sidered separately.  The  amount  contributed  to  the  tot^l  £.Bi.F.  by  an 
element  of  unit  length  equals  the  component  parallel  to  its  length  of 

VvB,    (21a) 

if  V  be  the  vector  velocity.  But,  if  there  be  current  induced,  this 
brings  in  working  mechanical  forces,  and  should  therefore  be  separately 
considered.  At  present  we  return  to  the  case  of  c,  A:,  and  ft  constant 
with  respect  to  the  time,  and  no  parts  moveable. 

In  equation  (21),  E  is  the  electric  force  of  induction  only,  not  the 
actual  electric  force.  There  may  be  in  addition  electrostatic  force,  and 
also  impressed  electric  force.  But  the  electrostatic  force  is  polar ;  it  is 
derived  from  a  scalar  potential.  If  this  be  P,  the  force  is  -  VP.  But 
curlVP  =  0,  as  was  before  remarked  [p.  444]  with  reference  to  Q, 
consequently  the  polar  force  may  be  included  in  E  in  equation  (21). 
Similarly  any  polar  force  may  be  included  in  H  in  the  previous 
equation  (15).  Now  in  all  our  equations,  from  (1)  up  to  (14),  not 
containing  any  relations  between  E  and  H,  those  symbols  moan  the 
actual  resultant  electric  and  magnetic  force  from  all  causes.  Hence,  in 
order  that  the  two  equations  (15)  and  (21)  may  harmonise  with  the 
preliminary  equations  (1)  to  (14),  not  only  in  space  where  there  is  no 
impressed  force,  but  at  the  places  where  such  exist  as  well,  we  must^ 
whilst  still  using  E  and  H  to  denote  the  actual  forces,  deduct  from 
them  the  impressed  forces  in  using  the  relations  (15)  and  (21).     So, 
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let  e  be  the  impressed  electric  force,  and  h  the  impressed  magnetic 
force.     Our  two  connections  between  £  and  H  are  then 

curl  (H  -  h)  =  47rr  =  4ir)tE  +  cE,    (22) 

curl(e-E)  =  47rO  =  47r^H  +  /iH,    (23) 

where  the  coefficient  g  of  magnetic  conductivity  is  introduced  to  show 
the  symmetry,  and  may  be  put  =0.  We  have  now  a  dynamically 
complete  system. 

The  subject  of  impressed  force  will  be  considered  in  a  following 
section  more  fully,  especially  as  regards  impressed  magnetic  force,  and 
its  interpretation  in  terms  of  magnetisation.  In  the  meantime  we  may 
define  impressed  electric  force  thus.  If  e  be  the  impressed  electric 
force  at  a  point,  and  V  the  electric  current  there,  eF  of  energy  is  taken 
into  the  electromagnetic  syStem  there  per  unit  volume  per  second. 
Similarly,  we  may  define  the  impressed  magnetic  force  h  at  a  point,  by 
saying  that  if  there  be  a  magnetic  current  0  there,  hO  of  energy  is 
taken  in  per  second  per  unit  volume  by  the  electromagnetic  system 
there.  In  general,  eF  and  hO  are  scalar  products  [see  equation  (5)], 
having  the  ordinary  signification  when  e  is  parallel  to  F,  or  h  to  G ; 
in  other  cases  to  be  multiplied  by  the  cosine  of  the  angle  between  e  and 
F  or  between  h  and  0. 

The  Equation  of  Energy  and  its  Transfer, 

We  must  find  the  rate  of  working  of  the  impressed  forces,  and 
compare  with  the  dissipativity  and  with  the  changes  taking  place  in 
the  energy  of  displacement  and  the  magnetic  energy.  Multiply  (22)  hy 
(e  -  E),  and  (23)  by  (h  -  H),  and  add  the  results.     We  get 

47r {(e  -  E)F  +  (h  -  H)G  }=  (e  -  E)  curl  (H  -  h)  +  (h  -  H)  curl  (e  -  E). 
Or 

eF  +  hO  =  EF  +  HO  +  {(H  -  h)  curl(E  -  e)  -  (E  -  e)  curl(H  -  h)}/47r,  (24) 

by  rearrangement.  EF  and  HG  here  occurring  have  been  already 
expressed  in  terms  of  the  dissipativity  ©,  the  electric  energy  of  dis- 
placement {7,  and  the  magnetic  energy  T\  see  equations  (9)  and  (14). 

Thus  EF  +  HG  =  e+^+r.    (25) 

On  the  left  side  we  have  the  rate  of  working  per  unit  volume  of  the 
actual  forces  E  and  H  on  the  currents  F  and  G ;  on  the  right  side  the 
dissipativity,  or  rate  at  which  energy  is  being  lost  from  the  system 
irreversibly,  producing  heat  according  to  Joule's  law,  and  the  rate  of 
increase  of  the  electric  and  magnetic  energies,  all  per  nnit  volume. 

Now  looking  at  (24),  the  left  side  expresses  the  rate  at  which  energy 
is  being  taking  in  (reversibly^  per  unit  volume,  in  virtue  of  the  im- 
pressed forces  6  and  h.  Therefore  the  excess  of  (eF  +  hG)  over 
(EF  +  HG)  must  be  the  energy  leaving  the  unit  volume  per  second 
through  its  sides.     Now,  X  and  Y  being  any  two  vectors, 

YcuriX-XcurlT  =  divVXY;    (26) 

n.K.p. — VOL.  1.  2f 
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or  in  fall,  by  (5),  (16),  (17),  and  (3), 

YiidXJdy  -  dXJdz)  +  Y^dX^jdz  -  dXJdx)  +  Y^(dXJdx  -  dXJdy) 
-  X^idYJdy  -  dYJdz)  -  Xj^dY^jdz  -  dYJdx)  -  X^dYJdx  -  dYJdy) 
=  (dld^){X,Y,  -  X,Y,)  +  {dldy)(X, Y,  -  X,Y,)  +  {d/dz){X,Y,  -  Y,X,) ; 

using  the  numbers  1 ,  2,  3,  to  denote  the  x,  y^  and  z  components.     Let 

then  W  =  V(E  -  e)(H  -  h)/4^,    (27) 

then  by  (26),  with  X  =  E  -  e,  and  Y  =  H  -  h,  equation  (24)  becomes 

er  +  hO=  Er  +  HO  +  divW 

=  e+6r+r+div 

the  equation  of  energy  put  in  its  most  significant  form.  Summing  op 
through  all  space,  W  goes  out ;  or  the  total  work  per  second  of  the 
impressed  forces  equals  the  total  dissipativity  plus  the  rate  of  increase 
of  the  total  electric  and  magnetic  energy. 

W  is  the  vector  rate  of  transfer  of  energy,  or  what  we  before  [p.  438] 
termed  the  energy-current,  a  vector  whose  direction  is  that  of  the 
transfer  of  energy,  and  whose  magnitude  equals  the  amount  transferred 
per  second  across  unit  area  of  a  plane  perpendicular  to  that  of  transfer. 
Note  [p.  438]  that  impressed  forces  were  said  to  be  not  counted ;  hence 
as  E  and  H  are  the  actual  forces  now,  the  impressed  forces  are  deducted, 
as  shown  in  (27).  The  magnitude  of  W  is  the  product  of  the  strengths 
of  the  two  forces  and  the  sine  of  the  angle  between  their  directions, 
and  the  direction  of  W  is  perpendicular  to  both  forces,  with  the  before- 
stated  convention  regarding  positive  directions. 

The  general  nature  of  the  energy -current  was  described  in  Section  11. 
**0n  the  transmission  of  energy  through  wires  by  the  electric  current" 
[p.  434],  where,  however,  only  impressed  electric  force  was  considered. 
The  same  general  results  apply  to  impressed  magnetic  force;  energy 
proceeding  from  places  where  such  exists,  to  be  dissipated  as  heat  in 
conducting  matter,  or  to  increase  the  electric  and  magnetic  energies,  or 
to  go  to  other  places  of  impressed  magnetic  force.  But  there  are  great 
practical  differences  between  impressed  electric  and  magnetic  force, 
owing  to  the  transient  nature  of  magnetic  currents  and  other  causes. 

Differential  Equations  of  B  aryd  H. 

By  eliminating  E  or  H  between  (22)  and  (23)  we  obtain  the 
characteristic  equation  of  E  or  of  H.     Put  ^  =  0,  and  eliminate  H. 

Then,  curlft-icurl(e -E)  =  curlh  +  47ritB  +  cB,    (29) 

which  is  the  equation  of  E.  Here  e  and  h,  being  impressed,  must  be 
supposed  to  be  given.  /a~^  is  the  operator  inverse  to  /a,  that  is,  in  the 
general  case  of  eolotropy  ft"^  is  defined  by  the  three  principal  axes  and 
the  values  l//ip  l//x«,  Ij^  along  them,  as  was  explainea  [p.  430]  in 
speaking  of  k.    Similar  remarks  apply  to  k'^  and  c"*  should  Uiey  occur. 


k. 
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In  space  where  there  is  no  impressecl  electric  force,  and  no,  or  else 
constant,  impressed  magnetic  force, 

curl /i-i  curl  E  +  47r^-E  +  cB  =  0 (30) 

In  a  non-dielectric  conductor, 

curl/x-i  curl E  +  4iryl-E  =0,|  .«,. 

and  curU--i  curl  H  +  47r/iH  =  O.J  ^     ^ 

Here  propagation  of  E  and  of  H  is  by  diffusion.  And  in  a  non-conducting 
dielectric, 

curl  ft-i  curl  E  +  cE  =  0, 1  .^^. 

curl  c-i  curl  H  +  ftH  =  0./ ^  "' 

Here  propagation  is  by  waves,  le,,  propagation  of  E  or  H,  not  of  energy. 

c  and  fi  self-conjugate  ;  k  not  necessarily  so. 

We  should  note  that 

t  =  (d/dtXE/jR/Sir)  =  HftH/87r  +  H/iH/8ir, 
whilst  HO  =  EixtL/iir ; 

so  for  HO  to  equal  T  we  require 

HftH  =  HftH, 

i.e.,  fi  must  be  self-conjugate,  or  contain  no  rotatory  c  [equation  (3), 

p.  431].  Similarly,  for  U  to  equal  ED,  c  must  be  self-conjugate.  But 
there  is  no  such  limitation  thrown  upon  k  the  electric  conductivity 
operator,  nor  would  there  be  upon  g  the  magnetic  conductivity  operator, 
did  such  exist.  There  are  other  proofs  of  these  conclusions,  but  the 
above  are  very  short  There  is,  however,  an  objection  to  be  raised 
against  the  rotatory  conductivity  vector  €,  which  want  of  space  does 
not  permit  to  be  mentioned  at  present. 


Section  V.     Impressed  Magnetic  Force.     Intrinsic 

Magnetisation. 

The  energy  definition  of  impressed  electric  force,  due  originally,  il 
not  explicitly,  at  least  substantially,  to  Sir  W.  Thomson,  has  long  been 
well  recognised  by  most  writers  on  electrical  subjects,  especially  since 
the  practical  introduction  of  dynamo  machines,  accumulators,  etc., 
which  raised  the  energy  transformations  concerned  in  electrical  pheno- 
mena from  being  matters  of  almost  purely  scientific  interest  to  matters 
of  the  extremest  practical  commercial  importance. 

But  in  our  last  we  gave  an  energy  definition  of  impressed  magnetic 
force,  precisely  similar  to  that  of  impressed  electric  force.  Thus,  if  h 
be  the  impressed  magnetic  force  at  a  point,  and  0  the  magnetic  current 
there,  the  rate  of  working  is  hO  per  unit  volume,  and  this  amount  of 
energy  is  taken  in  per  second  by  the  electromagnetic  system  at  the 
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place,  and  is  employed  in  increasing  the  energy  of  electric  displacement 
and  the  magnetic  energy,  or  wasted  in  the  heat  of  conduction  currents. 
Also  it  may  be  used  in  effecting  bodily  motions  when  there  is  yielding 
to  the  mechanical  forces,  or  in  chemical  work,  etc.  Should  there  be  no 
impressed  force,  electric  or  magnetic,  except  an  impressed  force  h  in  a 
single  unit  volume,  we  have 

the  summation  extending  through  all  space,  where  Q  is  the  dissipativity, 
U  the  energy  of  displacement,  and  T  the  magnetic  energy,  all  per  unit 
volume.  In  order  to  identify  the  quantity  thus  defined,  and  show  the 
relation  it  bears  to  the  quantity  termed  intensity  of  magnetisation,  let 
there  be  no  electric  force  in  the  field,  and  its  state  be  steady.  The 
second  equation  of  induction  (23),  goes  out,  since  0»0,  and  the  first, 
(22),  is  reduced  to 

curl(H-h)  =  0 (33) 

Integrating  once,  we  have 

H  =  h  +  r,      where     curir  =  0,     or     F=-Vfl (34) 

Thus  the  actual  magnetic  force  H  differs  from  the  impressed  force  h 
by  a  polar  force  F,  a  force  which,  when  analysed,  is  found  to  be  made 
up  by  the  superposition  of  radial  forces  proceeding  from  points.  12  is 
the  potential,  a  scalar,  variable  from  point  to  point. 

But,  so  far,  there  is  nothing  to  settle  what  particular  distribution  of 
polar  force  T  must  be.  A  second  condition  is  wanted.  Now  we  know 
from  equation  (23)  that  the  magnetic  current,  like  the  electric  current, 
is  always  circuital,  i.«., 

divO  =  0,     therefore    divB  =  0,    (35) 

and,  if  we  take  the  time-integral,  we  find 

div  B  =f(x,  y,  z\ 

any  scalar  function  of  position,  independent  of  the  time.  If,  then,  the 
magnetic  induction  B  were  not  also  circuital,  its  divergence  would 
continue  unaltered  at  any  place,  however  the  field  might  otherwise 
vary.  It  could  only  be  altered  by  convection,  shifting  the  arrangement 
of  matter.  It  would  then,  by  a  suitable  arrangement  of  matter,  be 
possible  to  have  a  unipolar  magnet,  a  quantity  of  matter  round  which 
the  magnetic  force  was  everywhere  directed  outward,  or  everywhere 
inward.  This  being  contradicted  by  universal  experience,  we  must 
conclude  that 

divB  =  0,     as  well  as    divO  =  0 (36) 

The  second  equation  of  induction  (23),  if  we  use  the  full  expression 
for  0  there  given,  is  too  general,  requiring  the  limitation  ^=0,  from 
the  absence  of  magnetic  conductivity.  The  now  added  limitation 
divB  =  0,  as  it  does  not  contradict  the  second  equation  of  induction, 
must  be  considered  as  an  auxiliary  condition.  Though  not  necessarily 
dependent  upon  the  first  limitation  ^  =  0,  it  is  yet  intimately  connected 
with  it. 
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Our  two  equations  are,  therefore,  (33)  and  (36),  or, 

curl(H-h)  =  0,     and    div/iH  =  0,    (37) 

and  the  question  is,  given  /i  the  permeability,  and  h  the  impressed 
force,  find  H  the  real  force.     Or,  using  (34),  we  have 

div/i(h  +  r)  =  0,         curlF  =  0;    (38) 

and  now,  with  the  same  data,  we  have  to  find  F.  By  the  second  of 
(38),  P  is  restricted  to  be  a  polar  force ;  by  the  first  it  is  still  further 
restricted  to  have,  when  multiplied  by  ft,  a  given  amount  of  divergence, 
thus, 

div  ftF  =  -  div  /xh. 

The  two  conditions  together  make  F  perfectly  definite,  and  therefore  H 
and  B  definite  through  all  space.  Of  this  a  variety  of  proofs  may  be 
given  (the  first  was  given  by  Sir  W.  Thomson  in  1848,  relating  to 
similar  equations,  fi  being  isotropic).  The  following  perhaps  puts  the 
matter  in  as  simple  a  form  as  it  can  be  put,  and  is  best  adapted  to  the 
present  circumstances. 

In  the  first  place  there  cannot  be  two  solutions  of  (38)  for  F.  For  if 
(38)  are  satisfied  by  F  and  also  by  F  +  f,  we  have,  by. subtraction, 

div/if=0,        curlf=0,    (39) 

as  the  equations  that  f  must  satisfy.  But  consider  the  quantity  2)  f/if 
integrated  through  all  space.  It  cannot  be  negative,  for  every  element 
of  it  is  positive  or  else  zero.     Thus 

if  fi^y  fi^  fi^  be  the  principal  permeabilities,  and  f ,  fj,  t^  the  correspond- 
ing components  of  f.  We  suppose  the  permeability  always  positive  (to 
deny  this  would  lead  to  absurdities),  hence  f/xf  is  always  positive,  or 
else  zero,  viz.,  when  f=0.  But,  by  the  second  of  (39),  f  =  -  Vp,  if  p 
is  the  potential  of  f,  and  therefore,  by  a  potential  property, 

2f/if=2ji?div/xf,    (40) 

and  therefore  vanishes,  by  the  first  of  (39).  Hence  f=0,  making  the 
supposed  two  solutions  identical. 

Next,  to  show  that  there  is  one  solution,  consider  2  H/xH  through  all 
space.  This  is  also  positive,  or  zero,  whatever  H  may  be,  by  the  same 
reasoning,  so  has  necessarily  a  minimum  value.  If  H  bo  quite  arbitrary, 
the  minimum  is  zero,  when  H  =  0  everywhere.  But  H  =  h  +  F,  and 
here  h  is  constant.  Let  F  vary.  The  corresponding  variation  in 
2  H/iH  is 

82H/iH  =  2SF/x(h  +  F)  +  2(h  +  F)8/xF  =  2  2SF/i(h  +  F) (41) 

Now  subject  F  to  either  of  the  two  equations  (38),  say  the  second,  so 
that  F  =  -  Vfl.     Then,  similarly  to  (40), 

82HftH  =  2  2afldiv/x(h  +  F) (42) 

Hence,  to  make  2  H/xH  a  minimum  requires 

div/i(h  +  F)==0, 
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which  is  the  first  equation  (38).  Thus,  when  F  satisfies  both  equations, 
it  makes  ^  H/xH  a  minimum.  But  this  quantity  has  a  minimum,  there- 
fore there  is  a  solution  of  the  equations  (38),  or  F  is  a  definite  vector 
for  every  point  of  space. 

If  we  assume  that  /i  contains  a  rotatory  vector  c,  so  that 

let  ft'H  =  /ioH-V€H,r  '* ^    ^ 

then  /I  is  conjugate  to  fi,  and 

i(/i  +  /.')H  =  /ioH, 
where  fiQ  is  self-conjugate  or  non-rotatory.    Instead  of  (41)  we  shall  have 

S2H/iH  =  2  28F/Xo(h  +  F),    (44) 

and  the  minimum  is  given  by 

div,io(li  +  F)  =  0, 

which  is  not  the  proper  condition. 

There  is  a  similar  failure  in  the  mathematically  analogous  problem  of 
conduction  current  kept  up  by  impressed  electric  force,  when  the  con- 
ductivity k  is  rotatory. 

In  connection  with  the  above,  we  may  notice  two  special  solutions  of 
(37).  First,  if  curlh  =  0,  then  curlH  =  0,  which,  with  divfiH  =  0, 
requires  H  =  0,  and  therefore  B  =  0.  That  is,  if  the  impressed  force  be 
wholly  polar,  there  is  no  induction.  The  simplest  example  is  a  closed 
magnetic  shell  of  uniform  strength,  and  any  thickness,  an  assemblage 
of  magnets  put  together  side  by  side  in  such  a  manner  that  there  is  no 
induction  anywhere. 

Secondly,  if  divfth  =  0,  then  div/xF  =  0,  which,  with  curlF  =  0, 
requires  P  =  0,  therefore  H  =  h,  and  B  =  /xh.  Here  the  impressed  force 
everywhere  produces  the  full  induction,  and  there  is  no  polar  force. 

Comparing  our  equations  with  those  occurring  in  the  problem  of 
magnetisation,  we  find  that,  if  I  be  the  intensity  of  intrinsic  magnetisa- 
tion, it  is  related  to  h  thus  : — 

I  =  /dl/4ir (46) 

h  may  therefore  be  called  the  intrinsic  magnetic  force,  if  we  like.  The 
real  magnetisation  is  the  sum  of  the  intrinsic  and  the  "  induced,"  which 
we  shall  call  1,  and  the  ordinary  form  of  the  magnetic  induction  equation 
is  equivalent  to 

B  =  F  +  4^(I  +  i),   (46) 

where  F  is  the  polar  force  due  to  both  the  intrinsic  and  the  induced 
magnetisation.  It  is  the  same  as  F  above.  And,  to  identify  (46)  with 
the  equation  B  =  fiR  we  use  always,  we  have  first 

i  =  KF, 

giving  the  induced  magnetisation  in  terms  of  the  polar  force,  k  being  the 
coefiicieut  of  induced  magnetisation,  next  the  equation  (45),  and  lastly, 

ft  =  1  -H  47rK  ; 

so  that  (46)  becomes 

B  =  F4-/Ji-H4irKF  =  /i(h  +  F)  =  /iH (47) 
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It  will  be  seen  that  this  separation  of  magnetisation  into  intrinsic 
and  induced  is  a  roundabout  way  of  treating  the  subject,  and  that  there 
is  considerable  simplification  obtained  by  always  using  the  equation 
B  =  ftH,  both  in  an  intrinsic  magnet  and  without  it,  ever  employing  the 
two  ideas  of  magnetic  force  and  magnetic  induction,  and  letting 
magnetisations  alone.  The  quantity  B  is  the  magnetic  induction  as 
ordinarily  understood  ;  H  is  also  the  magnetic  force  as  ordinarily  under- 
stood everywhere,  except  where  there  is  intrinsic  magnetisation.  There, 
however,  we  add  the  intrinsic  or  impressed  force  h,  making 

H  =  h  +  F 

in  general,  just  as  in  a  conduction  current  system  we  add  the  impressed 
force,  where  there  is  any,  to  the  polar  electric  force  and  that  of  induction 
to-  obtain  the  resultant  efficient  electric  force.  H  is  thus  always  the 
resultant  magnetic  force  from  all  causes,  and  although  in  the  above  we 
have  considered  no  electric  currents  to  exist,  yet  we  may  add  that 
should  there  be  any, 

H  =  h  +  F  +  Fi, 

where  F^  is  the  magnetic  force  of  the  current ;  and  B  =  fiE  always. 

The  term  "  intrinsic,"  as  applied  to  magnetisation,  is  used  by  Sir  W. 
Thomson,  but  not  by  Maxwell,  though  he  gives  the  same  theory  of 
induced  magnetisation  as  the  former.  It  is  not  always  clear  in  Maxwell's 
treatise  whether  by  magnetisation  he  refers  to  the  intrinsic  only  or  to 
the  actual,  including  the  induced.  Maxwell's  equations  of  disturbances, 
also,  break  down  when  they  are  applied  to  the  interior  of  an  intrinsic 
magnet,  owing  to  his  use  of  the  equation 

curl  H  =  47rr, 

as  the  relation  between  the  magnetic  force  and  the  current,  whereas  it 
must  be — equation  (32) — 

curl  (H  -  h)  =  47rr, 

where  there  is  intrinsic  magnetisation,  if  we  are  to  obtain  consistent 
results. 

Although,  in  identifying  I  with  /di/47r,  we  have,  by  means  of  the  two 
equations  of  induction,  (32)  and  (33),  and  the  equation  of  energy 
deduced  therefrom,  obtained  a  justification  of  the  energy  definition  of 
h,  similar  to  that  for  impressed  electric  force,  yet,  as  the  consequences 
are  of  some  importance  in  variable  states,  they  may  be  advantageously 
followed  up  from  the  impressed  force  point  of  view. 

Moffneiic  Energy,     Dovble  Work  of  Magnet, 

Let  there  be  a  distribution  of  impressed  magnetic  force  h  in  a  medium 
of  given  variable  permeability  /i — for  example,  a  magnet  in  air  contain- 
ing soft  iron  and  any  other  substances.  Imagine  the  impressed  forces 
to  be  put  on  suddenly.  We  know,  by  the  above,  that  a  certain  definite 
distribution  of  magnetic  induction  is  set  up,  which  is  steady  when  the 
arrangement  of  matter  is  fixed.  During  the  transient  state  there  is 
magnetic  current  everywhere  unless  ft  =  0  somewhere,  which  we  must 
believe  to  be  impossible,  since  fi  is  very  little  less  than  unity  for  any 
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known  substance.  The  magnetic  currents  are  wholly  closed.  They  are 
accompanied  by  electric  currents,  also  closed,  in  all  space,  in  general. 
When  they  have  ceased,  there  is  no  electric  force  anywhere,  and  the 
magnetic  induction  at  any  point  is  the  time-integral  of  the  magnetic 
current  x  iir.  Compare  the  work  done  by  the  impressed  forces  with 
that  done  by  the  actual  forces  through  all  space.  The  latter  is,  per 
unit  volume, 

fHOrf^=  fHftH/47r.ei<=  f^(HftH/87ry/  =  H/iH/87r, 

where,  in  the  last  expression,  H  is  the  final  value  of  the  magnetic  force. 
In  the  integrals,  H  is  the  variable  value  at  time  t.  Let  T  be  the  whole 
work  thus  done  in  all  space,  then 

r=2HftH/87r (4)5) 

On  the  other  hand,  the  work  done  by  the  impressed  force  per  unit 
volume  is 

hddt  =  {h/iE/iv.dt  =  h/iH/47r ; 

so,  if  Tj  is  the  whole  work  done  by  the  impressed  forces, 

ri  =  2h/iH/47r,    (49) 

where  the  summation  may  also  extend  through  all  space,  since  where 
there  is  no  h  nothing  is  contributed  to  the  sum.     Now  H  =  h  +  F,  and 

2FftH  =  2fidiv/iH  =  0,    (50) 

because  F  is  polar  and  /xH  circuital.  (Similar  to  (40).)  So  in  (49)  we 
may  add  F  to  h,  making 

ri  =  2(h  +  F)ftH/47r  =  2HfiH/4^  =  2r,    (51) 

by  (48).  The  impressed  forces  therefore  do  double  the  work  of  the 
actual  magnetic  forces  during  the  transient  state.  The  excess  is  done 
by  the  electric  forces.  For,  integrating  (28),  to  the  time,  with  6  =  0, 
and  also  through  all  space,  to  get  rid  of  JVj 

2  f hCW^  =  2  f  B  W/ +  2  f  HCW^ ; 

and,  since  finally  [7=0,  we  have 

T^={Qdt  +  T.    (52) 


1' 


Hence,  by  (51),  7=  {gdt. 


the  total  heat  in  conductors  arising  from  induced  currents. 

One  half  the  work  done  by  the  impressed  forces  is  wasted  in  heat  of 
induced  currents,  the  other  half  is  the  magnetic  energy  set  up,  expressed 
by  (48).  Now,  suddenly  remove  the  impressed  forces ;  there  will  be  a 
similar  inverse  transient  state,  during  which,  as  the  magnetic  induction 
subsides,  the  whole  of  the  energy  T  will  find  its  way  to  the  conducting 
parts  to  be  there  wasted  as  heat.     The  intrinsic  magnet  itself,  it  should 
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be  remembered,  would  come  in  for  a  large  share  of  this  in  general,  or, 
in  special  cases,  the  whole.  2'  is  thus  the  whole  amount  of  work  that 
can  be  got  out  of  the  magnetic  system  by  removing  the  intrinsic  forces, 
which  is  why  we  term  it  the  magnetic  energy.  [In  the  above  investiga- 
tion it  is  assumed  that  there  is  a  steady  state.  When  there  cannot  be, 
there  are  exceptional  peculiarities,  treated  of  in  later  papers.] 

It  may  be  objected  that  the  above  is  unrealisable,  that  we  cannot  put 
on,  or  suddenly  remove,  the  retentiveness  of  a  magnet,  and  so  obtain 
the  whole  magnetic  energy  existing  in  a  given  configuration  in  work. 
Admitting  this,  it  may  be  remarked  that  we  can  do  something  equivalent, 
or  at  least  approximate  thereto,  in  the  following  manner,  ^y  means  of 
a  properly  chosen  distribution  of  impressed  electric  force  we  may  set  up 
electric  current  that  shall  exactly  neutralise  the  field  of  the  magnet, 
producing  a  state  of  no  induction.  Now  suddenly  cut  off  the  impressed 
electric  forces  that  kept  up  the  currents.  We  then  start  with  no 
induction,  and  terminate  with  the  proper  distribution  of  induction  due 
to  the  magnet,  and  the  impressed  electric  forces  do  no  work,  being  cut 
out.  Hence  the  effect  is  the  s&me  as  suddenly  putting  on  the  impressed 
magnetic  forces,  doing  2T  of  work,  one  half  magnetically,  the  other  half 
being  expended  in  the  heat  of  induced  currents.  Some  simple  examples 
to  illustrate  this  will  be  worked  out  later. 

This  extreme  case  will  serve  to  illustrate  the  meaning  of  the  distinc- 
tion between  the  work  done  by  h  and  by  H,  also  the  meaning  to  be 
attached  to  magnetic  energy.  There  are  other  ways,  of  course,  of  using 
up  the  energy  T  above  said  to  be  wasted  in  heat.  Thus,  if  we  alter  the 
configuration  of  the  matter  in  our  magnetic  system,  we  usually  alter  T, 
Let  it  be  increased  from  T  to  T+8T,  Then  the  impressed  forces  h  will 
do  2BT  of  work,  one  half  magnetically,  in  increasing  T,  the  other  half 
mechanically,  by  the  mutual  stresses  assisting  the  motion,  and  this  latter 
half  will  be  partly  wasted  in  heat  at  once  by  the  induced  current  accom- 
panying the  motion,  and  all  may  be  ultimately  thus  wasted. 

This  naturally  brings  us  to  the  subject  of  the  mechanical  forces. 

Section  VI.    The  Mechanical  Forces  and  their  Potential 

Energy. 

The  expression  for  the  magnetic  energy  T  may  be  conveniently  put 
into  another  remarkable  form,  thus :  By  (50), 

2F/xh=  -2FfiF; 

then,  by  (48)  and  (51),  we  obtain 

r=2h/iAh/87r-2FfiF/87r,  =  ro-if,    say (53) 

Here  the  magnetic  energy  T  is  expressed  as  the  difference  of  two  quan- 
tities To  and  31,  of  which  the  first  is  constant,  being  the  maximum  value 
of  T.  Short-circuit  the  magnet  by  an  infinitely  permeable  skin ;  there 
will  be  then  no  induction  outside  the  skin,  and  T  will  be  the  greatest 
possible  consistent  with  not  altering  the  interior  permeability  /jl  and  im- 
pressed force  h.     But  it  will  not  in  general  be  as  great  as  Tq,    This 
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requires  there  to  be  no  polar  force,  so  that  h  at  any  place  can  produce 
the  full  induction  fih.  But  if  we  imagine  every  element  of  volume  sur- 
rounded by  an  infinitely  permeable  skin,  T  becomes  T^.  Should  the 
magnet  be  uniformly  magnetised,  and  of  uniform  permeability,  it  is  suffi- 
cient to  coat  the  outer  surface  with  an  infinitely  permeable  skin  to  in- 
crease T  to  Tq.     In  some  other  cases  no  skin  is  needed. 

For  the  same  reason  as  before  given  for  T,  Tq  and  M  are  both  neces- 
sarily positive.  The  quantity  M  is  the  same  as  what  Sir  W.  Thomson 
calls  the  "  mechanical  value ''  of  the  magnetic  system,  or  the  amount  of 
work  that  would  have  to  be  done  against  repulsions  to  build  up  the 
intrinsic  magnet  if  it  were  given  in  the  state  of  infinitely  slender  fila- 
ments, magnetised  parallel  to  their  lengths,  placed  infinitely  widely 
apart.  Or,  reversing  the  operations,  imagine  the  intrinsic  magnet  to  be 
divided  into  infinitely  slender  filaments  parallel  to  the  lines  of  in- 
trinsic magnetisation,  and  the  filaments  cut  up  into  short  straight  pieces 
(though  infinitely  long  compared  with  their  diameters).  Then  if  the 
elementary  parts  thus  defined  be  infinitely  widely  separated  from  one 
another,  and  from  all  matter  susceptible  to  induced  magnetisation,  the 
work  done  during  the  separation  by  the  polar  forces  would  amount  to  M, 
But  I  am  unable  to  verify  the  statement  that  M  may  be  either  positive 
or  negative  ("Electrostatics  and  Magnetism,"  Art.  731,  end  of  p.  565). 
The  form  !S  TfiF/Sir  (not  given  in  the  paper  quoted)  shows  that  it  must 
be  always  positive.     The  following  are  the  principal  forms  : — 

to  understand  which,  it  is  necessary  to  say  that  Ij  =  fjLh/^ir  is  the  inten- 
sity of  intrinsic  magnetisation,  and  I  the  actual,  the  sum  of  the  intrinsic 
and  the  induced ;  l\  the  polar  force  of  the  intrinsic,  and  F  the  actual 
polar  force  ;  p.  the  density  of  free  intrinsic  magnetism,  and  p  the  actual 
density;  12^  the  potential  of  Fp  and  12  of  F;  and,  lastly,  H  =  h  +  F. 
For  the  intrinsic  magnetisation,  we  have 

Fi  =  -  Vfli,         iirp^  =  div  Fi  =  -  47r  div  1^ 
Similarly,  if  the  number  g  refer  to  the  induced  magnetisation,  we  have 

Fg  =  -  Vfig,         iwp^  =  div  Fg  =  -  47r  div  I^. 
Lastly,       F  =  Fi4-F2,        12  =  12,  +  I22,        p  =  p,+p^        I^Ii  +  Iy 
The  connection  between  the  induced  and  intrinsic  magnetisations  is 

I^  =  (m  -  l)(Pj  +  Fj)/4x  =  (/.  -  l)P/4,r, 
which  makes  the  induction  B  be 

B  -  F  +  iirl^  4-  47rl2  -  p.(F  +  iirljp)  =  /i(F  +  h)  =  /itH. 

The  various  forms  in  (54)  are  got  by  application  of  the  elementary 
potential  property 

2f/if  =2^div  ftf 

through  all  space,  f  being  any  "  polar  "  force,  whose  potential  is  p,  with 
the  assistance  of  the  various  relations  following  (54).  The  forms  in  the 
first  line  of  (54),  in  terms  of  forces,  are  the  most  important. 
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Now  return  to  the  subject  from  the  impressed  force  point  of  view. 
(Our  language  may  be  suggestive  of  our  believing  magnetic  induction  to 
be  a  purely  static  state,  but  such  a  conclusion  is  not  meant  to  be  con- 
veyed). We  suppose  there  to  be  impressed  magnetic  force  in  the  in- 
trinsic magnet,  of  strength  h  at  any  place,  which  is  always  present. 
The  impressed  forces  try  to  do  as  much  work  as  they  can.  They  have 
in  any  configuration  of  the  system  (referring  to  the  external  arrange- 
ment of  magnetisable  matter)  already  done  the  amoimt  T  magnetically, 
in  setting  up  the  state  of  induction  B,  which  =  fiK  everywhere,  H  being 
the  magnetic  force  as  ordinarily  understood  outside  the  intrinsic  magnet, 
including  inductively  magnetised  matter,  and  the  same  with  the  im- 
pressed force  h  added,  where  there  is  h,  that  is,  in  the  intrinsic  magnet, 
which  is  of  course  inductively  magnetised  as  well,  unless  its  perme- 
ability should  be  unity.  The  impressed  forces  take  advantage  of  all 
displacements  of  the  system  to  do  more  work,  if  possible.  If  parts  of  the 
system  be  free  to  move,  move  they  will,  in  sucn  a  manner  as  to  let  the 
impressed  forces  do  more  work,  and  increase  T.  The  generalised 
"  force,"  assisting  a  displacement  dx,  is  expressed  by 

dT/dx,     or,     -dM/dx; 

since,  Tq  being  constant,  any  increase  in  T  is  accompanied  by  an  equal 
decrease  in  M, 

Any  increase  of  permeability  increases  the  induction  and  T,  unless 
there  be  counteracting  decrease  elsewhere.  A  sphere  of  soft  iron  has 
no  tendency  to  move  anyway  when  placed  in  a  perfectly  uniform  field 
of  magnetic  force.  T  is  the  same  for  any  position  of  the  sphere.  But 
if  the  field  be  not  uniform  it  will  move  so  as  to  increase  T.  Any  small 
piece  of  matter  inductively  magnetised  will  move  in  the  direction  of 
fastest  increase  in  the  square  of  the  force  of  the  field  if  its  permeability 
be  greater  than  that  of  the  medium  in  which  it  moves;  and  in  the 
direction  of  fastest  decrease  when  its  permeability  is  less.  This  is  irre- 
spective of  the  direction  of  the  force.  Thus  iron  moves  to,  and  bismuth 
from,  either  magnet  pole,  and  in  certain  positions  they  may  move 
straight  across  the  lines  of  force.  This  also  happens  when  a  wire  con- 
veying an  electric  current  attracts  iron,  the  motion  being  across  the  lines 
of  force.  (This  is  not  a  case  of  intrinsic  magnetic  force,  but  the  prin- 
ciple is  the  same.) 

Imagine  a  uniformly  intrinsically  magnetised  magnet  to  be  wholly 
surrounded  by  imaginary  impermeable  matter  to  begin  with.  There  is  no 
induction  anywhere,  and  r= 0.  Let  outside  the  magnet  there  be  matter 
of  all  degrees  of  permeability  with  no  retentiveness,  and  divisible  as 
much  as  we  please,  all  floating  in  the  standard  medium  of  unit  per- 
meability. If  we  remove  some  of  the  impermeable  matter  from  the  sur- 
face of  the  magnet,  the  impressed  forces  immediately  act,  and  some 
induction  comes  out  into  the  surrounding  space,  and  with  it  there  are 
mechanical  stresses  set  up,  which,  if  yielded  to  by  the  matter,  assisted 
by  suitable  guidance  if  required,  will  have  the  effect  of  bringing  the 
most  permeable  matter  to  and  driving  the  least  permeable  matter  away 
from  the  magnet.     All  the  while,  the  impressed  forces  h  are  working, 
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increasing  T  the  magnetic  energy,  and  equivalently  reducing  M  the 
"  mechanical  value,"  which  was  T^  its  greatest  value,  at  starting;  all  the 
while  doing  an  equal  amount  of  work  mechanically,  viz.,  on  the  matter 
set  in  motion,  which  wo  may  conveniently  dispose  of  hy  frictional  re- 
sistance. In  the  end,  supposing  we  have  infinitely  permeable  matter  to 
surround  the  magnet  with,  the  whole  work  done  by  the  impressed  forces 
will  be  2^0,  half  magnetically,  half  mechanically.  The  final  magnetic 
energy  is  Tq,  the  mechanical  value  or  potential  energy,  nil.  The  distribu- 
tion of  jT  as  it  rises  in  vahie  from  nil  to  Tq  becomes  ultimately  confined  to 
the  magnet  alone.  For  in  the  final  state,  the  magnet  is  short-circuited 
by  the  infinitely  permeable  skin.  It  is  only  necessary  for  the  ends  of 
the  lines  of  impressed  force  to  be  connected  by  infinitely'  permeable 
matter,  and  this  is  most  simply  done  by  the  skin.  To  obtain  the  mag- 
netic energy  T^  that  is  left  locked  up  in  the  magnet,  the  impressed  force 
must  be  removed ;  then,  the  equations  of  induction  show  that  Tq  of  heat 
is  generated  by  the  induced  currents  accompanying  the  subsidence  of 
the  induction. 

Kegarding  the  before-given  definition  of  the  mechanical  value,  notice 
that  the  more  slender  a  filament  (longitudinally  magnetised)  is,  the  less 
important  is  the  effect  of  the  polar  force  on  the  induction  inside,  which 
differs  little  from  /tth,  except  near  the  ends,  fih  being  the  maximum  in- 
duction h  can  produce  itself.  Thus  by  slitting  up  the  magnet  into  fila- 
ments as  described,  and  separating  them  infinitely,  we  have  a  final  state 
in  which  the  impressed  forces  have  done  infinitely  nearly  the  full 
amount  of  work  they  can  do,  the  same  amount  as  if  the  magnet,  without 
any  slitting  and  separation,  were  short-circuited,  if  it  be  uniformly 
magnetised. 

When  work  is  done  by  external  agency  against  the  mechanical  forces, 
as  in  drawing  soft  iron  away  from  a  magnet,  we  reduce  T  by  the  same 
amount.  There  is,  during  the  motion,  magnetic  current  in  the  magnet 
opposed  to  the  impressed  force,  and  the  work  done  i^ainst  h  is  twice  the 
decrease  in  T,  Half  of  this  is  accounted  for  by  the  magnetic  energy 
returned  to  the  magnet  (becoming  latent,  as  it  were),  the  other  half  by 
the  work  done  mechanically  in  drawing  away  the  soft  iron. 

23/  might  be  called  the  potential  energy  of  the  impressed  forces  in 
any  configuration,  being  at  a  maximum  2To  when  the  forces  are  pre- 
vented from  working  by  an  impermeable  skin,  and  zero  when  short-cir- 
cuited (with  necessary  modifications  for  irregular  distributions  of  h). 
There  are  so  many  senses  in  which  the  energy  of  a  magnet  may  be 
understood  that  it  is  necessary  to  be  precise  in  stating  one's  meaning. 
Therefore,  I  repeat  that  by  the  magnetic  energy  I  always  mean  the 
quantity  T,  which  has  the  value  KfiK/Sir  (or  ^  force  x  induction  /4ir) 
per  unit  volume,  both  in  the  magnet  and  without  (and  also  when  there 
are  electric  currents,  only  then  it  will  not  be  the  magnetic  energy  of  the 
magnet  alone),  the  intrinsic  force,  where  there  is  any,  to  be  included  in 
the  reckoning  of  H,  the  magnetic  force.  We  are  thereby  enabled  to 
make  use  of  electromagnetic  ideas  without  bringing  in  the  hypothetical 
Amperean  currents.  The  inclusion  of  h  in  the  magnetic  force,  making 
B  =  /iH  always,  is  specially  useful  in  simplifying  both  ideas  and  formulse, 
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without  loss  of  generality.  The  theory  of  magnetism  is  quite  difficult 
enough  already  (owing  to  imperfect  retentiveness  and  variable  permea- 
bility) without  additional  gratuitous  difficulties. 

To  return  to  the  mechanical  forces  set  up  by  a  magnet.  There  is  a 
very  important  reservation  to  be  made  when  considering  the  forces  and 
the  variation  in  the  value  of  T  as  they  are  yielded  to.  The  motion 
must  be  sufficiently  slow  to  not  appreciably  alter  the  force  by  electric 
currents  set  up.  That  is,  the  variation  of  T  the  magnetic  energy  (of 
the  magnet)  does  not  ever  give  exactly  the  value  of  the  generalised 
force,  and  in  rapid  motions  it  may  be  something  very  different. 

For  distinctness,  consider  a  round  bar  magnet  (intrinsic)  and  a  round 
cylinder  of  soft  iron  moving  in  a  line  with  its  axis.  As  the  soft  iron 
moves,  the  induction  increases  or  decreases,  both  in  the  magnet  and  the 
soft  iron,  according  as  it  approaches  or  recedes  from  the  magnet.  From 
the  symmetry,  the  lines  of  induced  E.M.F.  are  circles  about  their  com- 
mon axis,  and  as  they  are  conductors  there  are  currents  set  up  in  both 
(there  are  also  similar  circular  currents  in  the  dielectric,  but  not  involv- 
ing waste  of  energy) ;  their  directions  are  such  as  to  retard  the  increase 
of  induction  on  approach,  and  retard  the  decrease  on  recession ;  hence 
the  attraction  of  the  magnet  and  soft  iron  is  reduced  as  they  approach, 
and  increased  as  they  recede  from  one  another.  More  work  must  be  done 
externally  against  the  attraction  in  drawing  away  the  soft  iron  than 
is  done  by  the  magnet  in  the  reverse  motion.  The  difference  is  ac- 
counted for  fully,  according  to  the  laws  of  induction,  by  the  heat  of  the 
induced  currents.  This  will  be  greatest  in  the  magnet  itself,  less  in  the 
soft  iron,  and  a  very  little  in  surrounding  conductors.  This  effect  has 
nothing  to  do  with  any  lagging  or  retardation  of  magnetisation  in  the 
soft  iron,  which,  if  there  be  any,  requires  separate  reckoning,  but  is  of  the 
same  nature  as  the  resistance  to  the  motion  of  a  (practically)  unmag- 
netisable  conductor  in  the  magnetic  field.  Substitute  a  cylinder  of 
copper  for  the. soft  iron;  there  is  no  appreciable  force  now  when  the 
cylinder  is  very  slowly  moved,  as  there  was  no  appreciable  departure 
from  the  normal  attraction  of  the  magnet  for  the  soft  iron  when  it 
was  very  slowly  moved;  in  both  cases  the  currents  set  up  by  rapid 
motions  waste  energy,  as  heat  in  the  magnet  and  in  the  soft  iron  or 
copper  respectively,  and  this  waste  must  be  externally  accounted  for. 
Or,  supposing  the  magnet  to  draw  the  soft  iron  from  rest  at  a  certain 
distance,  the  kinetic  *  energy  commimicated  to  the  soft  iron  mass 
after  it  has  moved  a  certain  length  will  be  less  than  the  increase  of 
T  during  the  motion,  the  deficit  being  wasted  by  the  heat  of  induced 
currents. 

The  following  brings  into  a  strong  light  the  connection  between  in- 
trinsic force  and  intrinsic  magnetisation.  Suppose  we  double  the  per- 
meability iu  every  part  of  a  magnetic  system,  how  will  it  affect  the 
magnetic  energy  ]  That  depends  on  whether  we  keep  the  intrinsic  force 
constant  or  the  intrinsic  magnetisation.  If  we  keep  the  intrinsic  force 
constant,  we  double  the  magnetic  energy,  since  wo  keep  the  actual  force 
unchanged  as  well,  whilst  we  double  the  induction.  On  the  other  hand, 
if  we  keep  the  intrinsic  magnetisation  constant,  we  halve  the  magnetic 
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energy ;  for  we  halve  the  force  everywhere,  whilst  keeping  the  induction 
unchanged. 

Similarly,  any  increase  of  permeability  outside  a  magnet  increases  T 
and  the  induction.  Also  any  increase  of  permeability  inside  the  magnet 
increases  the  induction  and  T  provided  the  intrinsic  force  at  the  place 
is  unaltered.  Tq  is  also  increased.  But  if,  whilst  increasing  the  per- 
meability at  a  place  inside  a  magnet,  we  keep  the  intrinsic  magnetisa- 
tion constant,  we  reduce  T. 

The  conduction  current  analogue  will  make  this  plain.  In  any  system 
of  conduction  current  kept  up  by  impressed  E.M.F.,  any  increase  of  con- 
ductivity outside  the  seat  of  impressed  force  will  increase  the  current, 
and  also  the  heat  generation  ;  the  same  is  true  if  we  increase  the  con- 
ductivity at  a  place  where  there  is  impressed  force,  if  we  do  not  alter  the 
impressed  force.  But  if,  whilst,  say,  doubling  the  conductivity  at  a 
certain  place  where  there  is  impressed  force,  we  halve  the  strength  of 
the  latter,  we  decrease  the  current  and  the  heat  generation. 

Section  VII.     Work  done  by  Impressed  Forces  during 

Transient  States. 

When  we  charge  a  condenser  by  means  of  a  voltaic  battery  a  transient 
current  is  set  up  in  the  circuit,  which  is  quickly  stopped  by  the  elastic 
reaction  of  the  electric  displacement  in  the  dielectric.  There  is  then  a 
certain  amount  of  electrostatic  energy  set  up  in  the  condenser,  say  Uj 
and,  during  the  charge,  a  certain  amount  of  heat  was  generated  in  the 
conductor.  That  its  value  is  also  U  (expressed  as  energy,  to  save  the 
perfectly  useless  introduction  of  the  mechanical  equivalent  of  heat),  may 
be  seen  at  once  on  remembering  that  when  we  discharge  the  condenser 
through  the  same  resistance  (without  impressed  force),  the  current 
passes  through  the  same  series  of  values  at  corresponding  times  as 
during  the  charge,  and  must  therefore  generate  the  same  heat,  which, 
being  now  derived  from  the  potential  energy  of  the  condenser,  must 
amount  to  U,  And  we  further  see  that  whether  the  discharge  circuit 
has  or  has  not  the  same  resistance  as  the  cha^e  circuit,  the  heat  during 
the  charge  and  discharge  are  equal,  namely  27.  Thus,  in  charging  the 
condenser,  the  battery  does  2i7of  work,  half  of  which  is  accounted  for 
by  the  Joule-heat  during  the  charge,  and  the  other  half  by  the  energy 
of  displacement  in  the  condenser. 

This  property  is  wholly  irrespective  of  the  manner  in  which  the 
charge  takes  place,  if  no  other  work  be  finally  done  than  in  heating  and 
in  setting  up  electrostatic  energy.  Thus  a  coil  may  be  inserted  in  the 
circuit,  which  may  materially  alter  the  manner  of  the  charge,  and  render 
it  oscillatory ;  still,  the  heat  will  amount  to  27  as  before.  And  if  we 
put  another  coil  near  the  first,  so  that  there  is  a  current  during  the 
charge  in  it  as  well  as  in  the  main  circuit,  the  heat  will  still  be  exactly 
27,  provided  we  include  the  heat  in  the  secondary  coil  as  well. 

Similarly,  in  charging  a  submarine  cable,  the  distant  end  being 
insulated  or  only  connected  to  earth  inductively  through  condensers, 
so  that  the  final  state  is  one  of  no  current  (practically),  the  total  heat 
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during  the  charge  exactly  equals  in  value  that  of  the  electrostatic 
energy  set  up  in  the  dielectric  of  the  cable,  condensers,  etc.,  when  we 
count  the  Joule-heat  in  the  conductor,  sheath,  and  wherever  else  there 
may  be  conduction  current  during  the  charge. 

The  general  law,  of  which  the  above  are  examples,  is  as  follows : — If, 
in  any  arrangement  of  matter,  conducting  (metjEdlically),  or  dielectric, 
or  both,  originally  uncharged  and  free  from  current,  we  cause  any 
steady  impressed  forces  to  suddenly  commence  to  act,  and  we  keep 
them  on,  whose  distribution  is  such  that  the  final  state  is  one  of  no 
current,  the  Joule-heat  generated  in  the  conducting  parts  during  the 
transient  state  will  exactly  equal  in  amount  the  value  of  the  final 
electrostatic  energy  set  up.  The  impressed  forces  may  be  either  in  the 
dielectric  or  the  conducting  matter.  If  in  the  former,  it  does  not 
matter  how  they  are  distributed,  for  the  final  state  will  be  one  of  no 
current ;  but  if  in  conducting  matter  the  distribution  of  impressed  force 
ceases  to  be  permissibly  arbitrary.  In  a  linear  conducting  circuit,  for 
example,  their  sum  must  bo  zero  round  the  circuit.  K  partly  con- 
ductive, partly  inductive,  this  ceases  to  be  necessary,  but  the  impressed 
forces  must  act  equally  over  the  whole  cross-section  of  the  linear  con- 
ductor, otherwise  the  final  state  will  not  be  one  of  no  current 

Suppose,  however,  other  things  being  the  same,  the  distribution  of 
impressed  force  is  left  perfectly  arbitrary  in  the  conductors  as  well  as 
in  the  dielectrics,  with  the  result  that  the  final  state  is  a  certain  distri- 
bution of  steady  electric  current  in  conductors,  of  electrostatic  energy 
in  dielectrics,  and  of  magnetic  energy  in  both,  all  to  be  definitely  known 
from  the  given  data,  the  distribution  of  impressed  forces,  of  conductivity, 
capacity,  and  permeability.  This  we  may  conveniently  divide  into 
three  cases;  first,  the  final  magnetic  energy  negligible  in  comparison 
with  the  electrostatic;  next,  the  electrostatic  energy  negligible  in 
comparison  with  the  magnetic;  and  last,  the  real  case,  both  being 
counted. 

In  the  first  case  we  have  a  transient  state,  during  which  the  actual 
electric  force  anywhere  is  that  due  to  the  impressed  force  on  the  spot 
and  the  changing  electrostatic  force,  (though  "static"  is  rather  mis- 
applied), with  electric  current,  both  in  conductors  and  dielectrics,  leading 
to  a  final  state  in  which  the  current  is  confined  to  conductors.  Now,  if 
there  had  been  no  electrostatic  capacity,  the  final  state  of  current  would 
have  been  set  up  instantaneously,  the  activity  of  the  impressed  forces 
would  be  SeCo,  e  being  the  impressed  force  anywhere  and  Cq  the 
current,  the  summation  to  include  all  places  where  e  exists.  This 
activity  would  have  existed  from  the  first  moment,  so  that  at  the  time  / 
after  putting  on  the  impressed  forces,  the  whole  work  done  by  them 
would  have  been  2eCo<,  wholly  accounted  for  in  Joule-heating.  In 
reality,  when  there  is  electrostatic  energy  set  up  as  well,  the  whole 
work  done  by  the  impressed  forces  up  to  the  time  /,  to  include  the 
transient  state,  exceeds  the  amount  2  eCo/,  which  would  have  been  done 
had  there  been  no  electrostatic  energy  to  set  up,  by  the  amount  2  i/,  if 
U  is  the  final  energy  of  electric  displacement.  Besides  doing  an 
additional  amount  of  work   U  in   setting  up  the  energy  of  electric 
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displacement,  the  battery  does  an  equal  additional  amount,  which  is 
accounted  for  as  extra  Joule-heating. 

Thus,  in  charging  a  shunted  condenser,  or  a  cable  whose  further  end 
is  to  earth  (if  we  do  not  count  the  electromagnetic  induction),  U  being 
the  value  of  the  final  electrostatic  energy,  the  battery  will  do  2Z7  more 
work  than  if  the  electrostatic  capacity  were  nUy  half  in  extra  heating, 
half  in  setting  up  the  electrostatic  energy. 

In  the  second  case  we  have  a  great  difference.  Here  electmrnagnetic 
induction  is  predominant.  The  law  is  now  (other  things  being  the 
same)  that  the  impressed  forces  do  2T  less  work  than  they  would  have 
done  had  there  been  no  magnetic  energy  to  set  up,  T  being  the  value  of 
the  final  magnetic  energy.     In  the  electrostatic  case  the  work  done  was 

SeCo/  +  2i7; 

it  is  now  1^  eCo^  -  27, 

up  to  any  time  /  including  the  transient  state.  Hence  the  Joule-heat 
(instead  of  being  17  more)  is  now  ZT  less  than  if  no  magnetic  work  had 
been  done. 

In  both  cases,  U  and  T,  the  electric  and  magnetic  energy,  are  recover- 
able, appearing  as  Joule-heat  in  the  conductors  when  the  impressed 
forces  are  removed;  but  the  doing  of  electrostatic  work  makes  the 
impressed  forces  work  faster,  and  of  ma^etic  work  slower.  The  one  is 
potential  energy,  the  other  kinetic.  Tne  one  is  connected  with  elasti- 
city, the  other  with  inertia. 

Lastly,  coming  to  what  is  more  usually  the  case,  both  electric  and 
magnetic  energy  set  up.  During  the  transient  state  the  coexistence  of 
the  two  inductions  causes  a  singularly  complex  state  of  affairs,  by  no 
means  the  mere  resultant  of  the  two  taken  separately.  Yet  the  law, 
which  we  might  guess  from  the  preceding,  is  that  the  additional  work 
done  by  the  impressed  forces  above  the  amount  2  eC^^,  that  they  would 
have  done  had  there  been  no  electric  and  magnetic  energy  to  set  up, 
amounts  to  2i7-  2T,  being  2U  more  on  account  of  the  electric  energy 
Z7,  and  2T  less  on  account  of  the  magnetic  energy  T)  whilst  the  Joule- 
heat  is  increased  by  U-ZT. 

This  includes,  of  course,  all  the  preceding  special  cases.  Thus,  in  the 
case  of  charging  a  condenser,  the  final  current  Co  =  0,  and  T=0.  The 
additional  work  2{U-T)  may  of  course  be  either  positive  or  negative, 
according  to  the  values  of  U  and  T, 

The  following  proof  covers  the  whole,  the  impressed  forces  being 
arbitrarily  distributed,  and  the  matter  having  any  conductivity,  capacity, 
and  permeability.     Also,  eolotropy  in  these  three  respects  is  included. 

Let  e  be  the  steady  impressed  force  at  any  place,  put  on  at  the  time 
/  =  0,  and  kept  on.  Let  E,  H,  F,  0,  be  the  electric  force,  magnetic 
force,  electric  current,  and  magnetic  current,  at  the  time  /  after  the 
commencement,  and  Eg,  Hq,  Fq,  their  final  values,  Gq  being  zero. 

The  activity  of  e  is  eF  at  any  moment,  and  the  total  activity  is  2  eF 
through  all  space,  or  wherever  e  exists.  Let  P  be  any  "polar"  electric 
force,  then 

2PF  =  0,    (56) 


k 
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because  P  has  no  curl,  and  T  no  divergence;  a  well-known  theorem 
that  is  made  visibly  true  by  considering  that  the  tubes  of  F  are  closed, 
whilst  the  line-integral  of  Y  in  any  circuit  is  zero. 

Now,  in  the  transient  state,  the  equation  of  induction  is 

curl  (e  -  B)  =  47rO ;    (56) 

which  becomes,  in  the  final  state, 

curl(e-Bo)  =  0; 

whence  Bo  =  e  +  Po,    (57) 

where  P^  is  polar,  or  P^  =  -  VP;  F  being  a  scalar  potential,  the  electric 
potential.     Choose  then  P  =  Po;  then,  by  (66)  and  (57), 

2er  =  2er4-2Por  =  2Bor;    (58) 

or  the  activity  is  the  same  on  putting  the  final  real  electric  force  for  the 
impressed  force. 

Now  r  =  C-hI),    (59) 

C  being  the  conduction  and  i  the  displacement  current,  D  being  the 
displacement  (elastic).    Therefore,  by  (58)  and  (59), 

2er  =  2BoC  +  2Boi), 

=  2Eo^E  +  2EoD,    because  C==^E; 

=  2CoB-h2Boi),    (60) 

k  being  the  conductivity,  and  Cq  =  IcEq  the  final  conduction  current,  =  F^. 
But  curl  Ho  =  4irCo ;   (61) 

therefore  2  CoB  =  2  A^  curl  B  =  2  H^  (curl  e/47r  -  0), 

by  (61)  and  (56).     Therefore 

2  CoB  =  2  6  curl  Ho/47r  -  2  HoG  =  2  eCo  -  2  HoO. 

Putting  this  in  (60),  we  get 

2er  =  2eCo  +  2Bof)-2HoO (62) 

This  is  true  at  every  moment.  Now  integrate  (62)  to  the  time,  from 
0  to  /,  to  include  the  transient  state  (t  must  mathematically  be  infinity), 
and  we  get 

2e/'Fd/  =  2eCo/  +  2BoDo-2HoBo/47r,    (63) 

Dq  being  the  final  displacement,  Bq  the  final  magnetic  induction.    But 

^=2iBoDo,         r=2iHoBo/47r 

are  the  values  of  the  final  electric  and  magnetic  energies.  So  (63) 
becomes 

2e/'rd/  =  2eCo/-h 21^-27,  (64) 

which  is  the  required  result,  showing  that  the  work  done  by  the 
impressed  forces  is  increased  by  2U  on  account  of  the  electric  ener^, 

H.E.P.— VOL.  I.  2  G 


466  ELECTRICAL  PAPERS. 

and  reduced  by  2T  on  account  of  the  magnetic  energy,  the  Joule-heat 
being  increased  by  ?7  -  ST, 

I  have  written  out  the  above  rather  fully.  Without  the  explana- 
tions, it  goes  simply  thus, 

2er  =  2(e-i-Po)r=2Bor  =  2BoC4-2Bofi 
=  2CoB  +  2BoI)  =  2Ho  (curl  e/47r- 0) -hSiyb 
=  2eCo  +  2Bofi-2HoO, 
whose  time-integral  is 

2e/'re^/  =  2eCo<-l-2J/-2r. 

This  shows  how  much  may  be  put  in  a  small  compass. 

We  should  remark  that  it  is  T  the  true  current  that  is  circuital,  in 

general,  not  C  or  J)  separately,  except  in  the  final  state,  when  the 
current  is  wholly  conductive.  Also,  that  we  twice  make  use  of  the 
theorem 

2AcurlB  =  2BcurlA    (65) 

through  all  space,  A  and  B  being  any  vector  functions;  of  this  (55) 
above  is  a  special  case.  Giving  proofs  of  all  the  potential  properties 
made  use  of  is  out  of  the  question.  I  entered  fully  into  these  matters 
in  former  articles.  It  is  customary,  in  mathematical  investigations  in 
electromagnetism  to  virtually  prove  this  and  similar  theorems  over  and 
over  again  in  the  course  of  working  out  results,  instead  of  merely 
quoting  them;  like  proving  a  proposition  in  "Euclid"  ah  iniiiOy  from 
the  axioms  and  definitions.  It  would,  however,  be  very  desirable  to 
have  special  names  for  the  various  useful  vector  theorems  connected 
with  the  V  operator.  This  is  sometimes  done  by  quoting  a  man's  name, 
and  leads  to  confusion,  if  two  tlieorems  are  called,  for  instance,  Laplace's 
theorem.  I  think  the  three  fundamental  theorems  of  Slope,  Version, 
and  Divergence  would  be  recognisable  by  these  names  by  anyone 
acquainted  with  the  theorems,  though  not  previously  with  these  names 
for  them.  From  them  follow  a  number  of  others  of  the  greatest  utility, 
of  which  (65)  is  an  example. 

Section  VIII.    Electric  Energy.    Circuital  Displacement. 

In  the  theory  of  electrostatics  a  tube  of  displacement  has  a  beginning 
and  an  end,  at  its  beginning  there  being  positive,  at  its  end  negative 
electrification.  The  terminations  of  the  tubes  are  usually  upon  con- 
ducting surfaces ;  there  may,  however,  be  interior  electrification  in  the 
dielectric,  if  so,  it  has  got  there  by  convection,  or  by  disruption. 
Impressed  force  in  the  dielectric  is  not  considered  in  the  theory  of 
electrostatics.  But  should  there  be  any,  there  will  usually  be  closed 
tubes  of  displacement  without  electrification,  as  well  as  terminated 
tubes,  due  to  the  presence  of  conductors ;  and  should  there  be  no  con- 
ductors, the  displacement  set  up  by  impressed  force  is  wholly  circuital. 
This  will  be  briefly  considered  later.  At  present  we  take  the  case  of 
circuital  displacement  in  a  dielectric  arising  from  electromagnetic  indue- 
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tion.  Conductors  are  temporarily  excluded  for  simplicity.  Let  there 
be  any  state  of  electric  displacement  D  and  magnetic  induction  B  in  an 
infinitely  extended  dielectric,  without  impressed  forces.  A  possible 
state  of  induction  and  displacement  is  meant,  of  course.  For  instance, 
set  up  any  state  of  displacement  by  impressed  force,  which  then  remove, 
leaving  the  system  to  itself.  E  and  H  being  the  electric  and  magnetic 
forces  at  any  moment,  we  have 

B  =  /iaH,         D  =  rE/47r;    (66) 

/i  being  the  permeability  and  c  the  specific  capacity.  The  tubes  of  B 
are  always  closed.  Those  of  D  are  also  closed,  if  there  be  no  bodily 
electrification.  We  cannot,  therefore,  express  the  electric  energy  in 
terms  of  the  scalar  electric  potential  and  the  electrification.  The 
appropriate  form  is  in  terms  of  the  magnetic  current  and  its  vector- 
potential. 

Let  Z  be  such  that 

-ciu'lZ  =  cB,    (67) 

which  is  possible  because  this  is  the  general  integral  of  divcE=0, 
expressing  that  the  displacement  is  closed.*  Z  is  the  vector-potential 
of  the  magnetic  current.    It  is  given  by 

-Z  =  2?^'-^'^,      or     =curl2^,    (68) 

47rr  47rr 

by  potential  properties.  Here  r  is  the  distance  from  the  point  where  Z 
is  reckoned,  of  the  element  of  the  quantity  summed  up  through  all  space. 
To  Z,  as  given  by  (68),  any  polar  term  may  be  added  without  aftecting 
(67);  Z,  after  (68),  being  circuital,  like  B  and  D.  Since  the  second 
equation  of  induction  is 

-  curl  E  =  ftH  =  47rO,     (69) 

Q  being  the  magnetic  current,  the  equation  of  Z,  by  (67)  and  (69),  is 

curl  c-i  curl  Z  =  47rO ;    (70) 

from  which  we  see  that  when  c  is  constant,  we  have 

Z  =  c20/r,    (71) 

verifying  that  Z  is  the  vector-potential  of  the  magnetic  current. 

If  17  be  the  electric  energy  (energy  of  electric  displacement),  we  have 

i7=2JED  =  2J-5^curlE  =  2JZ0,   (72) 

by  potential  properties,  and  (67)  and  (69). 

These  may  be  instructively  compared  with  the  corresponding  mag- 
netic equations.  If  A  be  Maxwell's  vector-potential  of  the  electric 
current,  we  have 

curlA  =  B  =  /iAH,    (67a) 

•  [The  first  use  (not  then,  but  now)  known  to  me  of  the  function  Z  in  a  dielectric, 
to  give  the  displacement  by  curling,  is  in  Professor  Fitzgerald's  paper  "On  the 
Electromagoetic  Theory  of  the  Reflection  and  Refraction  of  Light,  '  Phil.  Trans,  ^ 
1880.] 
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resulting  fix)m  integrating  div  B  =  0.    And  the  first  equation  of  induc- 
tion is 

curlH  =  cB  =  4irr,   (69o) 

r  being  the  electric  current    So,  T  being  the  magnetic  energy,  we  have 

r=2JHB/4ir  =  2i-^curlH/47r=2|Ar,    (72a) 

by  (67a)  and  (69a).    And,  if  /it  be  constant,  we  have 

A  =  fi2r/r.    (71a) 

These  four  equations  marked  a  correspond  to  the  former  equations  with 
the  same  numbers.     We  have  also 

B=  -A-VP,   (73a) 

and,  to  correspond  thereto,     H=-Z-V12,    (73) 

P  being  the  scalar  single-valued  electric  potential,  and  12  the  scalar 
single-valued  magnetic  potential.  (73a)  is  Maxwell's  equation.  To 
prove  (73^  we  may  merely  remark  that  by  (69a)  the  magnetic  force 
round  a  closed  curve  equals  iir  times  the  electric  current  through  the 
curve ;  and  by  (67)  the  same  relation  holds  between  -  Z  and  4ir  times 
the  displacement.  Or,  differentiate  (67)  to  the  time,  and  compare  with 
(69a). 

So  far  as  the  energy  expressions  in  (72)  and  (72a)  go,  it  does  not 
matter  whether  0  and  P  are  counted  or  not,  though  they  usually  exist, 
especially  if  there  are  variations  of  permeability  or  capacity  from  place 
to  place. 

Other  forms  of  U  and  T: — When  A  and  Z  are  wholly  circuital, 

^=  2  AcA/8ir- 2  |P<r,         r=2ZfiZ/87r- 2|fl/>, 

if  -47r/)  =  divfiZ      and       -  iTrcr  =  div  cA ; 

(73)  and  (73a)  holding  good.  Here  <r  is  imaginary  electrification,  and  p 
imaginary  magnetic  matter,  the  first  being  where  c  and  the  second 
where  fi  varies. 

Simple  Example  of  Closed  Displacement. 

In  this  example  there  is  a  conductor  in  the  field,  but  as,  from  sym- 
metry, it  will  be  obvious  that  the  displacement  is  wholly  closed,  it  will 
not  matter.  If  an  intrinsic  magnet  be  at  rest  in  a  dielectric,  there  is  no 
electric  force,  but  merely  a  state  of  magnetic  force.  But  if  it  be  set  in 
motion  there  is  immediately  a  field  of  electric  force  set  up  as  well,  and 
of  displacement  and  electric  current  due  to  changing  displacement 
Whether  the  displacement  does  not  or  does  cause  electrification  will 
depend  upon  whether  it  is,  at  the  surface  of  a  conductor,  wholly  tan- 
gential or  not,  for  it  is  the  normal  component  that  introduces  surface 
electrification.  Now,  if  a  straight  bar  magnet  of  circular  section  be 
carried  through  the  air  parallel  to  its  length,  the  lines  of  electric  force 
are  clearly  circles  about  the  line  of  motion,  so  that  the  displacement  in 
the  air  is  wholly  circuital     Or,  let  a  uniformly  intrinsically  magnetised 
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sphere  move  through  a  dielectric  in  the  direction  of  its  axis  of  mag- 
netisation with  constant  velocity  v  small  compared  with  that  of  the 
propagation  of  light,  so  that  we  may  regard  the  sphere's  field  of  mag- 
netic force  to  be  rigidly  attached  to  it  and  move  with  it  without  change. 
A  certain  state  of  electric  force  in  circles  about  the  line  of  motion,  the 
continuation  both  ways  of  the  sphere's  axis,  is  set  up,  changing  at  any 
fit^d  point  continuously.  But  if  we  travel  through  the  air  with  the 
sphere,  the  electric  field  is  stationary.  We  may  thus  regard  the  magnet 
as  carrying  with  it,  in  rigid  connection,  a  certain  constant  electric  field 
as  well  as  its  magnetic  field.  The  first  approximation  to  the  solution, 
by  far  the  most  important  part,  is  readily  found. 

Let  M  be  the  magnetic  moment  of  the  sphere,  of  radius  a ;  z  distance 
measured  along  the  line  of  motion,  from  a  fixed  origin,  of  the  centre  of 
the  sphere  at  time  t ;  r  the  distance  of  any  point,  i%  from  the  centre  of 
the  sphere,  and  6  the  angle  r  makes  with  z.     The  magnetic  potential  at 

Pis  12  =  (if/r2)  cos  ft 

Let  V  be  the  velocity  of  the  sphere,  then 

t  being  the  time  and  z^  constant. 

This  gives  dQjdt  =  -  r  d^jdz  ; 

so  that  the  magnetic  current  at  the  point  P  is 

0  =  lAjiir  =  -  Viljiir  =  {vliir)V(dnidz) ; 

or,  using  the  above  value  of  0, 

G  =  (t;3f/4ir)V{(l-.3co82tf)/r»},    (74) 

the  differentiation  V  being  conducted  at  P. 
Calculate  the  total  of  0  through  the  circle  r,  ft    This  is,  if  ca  =  cos  tf, 

'^jr^dH^  \.Z1^J-^^1-^) (75) 

The  circle  r,  ^  is  a  line  of  electric  force  E.    So,  by  the  relation  (69), 
-  2TrrE  sin  6  =  67rt;ifca(l  -  <u2)/r2,    or    £  =  -  ^vMr'^  sin  2ft 

This  could  be  got  more  simply,  but  we  wanted  an  expression  for  0, 
and  having  it,  made  use  of  the  relation  (69)  applied  to  a  closed  curve, 
or  the  Theorem  of  Version. 

The  last  equation  gives  the  strength  of  electric  force  at  the  point  r,  0 
referred  to  the  sphere's  centre  and  axis  of  motion.  The  potential 
energy  U  of  the  displacement  is 

I7=2ci;2/87r=  fff  ^(?^V(1  -<u2)r2rfrrf<ud<^. 

The  limits  for  r  are  a  and  oo ;  for  <^,  0  and  2ir ;  for  w,  -  1  and  + 1. 
This  gives 

U^cfPMyba^^^i^M^bvfa^    (76) 

if  v^  is  the  velocity  of  light,  the  electromagnetic  value  of  c  being  the 
reciprocal  of  v'. 


470  ELECTRICAL  PAPERS. 

U  is  only  a  small  fraction  of  T  the  magnetic  energy  of  the  sphere. 
This,  by  the  formula 

is  easily  shown  to  be      T=  3M^ia^/JL(/x  +  2), 

if  fjL  be  the  permeability  of  the  sphere,  the  outside  value  being  unity. 
Thus,  if  ft  =  1  in  the  sphere  also, 

Travelling  with  the  sphere,  we  have  a  steady  electric  field,  and  no 
current.  But  at  a  fixed  point,  the  current,  or  rate  of  increase  of 
displacement,  is 

cE/iir  =  -  {cvliw)(dE/dz)  =  3i^if  sin  ^(1  -  3  co82^)/47it^«. 

As  before  remarked,  the  solution  is  the  first  approximation.  In  a 
complete  theory  there  would  be  no  discontinuity  in  the  electric  force  at 
the  surface  of  the  magnet,  as  the  above  supposes,  and  there  would  be 
electric  current  in  the  magnet,  with  waste  of  energy  by  the  Joule  heat- 
ing, thus  requiring  a  continuously  applied  mechanical  force  to  keep  up 
the  motion.  Whilst,  therefore,  we  should  have  disturbance  inside  the 
magnet,  the  solution  outside  would  bo  not  exactly  that  given.  In  fact, 
we  see  that  the  calculated  dielectric  current  itself  has  its  magnetic  field, 
thus  slightly  altering  the  assumed  magnetic  field,  that  of  the  magnet  at 
rest ;  and  to  the  motion  of  this  new  magnetic  field  (very  weak)  there 
corresponds  a  new  electric  field,  and  so  on.  However  insignificant  these 
corrections  may  be  in  point  of  magnitude,  they  are  yet  required  to  make 
up  a  complete  system  satisfying  the  laws  of  induction.  Taking,  how- 
ever, the  above  field  of  electric  displacement  by  itself,  we  may  close  the 
magnetic  currents  in  the  appropriate  manner  on  the  surface  of  the  magnet 
itself.     The  surface  value  of  E  is,  by  (75), 

-  f  JI/m-»  sin  2^,     (77) 

and  it  is  tangential.  Hence  the  same  expression  divided  by  47r,  and 
taken  positively,  is,  by  the  surface  interpretation  of  (69),  the  strength 
of  the  complementary  surface  magnetic  current,  directed  «t  right  angles 
to  the  electric  force — that  is,  along  the  meridional  lines,  if  the  poles  be 
those  points  of  the  sphere  cut  by  the  line  of  motion  through  the  centre. 
This  system,  with  the  former,  makes  a  closed  system  of  magnetic  current, 
whose  vector-potential  may  be  taken  to  be  given  by 

Z  =  cMvr-^  cos  6,    parallel  to  2 (78) 

For  this  satisfies  (67).  This  is  literally  the  vector-potential  of  a 
surface  magnetic  current  of  strength  o-y,  parallel  to  z,  a*  being  the 
surface-density  of  free  magnetism ;  but  it  is  unnecessary  to  calculate 
the  part  due  to  the  complementary  current  required  to  close  it. 

We  can  now  check  the  value  of  U  by  the  formula  (72). 

?7=SiZO  =  iA^^'?^jfa,2(l--a,>2^cud<^ (79) 

Here  we  have  to  integrate  the  scalar  product  of  Z  and  0  through  all 
space,  Z  being  given  by  (78)  and  Q  by  (74)  outside  the  magnet,  and  by 
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(77)  (when  divided  by  —  47r)  on  its  surface.  But  the  volume-integral  out- 
side the  magnet  vanishes,  because  Z  contains  Q^  and  G  contains  Q^  as  a 
factor  (zonal  harmonics).  Hence  there  is  simply  the  surface-integral 
left,  expressed  by  the  right  side  of  (79),  the  ^-component  of  the  surface 
G  alone  counting.     It  gives  the  value  (76)  again. 

The  reason  why  (78)  suffices  for  use  in  the  formula  2  ^ZO  -  U  is 
because  0  is  circuital.  If,  on  the  other  hand,  we  employed  the  full 
formula  for  Z,  we  would  not  need  to  close  0.  A  surface-current  crv 
parallel  to  z  would  then  suffice.  Thus,  if  Z-Z^  +  Z^  and  G  =  0,4-  Go, 
wherein  Z  and  G  are  both  circuital,  whilst  the  parts  Z^  and  G^  are 
polar,  we  have 

2  ZG  =  2(Zi  +  Z,)Q,  =  2  Zi(Gi  +  G^), 

since  SZGa^O    and    2Z2G  =  0. 

Section  IX.    Impressed  Electric  Force  in  Dielectrics. 

A  comparison  is  often  made  between  distributions  of  magnetic  induc- 
tion and  of  electric  current.  There  is,  however,  a  far  more  satisfactory 
analogy  between  magnetic  induction  and  electric  displacement  in  a 
dielectric,  which  may  be  pushed  much  further  before  correspondence 
ceases.  So  far  as  mere  distributions  in  space  go,  of  the  three  pheno- 
mena of  conduction  current,  electric  displacement  in  a  dielectric,  and 
magnetic  induction,  we  may  conveniently  compare  them  simultaneously. 

First,  let  there  be  a  distribution  of  impressed  electric  force  e,,  in  a 
conductor  of  conductivity  k  (infinitely  extended  in  the  general  case, 
with  the  conductivity  different  at  different  places),  setting  up  a  steady 
state  of  electric  force  E^,  and  conduction  current  C.  We  have  the 
three  conditions 

C  =  itEi,        divC  =  0,        curl  (Oj  -  Bi)  =  0 (80a) 

Secondly,  in  a  non-conducting  unelectrified  dielectric  of  capacity  c, 
in  which  a  distribution  of  impressed  electric  force  Bj,  sets  up  a  steady 
state  of  electric  force  Eg,  and  displacement  D,  we  have 

D  =  cB2/47r,        divD  =  0,        curl  (eg  -  Eg)  =  0 .(80ft) 

Thirdly,  in  a  medium  of  permeability  ft,  in  which  a  distribution  of 
impressed  magnetic  force  h,  sets  up  a  steady  state  of  magnetic  force  H, 
and  induction  B,  we  have 

B  =  /xH,        divB  =  0,        curl(H-li)  =  0 (80c) 

These  three  sets  of  conditions  are  exactly  similar.  We  have  in  each 
case  a  "  force  "  and  a  "  flux."  The  first  condition  is  the  linear  relation 
between  the  force  and  the  flux,  ie,,  Ohm's  law,  etc.  The  second  con- 
dition is  that  of  continuity  of  the  flux,  asserting  that  its  divergence  or 
convergence  is  zero  everywhere,  or  that  the  flux  is  circuital.  The 
third  is  the  force  equation,  what  the  equation  of  induction  becomes 
when  the  state  is  steady ;  the  third  conditions  in  (80rt)  and  (80ft)  being 
examples  of 

curl  (a  -  B) = /jA, 
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with  H  =  0,  and  that  in  (80c)  arising  from 

curl  (H  -  h)  =  4irr, 

with  r  =  0.  The  difference  between  the  actual  and  the  impressed 
force,  or  the  natural  force  of  the  field  itself,  has  no  rotation,  or  its 
line-integral  round  auy  closed  line  whatever  is  zero.     Or, 

Bi  =  ei  +  Pi,        B2  =  e2  +  P„        H  =  h  +  P3, 

where  P^,  Pg,  Pg  are  "  polar  "  forces  entirely,  derived  from  single-valued 
scalar  potentials,  whose  space-variations  give  the  polar  forces ;  thus 

Pi=-VPi,        P2=-VP2,        P8=-Vfi, 

where  P^  and  P^  are  electric  potentials  and  fi  magnetic  potential. 

The  three  conditions  serve  to  determine  unambiguously  the  complete 
solution,  so  far  as  the  force  and  the  flux  are  concerned,  when  the 
impressed  force  and  the  distribution  of  conductivity,  etc.,  are  given. 
To  the  impressed  force  we  require  to  add  a  polar  force  to  make  up 
a  complete  system  of  force  satisfying  the  continuity  of  the  flux.  At 
the  poles,  or  places  where  the  polar  force  converges,  or  diverges,  we 
may,  if  we  like,  put  imaginary  matter,  electric  or  magnetic,  as  the 
case  may  be,  repelling  according  to  the  inverse-square  law,  and  regard 
the  potentials  as  the  potentials  of  the  matter.  Each  distribution  of 
impressed  force  requires  a  particular  polar  force  to  supplement  it; 
except  when  the  impressed  force  is  so  distributed  that  it  can  by  itself 
satisfy  the  continuity  of  the  flux,  and  the  linear  relation  between  the 
flux  and  the  force.     Thus,  when 

divtoi  =  0,      or      div  663  =  0,      or      divfih  =  0, 

no  polar  force  is  needed,  and  there  is  none,  or  the  potential  does  not 
vary.     We  have  then 

C  =  toi,        D  =  ce2/47r,      and      B=fih 

respectively.  On  the  other  hand,  should  the  impressed  force  be  itself 
polar  in  its  distribution,  there  is  no  flux  produced.     We  then  have 

61  =  -  Pj,    etc.,      and      Bj  =  0,    etc. 

Now,  if  in  the  above  three  problems,  the  distributions  of  impressed 
force — electric  or  magnetic,  as  the  case  may  be — are  identical,  and  also 
the  distributions  of  conductivity,  etc.,  in  space,  then  also  the  three 
fluxes  have  identical  distributions.  Practically,  as  neither  the  per- 
meability nor  the  capacity  (in  non-conductors,  at  any  rate)  can  vanish, 
we  must  not  let  the  conductivity  be  zero  anywhere  in  the  conduction 
current  problem ;  i.e.j  all  space  must  be  conducting,  more  or  less,  to 
get  identical  distributions  of  current  to  those  of  induction  and  dis- 
placement respectively.  We  cannot  confine  either  of  the  last  to  definite 
closed  channels,  as  we  do  electric  currents,  by  arrangement  of  matter, 
although  we  can  do  so  by  proper  distributions  of  the  impressed  force, 
viz.,  in  the  above  mentioned  cases  of  no  polar  force. 

The  distributions  of  Joule-heat  per  second  (or  dissipativity),  of 
electric  energy  (or  energy  of  displacement),  and  of  magnetic  energy 


ELECTROMAGNETIC  INDUCTION  AND  ITS  PROPAGATION.    473 

are  also  similar,  being  IjJcE^,  BjcBg/STr,  and  HftH/Sir  respectively  per 
unit  volume;  and  if  their  totals  through  all  space  be  Q,  U,  and  T 
respectively,  we  have 

g=2;Biiaii  =  ^eiitBi  =  :i:eitei-2FiitFi,    (81a) 

SirU=-  2  BacBj  =  2  e^cBg  =  2  e^ce^  -  2  P^cPa,     .-(816) 

8irr  =  2H/ifi  =2h/iH  =2h/ai  -^T^T^ (81c) 

In  the  first  form  of  expression,  as  2Bi^B|,  the  quantity  summed 
is  the  actual  amount  in  the  unit  volume.  In  the  second  form  the 
summation  extends  only  where  there  is  impressed  force,  being  of  the 
scalar  product  of  the  impressed  force  and  the  actual  flux. 

In  the  third  form,  there  are  two  summations,  both  necessarily  of 
positive  amounts,  whose  difference  gives  the  dissipativity,  etc.  The 
first  extends  only  where  there  is  impressed  force,  being  the  greatest 
value  of  Q,  etc.  The  second  extends  over  all  space  where  there  is 
polar  force,  and  vanishes  when  there  is  none.  The  parts  depending  on 
the  polar  forces  may  also  be  expressed  in  terms  of  the  potential  and  of 
imaginary  matter.    Thus — 

2FiifcFi      =2PiPi,      if    Pi  =  convitei,    (82a) 

^Y2cY^fSir  =  l^P^^    if    Pa  =  conv cea/iTT,    (82ft) 

2  F3/LtF3/87r  =  2  |I2o-,       if     o-  =  conv/Ah/47r.    (82r) 

Note  here  that  the  distribution  of  imaginary  matter  is  not  the  same 
(in  general)  as  that  before  mentioned,  measured  by  the  divergence  of 
the  polar  force.  Here  the  matters  are  distributed  where  the  impressed 
force,  multiplied  by  the  conductivity,  etc.,  has  convergence.  In  (82c), 
o-  is  the  density  of  imaginary  magnetic  matter  on  the  ends  of  a  magnet 
But  in  (82a)  and  (82ft),  p^  and  p^  are  not  distributions  of  electrification, 
for  there  is  none  in  either  case.  The  electrification  is  measured  by  the 
divergence  of  the  displacement,  which  is  zero  under  the  stated  conditions. 

We  may  also  employ  vector-potentials  in  all  three  cases.    Thus 

e  =  2BiC        =2Hi0i,    (83a) 

^=2iE2D      =2iZ02,    (83ft) 

T=2pB/47r==2JAr (83c) 

The  relations  of  these  new  quantities  are 

curlHi  =  47rC,        curl  Bi  =  47rGj,    (84a) 

curlZ   =cB2,         curl  62  =  iTrGj,    (846) 

curlA  =^H,         curlh=4Trr (84c) 

In  the  conduction  current  case  (83a)  and  (84a),  Hj  is  the  magnetic 
force  of  the  current,  and  Gj  is  an  imaginary  distribution  of  magnetic 
current,  viz.,  where  the  impressed  force  has  rotation,  or  varies  laterally. 
In  (83ft)  and  (84ft),  Og  ^^  ^'^^  ^^  imaginary  magnetic  current,  similarly 
related  to  the  impressed  force,  whilst  in  the  magnetic  case  (83c)  and 
(84c),  r  is  similarly  related  to  the  impressed  magnetic  force,  and  is  the 
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well-known  imaginary  electric  current  which  would  (if  it  were  a  real 
current)  correspond  to  the  same  state  of  magnetic  induction  as  the 
impressed  force  h  sets  up.  The  summations  do  not  extend  over  the 
whole  region  of  impressed  force,  but  to  portions  only,  perhaps  round  a 
single  line.  This  we  will  illustrate  in  the  conduction  current  case. 
The  formula  Q  =  Z  H^Gj  has  some  suggestiveness  in  connection  with  the 
transfer  of  energy,  but  turns  out  to  have  no  Very  important  application. 
As  we  remarked  before,  if  the  impressed  force  be  polar,  there  is  no 
flux.  For  there  to  be  any  flux  at  all,  the  impressed  force  must  have 
curl  somewhere,  and  (?  =  2  HjOj  shows  the  exact  dependent  of  the 
activity  on  the  situation  and  amount  of  this  curl  Take  a  simple 
voltaic  circuit,  copper  and  zinc  in  acid,  and  the  copper  continued  by  a 
copper  wire  to  the  zinc  outside  the  liquid.  Suppose  the  impressed 
forces  are  entirely  confined  to  the  metal-acid  surfaces,  and  are  of 
uniform  strength  over  each  metal.  Then  the  places  of  summation  are 
the  two  wind-and-water  lines.  One  place  gives  the  amount  of  energy 
leaving  the  zinc  per  second,  the  other  the  amount  arriving  at  the 
copper,  and  their  difference  is  the  amount  of  Joule-heat  in  the  circuit 
Next  suppose  that  the  zinc-air  force  equals  the  zinc-acid  force,  and  that 
the  copper-air  force  equals  the  copper-acid  force.  There  is  now  only 
one  place  of  curl  of  impressed  force,  viz.,  the  air-boundary  of  the 
copper-zinc  junction,  and  the  summation  round  that  line  only  gives 
the  value  of  Q.  But  not  only  may  we  thus  shift  the  places  of  sum- 
mation outside  the  battery,  but  we  may  locate  them  altogether  away 
from  the  circuit  if  we  like  by  suitable  dispositions  of  impressed  force 
outside  the  circuit,  which  will  not  in  any  way  disturb  the  state  of 
magnetic  force  and  current  provided  we  keep  the  same  impressed  forces 
in  the  battery  as  before,  although  they  will  alter  the  paths  of  the 
transfer  of  energy.  In  problems  (b)  and  (c)  there  is,  of  course,  no 
transfer  of  energy  at  all  after  the  steady  states,  which  are  alone  con- 
sidered, have  been  set  up. 

In  problems  (b)  and  (c)  we  may  also  compare  the  mechanical  stresses. 
They  are  such  as  to  increase  U  or  T  respectively  when  allowed  to  act, 
by  letting  the  impressed  forces  do  more  work.  Two  bar  magnets  repel 
with  like  poles,  and  attract  with  unlike  poles  approached,  whilst  either 
pole  of  either  will  attract  soft  iron  and  repel  bismuth.  Similarly,  take 
two  bars  of  a  dielectric  and  put  in  them  impressed  electric  force  parallel 
to  their  lengths.  Like  ends  will  repel  and  unlike  attract  one  another, 
whilst  either  pole  will  attract  a  piece  of  solid  dielectric  of  greater 
capacity  than  air  (in  which  all  are  immersed),  in  which  there  is  no 
impressed  force,  or  repel  it  if  its  capacity  be  less  than  that  of  the  air, 
or  other  surrounding  medium.  The  same  will  happen  if  there  be 
intrinsic  displacement  in  the  solid  bars,  such  as  arises  from  so-called 
"absorption."  (If  in  the  conduction  current  problem  there  were  a 
corresponding  tendency  for  Q  to  increase,  then  a  copper  ball  in  mercury 
conveying  a  current  would  be  attracted  by  either  electrode,  where  the 
current  has  greater  density.) 

Dismissing  now  the  problems  (a)  and  (6),  consider  something  quite 
peculiar  to  (c),  that  of  dielectric  displacement.     Both  the  conduction 
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current  and  the  magnetic  induction  are  continuous,  as  expressed  by  the 
second  condition  in  each  case.  We  have  also  written  down  the  same 
condition  for  the  electric  displacement.  No  arrangement  of  impressed 
electric  force  can  create  any  discontinuity  in  the  displacement,  provided 
there  be  no  conduction  anywhere.  Should  there  be  any  discontinuity, 
its  proper  measure  is  the  divergence  of  the  displacement.  That  is, 
p  the  volume-density  of  the  electrification — for  it  is  nothing  else  than 
discontinuity  in  the  displacement — is  given  by 

p  =  div  D. 

Supposing  there  to  be  any  such  discontinuity,  it  will  remain  a  fixture, 
or  only  be  varied  in  distribution  by  motion  of  matter  carrying  the 
electrification  with  it — of  matter,  because  it  appears  most  probable  that 
there  cannot  be  any  electrification  without  the  presence  of  matter ; 
or,  the  displacement  in  the  electromagnetic  medium  itself,  the  ether, 
is  always  continuous.  To  get  rid  of  the  electrification  there  must  be 
conduction.  Conversely,  to  create  electrification  there  must  be  con- 
duction.    The  two  statements  go  together. 

Now  the  essential  property  of  a  conduction  current  is  dissipation  of 
energy  by  the  heating  effect  produced.  Destruction  of  electrification 
by  disruption  of  the  dielectric  is  therefore  of  the  nature  of  a  conduction 
current,  at  least  partly,  although  the  simple  metallic  conduction  law  is 
not  followed,  and,  in  fact,  it  is  not  known  definitely  what  is  the  exact 
course  of  events,  even  when  considered  merely  electrically.  But  we 
should  never,  in  attempting  to  explain  something,  go  from  the  complex 
and  ill-understood  to  the  comparatively  simple  and  mathematically 
expressible,  but  pursue  the  other  course.  We  may  say  then,  with 
tolerable  certainty,  that  to  create  electrification  there  must  be  (1),  the 
presence  of  matter ;  (2),  impressed  electric  force,  i.e.,  a  cause  in  opera- 
tion which  tends  to  produce  an  electric  current  (if  we  like  we  may  say 
which  tends  to  produce  magnetic  force,  and  regard  the  current  as  an 
affection  of  the  magnetic  force),  which  is  neither  the  polar  electric  force 
nor  the  electric  force  of  induction,  these  being  the  only  two  naturally 

belonging  to  the  electromagnetic  medium ;  (3),  conduction,  with  dissipa- 
tion of  energy. 

Nothing  is  easier  than  to  create  electrification  experimentally  or 
involuntarily  by  the  contact  or  friction  of  bodies.  Imaginative  ex- 
planations may  be  readily  made  up,  and  are  likely  to  be  of  very  little 
value.  It  is,  then,  necessary  to  be  somewhat  general,  or  vague,  in 
order  to  keep  on  the  straight  and  narrow  path.  We  may  create 
electrification  by  the  contact  of  different  conductors,  either  by  means 
of  the  small  known  contact-force  of  thermal  origin,  or  of  the  much 
larger  air-surface  contact-forces  of  chemical  origin,  and,  so  far,  it  is 
easy  to  recognise  the  presence  of  the  matter,  of  the  impressed  force, 
and  of  the  conduction.  Similarly,  by  the  contact  of  a  conductor  and  a 
dielectric,  if  there  be  similar  impressed  forces  present.  No  friction  is 
absolutely  necessary.  But  if  we  set  two  dielectrics  in  contact,  without 
any  connection  with  conducting  matter,  no  impressed  electric  forces 
can,  without  a  change  of  conditions,  set  up  any  electrification.     Some 
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friction  is  needed,  and  with  it  there  is  conduction,  or  equivalently 
disruption.  The  actual  original  impressed  electric  forces  need  not  be 
great,  and  are  probably  small.  It  is  the  act  of  separating  mechanicallj 
the  opposite  electrifications  produced  by  the  friction,  at  first  extremely 
close  together,  that  is  the  main  cause  of  the  high  difference  of  potentiid 
observed  after  separation,  together  with  the  similar  separation  taking 
place  during  the  friction.  The  electric  field  is,  for  the  most  part,  set 
up  during  the  separation,  and  derives  its  energy  in  the  main  from  the 
mechanical  work  then  done. 

Now,  having  got  electrification — p  per  unit  volume,  say — the  field 
due  to  it  is  settled  by  the  three  conditions, 

D  =  cE/47r,        divD  =  p,        curiB  =  0,    (85) 

differing  from  the  former,  equations  (806),  in  the  second  and  third,  in 
the  absence  of  impressed  force  and  the  existence  of  p.  The  field  is 
definitely  determined  by  (85) ;  the  force  is  polar  completely,  and  the 
energy  is 

2BcE/8;r  =  2iPp, 

if  P  be  the  potential. 

Should  there  be  also  impressed  forces,  the  actual  field  will  be  the 
sum,  in  the  vector  sense,  of  the  two  fields,  due  separately  to  the 
electrification  and  to  the  impressed  forces.  Not  only  that^  but  the 
total  energy  of  displacement  will  be  the  sum  of  the  amounts  in  the 
separate  fields ;  or,  the  mutual  energy  of  the  two  fields  is  zero.  This 
is  true  because  the  displacement  in  the  field  of  the  impressed  force  is 
everywhere  continuous,  and  the  force  of  the  other  field  wholly  polar. 

Electrification  has  no  magnetic  analogue,  the  magnetic  induction 
being  always  continuous.  It  is  important  that  the  distinction  between 
electrification,  as  above  considered,  and  imaginary  free  electricity  (as 
when  the  force  is  discontinuous,  though  not  the  displacement)  should 
be  clearly  recognised.     The  latter  is  the  analogue  of  free  magnetism. 

Similarly,  there  is  no  electrification  in  a  conductor  supporting  a 
current,  provided  it  be  not  dielectric  as  well.  In  the  latter  case  it 
is  the  true  current,  the  sum  of  the  conduction  and  displacement  current^ 
that  is  continuous,  making  them  sometimes  separately  discontinuous, 

thus  -divC= +div  !)  =  />;       divr  =  0; 

•  

C  being  the  conduction,  D  the  displacement  current,  and  their  sum  F. 
It  is  usually  only  at  the  surface  of  a  conductor  that  there  is  electri- 
fication ;  should,  however,  the  specific  capacity  of  the  conducting  matter 
itself  be  variable  from  place  to  place,  there  will  generally  be  interior 
electrification  as  well,  during  the  existence  of  a  conduction  current. 

Section  X.    Dielectric  Displacement  and  Absorption. 

The  most  remarkable  and  distinguishing  feature  of  Maxwell's  theor>' 
of  electromagnetism  is  his  dielectric  current,  whose  introduction  into 
the  theory  gives  us  a  dynamically  complete  system,  with  propagation 
of  disturbances  in  time  through  the  medium  surrounding  and  between 
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conductors,  doing  away  with  the  mathematically  expressible  but  practi- 
cally unimaginable,  instantaneous  actions  of  currents  upon  one  another  at 
a  distance,  and  similar,  though  more  simply  expressible,  instantaneous 
forces  between  imaginary  accumulations  of  the  '*  electric  fluid."  Some 
might  say  that  the  distinguishing  feature  is  his  dielectric  displacement. 
But  it  is  scarcely  that,  strictly.  For  that  a  dielectric  medium  was  put 
into  a  state  of  polarisation  by  electric  force  was  Faraday's  idea,  and  this 
polarisation  is  only  another  name  for  electric  displacement.  Again,  Sir 
W.  Thomson  had  given  mathematical  expression  to  the  idea  of  polarisa- 
tion in  a  dielectric ;  the  statement  D  =  cE/47r,  expressing  the  displace- 
ment or  polarisation  in  terms  of  the  electric  force,  had  been  given  in  a 
somewhat  similar  form  by  him.  Whether  we  call  it  displacement  or 
polarisation  does  not  matter ;  the  important  step  made  by  Maxwell  was 
the  recognition  that  changes  in  the  displacement  constitute  a  real  electric 
current  (though  without  dissipation  of  energy  in  Joule-heating),  and 
that  the  electric  current,  whether  conductive  or  not,  is  always  continuous. 
Accumulations  are  done  away  with  altogether,  and  with  their  abolition 
the  fluid  or  fluids  become  meaningless. 

As  regards  the  term  displacement,  though  it  may  be  objected  to  as 
misleading,  suggesting  a  real  displacement  in  a  certain  direction,  whereas 
the  phenomenon,  though  undoubtedly  having  some  directional  peculiar- 
ity, is  probably  not  of  the  nature  of  a  simple  displacement,  just  as  the 
conductive  current  is  not  the  motion  of  a  fluid  through  a  wire,  yet  on 
the  other  hand,  it  is  to  be  remarked  that  the  term  current  is  firmly 
fixed  in  use,  and,  to  accompany  it,  there  could  be  no  better  term  than 
displacement.  The  time-integral  of  the  current,  from  the  zero  configura- 
tion, in  a  dielectric,  is  the  displacement ;  conversely,  the  current  is  the 
time-variation  of  the  displacement.  It  would  therefore  be  a  pity  to 
abolish  the  term  displacement,  unless  we  simultaneously  abolish  cur- 
rent ;  and  it  would  be  hard  to  find  two  words  which  fit  together  so 
well. 

If  we  define  the  displacement  as  the  time-integral  of  the  current  any- 
where, not  merely  in  a  non-conducting  dielectric,  the  current  is  the 
time-variation  of  the  displacement  anywhere.  The  displacement, 
reckoned  from  a  proper  zero  at  a  certain  time  (any  time  when  there  was 
no  dielectric  displacement)  is  then,  like  Maxwell's  true  current,  a  vector 
magnitude  of  no  convergence  at  every  moment  and  everywhere.  In 
some  special  investigations  this  is  useful.  We  may  then  speak  of  con- 
ductive displacement  and  elastic  displacement^  but  I  believe  in  general 
it  is  best  to  confine  the  term  displacement  to  elastic  displacement  (in  a 
dielectric)  only,  unless  we  are  careful  to  qualify  the  word  by  a  prelimin- 
ary adjective.  In  the  absence  of  any  qualification  displacement  in  a 
dielectric  is  meant,  and,  should  it  be  also  conducting,  the  conductive 
displacement  must  be  separately  reckoned. 

The  difference  between  Maxwell's  and  older  views  regarding  electri- 
city and  the  electric  current  is  instructively  brought  into  prominence 
by  making  a  small  change  in  Maxwell's  system,  or  rather  in  taking  an 
imaginably  possible,  though  really  untrue,  special  case  of  the  same.  Put 
c  =  0  everywhere.     That  is^  stop  all  elastic  displacement.     Make  no 
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other  change.  The  electric  current  is  left  continuous,  and  is  now  neces- 
sarily confined  to  conductors  only,  and  at  their  surfaces  must  always  be 
tangential.  But  there  will  still  be  magnetic  force  and  induction,  mutual 
forces  between  circuits,  induction  of  one  circuit  on  another,  and  there 
will  still  be  transfer  of  energy  through  the  medium  from  sources  to 
sinks  of  energy.  We  have  simply  done  away  with  the  "  elastic  yielding 
of  the  connecting  mechanism."  The  velocity  of  propagation  of  waves, 
as  the  specific  capacity  is  imagined  to  be  reduced  to  nothing,  becomes 
infinitely  great,  instead  of  being  only  that  of  light  The  theory  of  the 
induction  of  linear  circuits  becomes  that  given  by  Maxwell,  wherein  di- 
electric displacement  is  ignored.  No  efi'ect  is  produced  upon  the  dis- 
tribution of  steady  current  set  up  by  steady  impressed  forces,  but  in  the 
first  transient  states  there  are  great  changes.  In  a  linear  circuit,  for 
example,  the  current  is  now  absolutely  constrained  to  keep  in  the  con- 
ductor, so  that  there  can  be  no  surface  charges  or  static  retardation. 
Though  there  is  no  electrification,  there  is  still  electric  potential.  But 
we  cannot  charge  a  condenser.  Therein  lies  the  difference  from  reality. 
To  be  able  to  do  this,  without  employing  Maxwell's  dielectric  current, 
we  are  necessitated  to  suppose  that  the  current  is  not  continuous,  but 
that  it  is  the  real  motion  of  something  that  can  accumulate  in  places. 
We  are  also  obliged  to  change  the  relation  between  magnetic  force  and 
current,  as  it  implies  continuity  of  the  current  everywhere.  Many  other 
changes  are  also  required  to  make  a  consistent  system,  for  one  change 
necessitates  another,  and  we  shall  ultimately  come  to  something  ex- 
tremely different  from  Maxwell's  system. 

In  view  of  the  extreme  relative  simplicity  of  Maxwell's  views,  and 
their  completeness  without  any  artificial  contrivances  to  save  appear- 
ances, and  in  their  modemness,  referring  to  modem  views  regarding 
action  at  a  distance,  one  is  almost  constrained  to  believe  that  the  di- 
electric current,  the  really  essential  part  of  Maxwell's  theory,  is  not 
merely  an  invention  but  a  reality,  and  that  Maxwell's  theory,  or  some- 
thing very  like  it,  is  the  theory  of  electricity,  all  others  being  makesliifbs, 
and  that  it  is  the  basis  upon  which  all  future  additions  will  have  to  rest, 
if  they  are  to  have  any  claims  to  permanency. 

Electric  displacement  is  primarily  a  phenomenon  of  the  ether.  Ether 
is  perfectly  elastic.  It  must  be  so  if  there  be  no  absorption  of  the 
energy  of  radiation  during  transmission  through  space.  This  conclusion 
is  of  course  independent  of  Maxwell's  view  of  light  being  itself  an 
electromagnetic  disturbance.  If  the  energy  of  displacement  be  potential 
energy,  the  displacement,  whatever  it  really  be,  is  of  a  perfectly  elastic 
character,  in  the  absence  of  ordinary  matter. 

But  when  electric  displacement  occurs  in  a  solid  dielectric,  if  there 
be,  as  there  must  be,  mutual  influence  between  the  ether  and  matter, 
we  may  expect  the  elastic  properties  of  the  matter  to  be  communicated, 
apparently,  to  the  ether.  Thus,  no  solid  is  perfectly  elastic,  and,  con- 
sequently, electric  displacement  in  a  solid  dielectric  is  not  perfectly 
elastic,  as  it  is  assumed  to  be  in  the  formula  D  =  rB/47r,  with  c  invariable 
at  any  place,  the  linear  relation  between  the  displacement  and  the 
electric  force. 
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A  solid,  under  the  influence  of  externally-applied  force,  is  strained. 
If  the  strain  be  under  a  certain  magnitude  it  is  assumed  to  be  perfectly 
elastic,  so  that  whilst  the  stress  remains  steady  the  strain  does  not 
change ;  and  on  the  removal  of  all  stress  the  strain  entirely  ceases.  But 
in  reality,  if  a  certain  applied  force  deform  an  elastic  solid,  and  the 
force  be  kept  on,  the  deformation  slowly  increases,  as  if  the  elasticity 
slowly  decreased.  And  on  the  removal  of  the  applied  force  the  original 
zero  configuration  is  not  immediately  recovered.  The  residual  deforma- 
tion will  then  slowly  subside.  If,  after  the  first  approximate  return  to 
the  original  state,  the  body  be,  by  constraint,  prevented  from  changing 
shape,  the  solid,  which  at  first  did  not  react  against  the  constraint,  will 
gradually  do  so,  so  that  on  the  removal  of  the  constraint,  a  second  return, 
in  a  lump,  towards  the  original  configuration,  will  take  place. 

Remembering  that  a  dielectric  under  electric  stress  is  in  a  state  of 
strain,  we  may  expect  there  to  be  a  corresponding  electrical  phenomenon. 
The  displacement  produced  by  a  given  constant  impressed  force  should 
be,  at  first,  appreciably  quite  elastic,  but  should  thereafter  slowly  in- 
crease. On  the  removal  of  the  impressed  force  the  original  displacement 
should  at  once  subside,  leaving  a  small  residual  displacement  which 
should  subside  very  slowly,  as  it  came  on.  Or,  if  the  residual  displace- 
ment be  fixed,  so  that  it  cannot  subside,  it  should  appear  to  gradually 
come  back  into  existence,  as  elastic  displacement  referred  to  the  original 
zero,  so  that  on  the  removal  of  the  constraint  a  second  sudden  subsid- 
ence should  take  place. 

This  is  what  happens  in  the  phenomenon  of  electric  absorption  in  a 
perfectly  insulating  dielectric.  Whether  it  be  really  true  or  not  that  a 
part  of  the  electric  displacement  becomes  intrinsic  by  reason  of  some 
quasi-rigid  connection  with  a  similar  phenomenon  taking  place  in  the 
strained  solid,  there  is  no  doubt  that  there  is  a  remarkable  resemblance 
in  the  details  of  the  two  cases.  That  the  presence  of  the  matter  causes 
the  displacement  to  be  increased  from  what  it  would  be  with  the  same 
electric  force  in  ether  is  a  separate  matter,  as  this  refers  to  elastic  dis- 
placement (c>  1  in  all  dielectrics,  if  unity  in  vacuo). 

An  elastic  spring  is  therefore  the  most  correct  analogue  to  a  condenser 
when  we  wish  to  make  up  a  mechanical  illustration  of  the  electro-elastic 
properties  of  a  solid  dielectric.  We  may,  for  instance,  take  a  flat  spring, 
clamp  it  firmly  at  one  end,  and  apply  pressure  or  pull  to  the  free  end 
in  a  direction  perpendicular  to  its  flat  sides.  Consider  the  applied  force 
to  represent  the  E.M.F.  of  a  battery  joined  to  a  condenser,  and  the  dis- 
placement of  the  free  end  of  the  spring  to  represent  the  electric  displace- 
ment in  the  condenser.  The  displacement  will  be  proportional  to  the 
force,  in  both  cases,  approximately ;  and  if  by  any  suitable  means  we 
magnify,  mechanically  or  optically,  the  motions  of  the  spring  under 
varied  circumstances,  we  shall  see  a  corresponding  set  of  phenomena  to 
those  occurring  under  similarly  varied  circumstances  in  the  case  of  the 
electric  displacement. 

But  an  illustration,  which,  though  less  exact,  is  more  easily  followed 
by  the  mind's  eye,  when  we  cannot  render  visible  the  absorption  pro- 
perties of  a  spring,  is  that  which  occurred  to  me  when  first  making 
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acquaintance  with  MaxwelFs  mechanical  illustration,  the  parallel  vertical 
tubes,  containing  water.  This  being  rather  complex,  I  substituted  the 
following  : — Electric  displacement  in  a  condenser  is  represented  by  the 
actual  displacement  of  a  piston  in  a  cylinder  from  its  position  of  natural 
equilibrium  in  the  middle  thereof,  when  the  cylinder  is  perfectly  air- 
tight and  contains  an  equal  amount  of  air  on  each  side.  To  give  motion 
to  the  piston,  rods  may  be  attached  to  it,  passing  through  holes  in  the 
closed  ends  of  the  cylinder.  Call  the  ends  of  these  rods,  outside  the 
cylinder,  a  and  h,  and  the  two  corresponding  air  spaces  in  the  cylinder 
A  and  B,  a  and  A  being  to  the  left,  h  and  B  to  the  right.  If  pressiure 
be  applied  to  a  or  a  pull  to  h,  or  both,  the  piston  will  be  displaced  from 
left  to  right,  and  small  displacements  will  be  proportional  to  the  corre- 
sponding applied  forces. 

The  displacement  of  the  piston  corresponds  to  the  total  electric  dis- 
placement in  a  condenser ;  the  applied  force  to  the  km.f.  of  the  battery 
on  the  condenser ;  the  back  pressure  of  the  rod  a  to  the  difference  of 
potential  of  the  condenser  plates  ;  the  displacement  of  a  inward  to  the 
positive  charge,  and  of  h  outward  to  the  equal  negative  charge.  Insula- 
tion of  the  condenser  is  represented  by  fixing  a  or  6  so  that  the  dis- 
placement cannot  change. 

If  we  like  to  carry  the  illustration  further,  we  may  cause  the  rods  a 
and  h  to  meet  with  frictional  resistance  when  moving,  proportional  to 
the  speed  of  their  motion.  This  speed  will  correspond  to  the  strength 
of  current,  and  the  coefficient  of  friction  to  the  resistance  of  the  con- 
ductor joining  the  poles  of  the  condenser.  We  may  go  further,  and 
suppose  the  mass  of  the  piston  and  rods  to  represent  the  inductance  of 
the  electric  circuit,  thus  obtaining  an  illustration  of  the  oscillatory  dis- 
charge which  occurs  with  suitable  values  of  the  resistance,  capacity  and 
inductance.  Although  this  analogy,  which  is  well  known  in  one  form 
or  another,  is  very  close,  and  therefore  educationally  valuable,  it  should 
be  remembered  that  it  suggests  that  the  momentum  of  an  electric  cur- 
rent is  that  of  matter  moving  with  the  current,  or  of  the  current  itself^ 
if  it  be  the  motion  of  matter,  having  therefore  necessarily  momentum. 
So  far  it  is  apt  to  mislead ;  for  electricity  has  no  momentum  itself,  or 
kinetic  energy.  The  momentum  is  that  of  the  magnetic  induction,  or 
is  proportional  thereto,  and  it,  and  the  (nominal)  energy  of  the  current, 
exist  wherever  there  is  magnetic  induction,  not  merely  in  the  wire. 

To  imitate  absorption,  make  the  piston  veiy  slightly  leaky.  Then 
if  a  be  pushed  in  by  a  steady  pressure,  the  first  displacement  of  the 
piston  is  elastic  with  reference  to  the  proper  zero,  the  middle  of  the 
cylinder.  But  air  then  leaks  slowly  from  B  to  A  on  account  of  the  in- 
creased pressure  in  B,  which  causes  the  back  pressure  of  a  to  decrease, 
and  allows  the  same  applied  force  to  slowly  increase  the  displacement. 
(This  corresponds  to  the  slow  continuous  increase  of  electric  displace- 
ment in  a  condenser  when  a  constant  battery  is  kept  on).  Or,  if  a  be 
fixed,  the  back  pressure  will  slowly  fall  whilst  the  displacement  remains 
constant.  (If  the  condenser  be  insulated,  its  difference  of  potential  will 
fall  whilst  its  charge  remains  constant.)  Unfix  a;  the  first  return  equals 
the  first  displacement,  approximately,  but  there  is  left  a  small  displace- 
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ment  which  will  slowly  subside  if  the  piston-rods  be  free ;  or,  if  a  be 
fixed,  a  pressure  at  a  will  be  gradually  brought  on  by  the  slow  leakage 
from  A  to  B,  so  that  a  second  sudden  motion  of  the  piston  back  to  its 
pro[>er  zero  can  be  got  on  unfixing  a,  (Remove  the  battery,  but  close 
the  circuit  still;  the  first  discharge  will  approximately  equal  the  first 
charge,  but  there  is  left  a  small  charge  which  will  slowly  subside  if  the 
circuit  remain  closed ;  or,  if  it  be  insulated,  a  difference  of  potential  of 
the  same  kind  as  before  will  gradually  come  on,  so  that  a  second  dis- 
charge can  be  got  on  again  closing  the  circuit.) 

To  instantly  remove  the  displacement  of  the  piston  after  leakage  has 
occurred,  we  must  apply  an  opposite  force,  a  pressure  at  h  or  pull  at  a 
of  the  right  amount  to  bring  the  piston  to  the  middle.  If  we  then  fix  a 
and  leave  the  thing  to  itself  the  pressure  of  the  rod  at  h  will  gradually 
subside.  Similarly  if  we,  after  absorption  has  occurred  in  a  condenser, 
and  the  first  discharge  has  been  taken,  charge  it  oppositely  by  a  reverse 
E.M.F.  of  the  right  amount  to  make  the  real  displacement  zero,  and  leave 
the  condenser  insulated,  the  apparent  opposite  charg6  will  gradually 
disappear. 

Since  the  first  discharge  equals  the  first  charge  we  may  regard  the 
capacity  of  the  condenser  as  being  constant,  and  the  displacement  at 
any  moment  to  consist  of  two  parts,  first  that  due  to  the  battery  E.M.F., 
which  can  be  got  rid  of  at  any  moment,  and  next  a  temporary  intrinsic 
displacement  which  is  kept  up  by  impressed  electric  force  in  the  di- 
electric itself  arising  from  its  altered  structure,  or  the  changed  zero  of 
its  elastic  deformation.  The  displacement  due  to  a  certain  total  km.f. 
in  the  circuit  is  the  same  however  it  be  distributed,  whether  in  the 
conductor  or  dielectric,  if,  over  any  cross-section,  it  be  evenly  distri- 
buted. But  only  the  part  in  the  conductor  causes  difference  of  potential 
in  a  steady  state  between  the  ends  of  the  conductor,  so  that  the  intrinsic 
displacement  due  to  internal  impressed  force  gives  no  external  sign  of 
its  existence  until,  by  the  removal  of  the  impressed  force,  difference  of 
potential  is  developed  between  the  terminals  of  the  condenser. 

In  the  case  of  the  piston  in  the  cylinder,  the  intrinsic  force  keeping 
up  displacement  of  the  piston  after  the  rods  have  been  set  free  is  the 
pressure  of  air  in  A  against  the  piston  from  left  to  right,  which,  had  it 
not  been  for  the  leakage,  would  have  been  in  B,  and  have  pressed  the 
piston  the  other  way. 

Another  effect  may  be  mentioned.  If  the  dielectric  of  the  condenser 
be  of  a  such  a  nature  that  its  capacity  increases  or  decreases  with  the 
temperature,  then,  on  suddenly  charging  it,  there  will  be  a  cooling  or 
a  heating  effect  produced  in  the  dielectric.  This  has  also  its  parallels 
in  the  metal  spring  and  "  spring  of  the  air  "  illustrations. 

Intrinsic  displacement  in  a  dielectric,  without  conducting  matter 
surrounding  it,  to  render  the  displacement  wholly  latent,  has  also  some 
interesting  features,  which  will  be  considered  later. 

Section  XL    The  Principle  of  Thermal  Resistance. 

Suppose  we,  with  a  sure  faith  in  the  truth  of  the  principle  of  Conser- 
vation of  Energy,  and  a  knowledge  of  the  equivalence  of  work  and  heat, 
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observe  that  the  motion  of  a  magnet  in  the  neighbourhood  of  a  closed 
circuit  generates  heat  in  it,  that  this  ceases  when  the  motion  ceases, 
and  that  we  satisfy  ourselves  that  this  heat  is  the  only  final  result  of 
the  motion,  so  fiir  as  energy  is  concerned.  This  heat  must  be  the  equi- 
valent of  work  done.  As  we  have  no  reason  to  suppose  that  the  magnet 
is  in  a  different  state  at  the  end  from  what  it  was  in  at  the  beginning 
of  the  motion,  we  cannot  attribute  the  heat  to  a  loss  of  potential  energy 
by  the  magnet.  Hence  we  may  conclude  that  the  heat  is  the  equivalent 
of  work  done  against  resistance  to  the  motion  of  the  magnet.  That  is 
to  say,  however  the  magnet  move,  its  motion  is  resisted.  Here  we  have 
Lenz  s  law,  without  any  reference  to  the  direction  of  the  current  induced 
in  the  circuit,  but  merely  as  regards  conservation.  In  fact  we  made 
no  mention  of  current  If  now  we  bring  in  other  knowledge,  that 
there  is  a  current  induced  in  the  circuit,  the  heat  being  proportional 
to  the  square  of  its  strength,  we  are  still  left  without  means  of 
determining  its  direction  in  a  given  case.  Only  finally,  when  we 
utilise  Ampere's  determination  of  the  mutual  forces  between  magnets 
and  currents,  can  we  exactly  say  in  which  direction  the  induced 
current  will  be  in  a  given  case,  for  it  must  always  be  such  as  to 
resist  the  motion. 

Lenz's  law  is  not,  however,  the  subject  of  the  present  section,  but 
is  used  to  point  out  the  distinction  between  the  above  kind  of  resistance 
to  motion  and  the  kind  involved  in  the  Principle  of  Thermal  Resistance, 
to  which  we  now  proceed.  It  is  such  a  large  subject,  and  there  are  so 
many  ways  of  treating  it,  that  it  is  difficult  to  know  how  to  begin ;  after 
consideration  I  adopt  a  method  which  I  have  not  met  with,  and  which 
is  therefore,  if  not  novel,  at  least  unusual ;  believing  that,  whether  it  be 
better  or  worse  than  other  methods,  there  is  advantage  in  viewing  a 
truth  from  all  possible  sides,  to  allow  another  law,  that  of  the  survival 
of  the  fittest,  which,  like  that  of  thermal  resistance,  results  from  aver- 
ages, to  have  a  chance  of  operating. 

We  cannot,  in  general,  alter  the  configuration  of  a  body  without  doine 
work  upon  it,  or  letting  the  body  do  work.  Considering  any  solid 
elastic  body,  for  example,  a  straight  wire :  we  cannot  twist  it  without 
doing  work.  The  motion  is  therefore  resisted.  On  the  other  hand,  if 
we  let  the  wire  untwist,  it  can  do  work  itself  against  external  resistance. 
Here,  of  course,  we  must  have  conservation  of  energy  when  all  actions 
are  taken  into  account,  and  nothing  novel,  so  far,  is  presented.  But 
there  is,  during  the  changes  of  configuration  of  an  elastic  body,  another 
kind  of  resistance  brought  into  play,  depending  upon  the  rate  of  change 
of  configuration,  at  least,  usually.  Suppose  we  twist  a  wire  slowly,  and 
at  every  stage  of  the  process  note  exactly  the  amount  of  the  applied 
force,  or  do  the  same  by  small  instalments.  By  summation  wo  know 
the  total  work  done  in  producing  a  given  twist.  Similarly,  if  we  let 
the  wire  untwist  slowly  by  small  instalments,  the  force  will  be  the  same 
in  the  same  configuration  as  during  the  twisting,  and  the  same  amount 
of  work  will  be  done  by  the  body.  But  if  we  twist  the  wire  suddenly 
to  the  same  extent  as  before,  more  work  will  have  to  be  done,  or  tliere 
will  be  an  additional  resistance  to  the  motion  at  every  moment ;  and  if 
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the  wire  suddenly  untwist,  it  will  do  less  work,  or  again,  there  is  a  resist- 
ance to  the  motion  which  did  not  exist  before. 

We  may  put  it  this  way :  If  we  measure  statically  the  forces  in  different 
configurations  we  do  not  by  summation  get  the  total  work  done.  There 
is  always  an  additional  resistance  to  the  motion,  opposing  the  change  of 
configuration,  never  assisting  it.  I  call  this  thermal  resistance,  because, 
whenever  it  occurs,  there  is  a  thermal  effect  also  produced.  It  is  not, 
however,  necessarily  a  heating,  as  one  might  expect,  but  may  be  either 
a  heating  or  a  cooling.  But,  whichever  it  be,  the  change  of  configuration 
is  always  resisted.     That  is  the  cardinal  fact  that  must  be  remembered. 

If,  during  the  change  of  configuration,  the  body  be  allowed  to  part 
with  or  to  receive  heat  so  as  to  neutralise  the  thermal  effect  if  it  be  a 
heating  or  a  cooling  respectively  (as  by  conducting  the  operation  very 
slowly,  and  not  thermally  insulating  the  body),  the  thermal  resistance 
itself  is  evanescent.  On  the  other  hand,  if  the  body  be  thermally  in- 
sulated, so  that  heat  cannot  leave  or  enter  it,  it  will  be  of  the  full 
amount.  This  will  serve  to  elucidate  the  effect  above  mentioned  of 
svddenly  changing  the  configuration.  We  then  give  no  time  for  heat  to 
escape  or  be  taken  in  appreciably.  Now  given  this  law,  or  principle  of 
thermal  resistance,  and  a  statement  of  one  effect  upon  a  body,  deduce 
another.     I  give  a  few  examples. 

(1).  We  observe  that  heat  lengthens  and  cold  shortens  a  bar.  What 
should  be  the  thermal  effect  of  suddenly  stretching  it  f  It  must  be 
such  as  to  oppose  the  stretching ;  that  is,  to  shorten  the  bar,  and  is 
therefore  a  cooling. 

(2).  What  should  be  the  effect  of  removing  the  stretching  force  ?  To 
oppose  the  return  to  the  unstretched  length,  therefore  to  lengthen  the 
bar ;  therefore  a  heating. 

(3).  Water  above  4*  G.  expands  by  heating,  what  is  the  effect  of 
compression  )    Such  as  to  oppose  the  compression ;  therefore  a  heating. 

(Notice  there  are  two  effects — the  thermal  resistance  and  the  heating 
or  cooling  effect) 

(4).  Water  below  4*  C.  contracts  by  heating.  The  effect  of  compres- 
sion is,  therefore,  to  cool  it,  as  the  compression  is  thereby  resisted. 

(5).  Water  expands  in  vaporising.  Hence  pressure  raises  the  boiling 
point. 

(6).  Water  expands  in  freezing.  Hence  pressure  lowers  the  freezing 
point. 

(7).  An  india-rubber  band  at  ordinary  temperatures,  stretched  by  a 
weight,  lifts  it  when  heated.  What  should  result  from  suddenly  stretch- 
ing the  band )  The  motion  must  be  resisted  ;  that  is  the  invariable  fact 
The  thermal  effect  is  therefore  a  heating,  for  that,  by  the  previous,  lifts 
a  weight 

(8).  A  twisted  wire  is  suddenly  twisted  further.  Is  it  a  heating  or 
a  cooling  effect  that  is  produced )  Whichever  it  be,  it  must  increase  the 
torsional  rigidity,  so  as  to  oppose  the  twisting.  If,  then,  heat  lessens 
the  torsional  rigidity,  it  is  a  cooling  effect,  and  conversely. 

(9).  Compressing  a  gas  heats  it  Hence  heat  applied  to  a  gas  increases 
its  pressure,  for  this  is  the  only  way  to  make  the  compression  be  addi- 
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tioDally  resisted.  This  property  of  a  gas  is  so  well  known  that  it  is 
more  difficult  to  recognise  the  principle.  It  is  hard  to  imagine  the 
possibility  of  a  gas  being  cooled  by  compression.  Yet  the  principle 
involved  is  identically  the  same  as  in  the  less  obvious  illustrations. 

Other  mechanical  illustrations  may  be  multiplied  indefinitely,  but  the 
above  will  be  sufficient.  When  we  wish  to  go  further,  and  make  appli- 
cations to  electricity  or  magnetism,  it  is  necessary  to  be  very  particular 
that  the  necessary  conditions  are  complied  with.  The  thermal  resisting 
force  is  always  opposed  to  the  motion,  and  so  far  resembles  a  frictionid 
force ;  but  the  thermal  effect,  unlike  that  of  friction,  is  reversible  with 
the  direction  of  motion,  and  the  motion  produced  by  heat  is  re- 
versed if  cold  be  applied.  Thus,  during  the  stretching  of  a  spring,  the 
pull  of  the  spring  is  i^-l-/,  if  F  be  what  it  would  be  if  there  were  no 
thermal  effect,  ana/  is  the  small  increase  produced  by,  or  accompanying 
it.  On  the  other  hand,  when  the  spring  shortens,  the  strength  of  force 
is  i^-/ at  a  corresponding  stage,  and  at  the  same  temperature,  /  being 
the  same  quantity  as  before.  Regarding  the  forces  as  vectors,  F  is  con- 
stant in  direction,  f  changes,  being  with  F  in  the  stretching,  and  against 
it  in  the  unstretching.  That  is,  it  is  always  against  the  direction  of 
motion.  The  heat  effect,  if  it  be  a  cooling  during  the  stretching,  is 
a  heating  during  the  unstretching.  And  as  regards  the  effect  of  heat, 
if  heating  increases,  cooling  must  decrease  the  elasticity.  If  in  some 
peculiar  state,  both  heating  and  cooling  produced  the  same  effect  on  the 
elasticity,  or  if  either  stretching  or  unstretching  produced  the  same 
thermal  effect,  we  could  not  immediately  apply  the  principle  without 
reservation.     Further  investigation  would  be  needed. 

(10).  Given  a  circuit  of  two  metals  A  and  B,  at  one  temperature 
initially.  We  observe  that  slightly  heating  one  junction  causes  a  cur- 
rent from  A  to  B,  and  cooling  it  causes  a  current  from  B  to  A.  Here 
is  a  perfectly  reversible  thermal  effect,  although  accompanied  by  other 
strictly  irreversible  effects  in  the  circuit.  In  accordance  with  the  prin- 
ciple, what  should  be  the  thermal  effect  at  the  same  junction  on  passing 
a  current  from  an  external  source  from  A  to  B  ?  The  current  must  be 
made  weaker  than  it  would  otherwise  be,  hence  the  current  due  to  the 
thermal  effect  is  from  B  to  A,  hence  it  is  a  cooling,  by  the  previous 
knowledge.  At  the  other  junction  it  must  be  a  heating,  for  the  current 
is  there  from  A  to  B.  Thus  there  is  a  transfer  of  heat  from  the  first 
junction  to  the  second.  Notice  the  peculiarity  that  the  thermoelectric 
force  in  the  circuit,  due  to  both  junctions,  weakens  the  main  current; 
that  is  the  first  conclusion.  But  the  E.M.F.  at  both  junctions  is  from  A 
to  B,  whence  it  follows  that  at  the  first  junction  the  E.M.F.  is  weaker 
than  at  the  second.  Further  inquiries  would  lead  us  to  the  full  theory 
of  thermoelectricity.     [See  pp.  309  to  327.] 

(11).  Given  that  the  capacity  of  a  condenser  is  increased  by  heating 
and  decreased  by  cooling  the  dielectric,  what  should  be  the  thermal 
effect  of  suddenly  charging  it  ?  The  charging  must  be  opposed,  hence 
a  decrease  of  capacity  or  a  cooling  effect.  Similarly,  suddenly  dis- 
charging the  condenser  should  produce  a  heating  effect,  whidi  we 
may  conclude  thus : — The  discharge  must  be  resisted.     Now,  the  rate 
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of  discharge  depends  upon  the  difference  of  potential  of  the  ends  of 
the  discharge  wire.  This  must  he  reduced,  therefore.  But  a  reduction 
of  potential  with  the  same  charge  means  an  increase  of  capacity, 
for  which  there  must  be,  by  the  above,  a  heating  effect.  Observe 
here  that  these  thermal  effects  are  independent  of  the  absorption 
phenomenon. 

(12).  A  curious  result  of  thermal  resistance  is  that  a  perfectly  elastic 
solid,  if  such  really  existed,  vibrating,  would  come  to  rest  without  any 
external  or  internal  friction  to  cause  it  Thus  in  a  vibrating  spring,  ther- 
mal resistance  opposes  its  motion  whether  it  be  moving  to  or  from  the 
equilibrium  position.  Now,  if  the  spring  could  give  out  and  take  in  heat 
instantaneously,  so  as  to  keep  its  temperature  constant,  the  effect  would 
vanish,  and,  without  friction,  the  spring  go  on  for  ever.  Similarly,  if  the 
spring  could  be  thermally  insulated,  the  cooling  and  heating  effects  pro- 
duced when  moving  to  or  from  the  equilibrium  position  would  balance, 
and  the  spring  comd  go  on  for  ever.  But  practically,  neither  one  nor 
the  other  condition  can  be  complied  with,  and  the  spring  must  be  brought 
to  rest  without  friction  entirely  by  the  thermal  effect  being  practically 
radiated  or  conducted  away  in  one  motion,  without  an  exactly  counter- 
balancing receipt  of  heat  in  the  opposite  motion. 

There  is  another  way  of  looking  at  the  principle  which  is  useful,  viz., 
to  direct  attention  to  the  flow  of  heat  into  or  out  of  the  body  when  it  is 
being  strained,  supposing  that  the  body  is,  in  the  first  place,  in  thermal 
equilibrium  with  its  environment,  and  that  it  can  receive  or  lose  heat 
instantaneously.  Thus,  in  example  (9),  compressing  a  gas  drives  heat 
out  of  it  Now,  go  to  the  other  end  of  the  operation.  Take  heat  out 
of  a  gas.  It  compresses  itself  Or  take  example  (I),  Stretching  a  bar 
draws  heat  into  it,  and  sending  heat  into  a  bar  makes  it  stretch  itself. 
From  this  point  of  view  we  regard  two  events  as  being  invariably  con- 
nected— motion  of  matter  of  a  certain  type,  and  a  flow  of  heat  in  a 
certain  way.  But  the  method  is  less  general  than  the  preceding, 
assuming,  as  it  does,  that  the  flow  of  heat  is  always  permitted,  likewise 
the  motion. 

In  all  cases  whatever  in  which  the  principle  of  thermal  resistance  has 
been  experimentally  tested,  it  has  been  found  to  be  correctly  followed 
by  Nature.  Can  we  then  assert  its  invariable  truth,  and  apply  the 
principle  imhesitatingly  to  hitherto  unverified  cases,  possibly  unverifi- 
able  1  Is  it  possible  to  give  a  rigid  demonstration  of  its  truth  ?  The 
first  question  may  [within  certain  limits]  be  answered  in  the  affirmative, 
the  latter  not.  We  cannot  prove  it  even  as  we  prove  the  truth  of  con- 
servation of  energy,  viz.,  by  seeing  that  it  is  a  necessary  truth  in  pure 
dynamics,  and  extending  our  notions  to  all  the  operations  of  nature ; 
observing  that  it  is  experimentally  true  in  a  great  many  cases,  and 
convincing  ourselves  of  its  universal  application  with  the  assistance  of  a 
little  faith.  For  we  cannot  deduce  the  principle  of  thermal  resistance 
from  the  laws  of  dynamics.  It  would  be  no  breach  of  conservation  of 
energy  were  it  to  be  exactly  reversed,  were  strains  to  be  assisted  by 
thermal  effects.  All  we  can  really  do  is  to  convince  ourselves  that, 
being  tnie  in  all  observed  cases,  and  its  negation  leading  to  extra- 
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ordinary  consequences  which  are  not  observed,  though  not  dynamically 
impossible  d  priori^  it  must,  by  faith,  be  generally  true. 

First,  put  the  principle  in  a  mathematical  form.  Let  an  elastic  body 
be  strained  from  one  configuration  to  another,  keeping  it  always  at  one 
temperature  /,  to  allow  which  a  quantity  of  heat  H  leaves  the  body, 
whilst  W  is  the  work  done  upon  the  body.  Then  the  principle  asserts 
simply  that  dJVjdt  -r  H  ia  positive,  or  that  dWjdt  and  H  are  either  both 
positive  or  both  negative,  which  is  easily  verified  by  the  above  examples. 
More  work  is  caus^  to  be  done  by  the  thermal  effect  if  it  be  not  than 
if  it  be  allowed  to  escape. 

Next,  to  see  the  consequences  of  its  negation,  follow  the  example  of 
the  founder  of  thermodynamics,  Sadi  Gamot,  when,  in  the  most  masterly 
and  scientific  manner,  he  set  to  work  to  find  the  cause  of  the  motive 
power  of  heat  After  the  above  strain,  bring  the  body  back  exactly  to 
its  original  state  through  the  same  series  of  intermediate  confignrations, 
but  at  a  slightly  different  temperature  t+dt.  This  requires  there  to  be 
two  other  operations  (2nd  and  4th),  viz.,  to  raise  the  temperature  by  di 
in  the  second  configuration,  and  to  lower  it  by  di  when  it  has  got  back 
to  the  first.  Now  the  body  does  work  W-{-  {dW/dt)di  at  the  higher  tem- 
perature. Hence,  in  the  complete  cycle,  the  body  does  work  0)F/di)dt, 
What  else  happens  is  that  an  amount  of  heat  H  is  lowered  in  temperature 
by  the  amount  dL  Now,  without  any  experience  to  guide  us,  H  and 
dWjdt  may  be  algebraically  positive  or  negative,  and  not  of  the  same 
sign  necessarily.  But  if  they  coidd  be  of  opposite  signs,  work  would  be 
obtained  through  a  substance  raising  the  temperature  of  heat.  If  then 
we  take  it  as  axiomatic  that  it  is  impossible  by  conveying  heat  from  a 
cold  to  a  hot  body  to  obtain  mechanical  effect,  then  we  prove  that  the 
law  of  thermal  resistance  is  universally  true,  at  least  for  bodies  in  mass, 
and  inanimate. 

Now  this  axiom,  so  called,  is  really  the  principle  Gamot  was  led  to, 
viz.,  work  is  derived  from  heat  by  lowering  its  temperature.  Camot's 
principle  is  thus  a  consequence  of  the  principle  of  thermal  resistance. 
In  Garnet's  cycle  for  a  gas  engine  heat  is  taken  in  at  a  higher  and  given 
out  at  a  lower  temperature,  and  the  pressure  is  greater  at  the  higher 
than  at  the  lower,  so  that  the  gas  does  more  work  in  expanding  than  is 
done  in  compressing  it  back  to  its  original  state,  and  thus  we  have  finally 
heat  lowered  in  temperature,  and  work  done  by  the  gas.  In  his  water 
and  vapour  cycle  it  is  similar,  so  he  concluded  that  the  necessary  con- 
dition of  obtaining  work  by  thermal  agency  was  the  lowering  the  tem- 
perature of  heat.  He  was  only  wrong  as  regards  the  quantiiy  of  heat 
lowered  in  temperature. 

Now  this  being  a  consequence  of  the  principle  of  thermal  resistance, 
and  the  various  examples  above  given  being  commonly  regarded  as  con- 
sequences of  the  Second  Law  of  Thermodynamics,  with  which  Camot 
was  most  assuredly  not  acquainted,  how  is  it  that  Gamot  was  acquainted 
with  them  f  I  do  not  say  he  thought  of  them  all.  But  he  knew  some 
of  them,  and,  had  he  been  asked  what  would  be  the  result  in  a  given 
case,  according  to  his  principle,  he  would  have  given  the  correct  answer. 
Only  his  reason  for  the  answer  would  have  b«en  erroneous.     For  the 
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only  legitimate  reason  that  Caraot  could  have  for  applying  his  principle 
universally  would  be  that  he  had  proved  that  all  reversible  engines 
had  the  same  efficiency  between  the  same  temperatures,  so  that  his  prin- 
ciple, known  to  be  true  for  one  body,  must  be  true  for  all. 

But  this  proof  was  vitiated  by  his  erroneous  assumption  of  the  materi- 
ality of  heat,  then  universally  believed  in,  and  was  only  put  right  long 
after,  by  Glaiisius  and  Thomson,  on  the  basis  of  the  equivalence  of  heat 
and  work,  fully  established  experimentally  by  Joule.  Camot  founded 
his  proof  on  a  perfectly  unexceptionable  axiom  (on  his  view  of  the  nature 
of  heat).  Work  could  be  obtained  without  any  thermal  agency  if  all 
reversible  engines  had  not  the  same  efficiency  between  the  same  temper- 
atures. The  substituted  axioms  of  Clausius  and  Thomson  are  by  no 
means  so  satisfying,  considered  as  axioms.  They  express  truths,  they 
involve  Camot*s  principle,  they  involve  the  principle  from  which  Car- 
not's  is  derived,  but  they  are  not  axioms,  unless  a  law  of  Nature,  only 
to  be  learnt  by  experience,  is  an  axiom. 

Clausius  said  that  heat  will  not  pass  from  cold  to  hot  by  itself,  or 
without  compensation.  True  enough,  by  definition  of  cold  and  hoVif 
the  cold  and  hot  bodies  be  in  contact.  Otherwise  not  self-evidently 
true,  though  a  law  of  Nature.  Thomson  said  we  cannot  get  work  out 
of  a  body  by  cooling  it  below  the  lowest  temperature  of  surrounding 
objects.  This  I  also  admit  to  be  true,  knowing  that  it  involves  Camot's 
principle,  and  believing  that ;  but  it  is  not  self-evidently  true.  A  third 
axiom  that  can  be  used  is  that  we  cannot  convert  heat  into  work  with- 
out lowering  the  temperature  of  heat.  This  I  believe  to  be  the  best  of 
all,  being  the  simplest  expression  of  the  truth  of  Camot's  principle  that 
work  is  got  by  lowering  the  temperature  of  heat. 

Of  course  Garnot  was  wrong  in  his  quantitative  estimate  of  the  effici- 
ency of  reversible  engines,  but  his  principle  remains  unaltered.  When, 
with  the  principle  of  thermal  resistance,  we  combine  that  of  the  equival- 
ence of  work  and  heat,  and  use  Camot's  criterion  of  the  perfectness  of 
an  engine,  that  it  must  be  reversible,  we  arrive  at  an  absolute  measure  of 
temperature  independent  of  any  particular  substance,  and  using  it,  give 
quantitative  expression  to  the  principle  of  thermal  resistance,  viz.  : — 

where  t  is  temperature  according  to  the  scale  of  equal  dilatations  of  an 
imaginary  perfect  gas  under  constant  pressure,  whose  energy,  at  constant 
temperature,  is  independent  of  its  volume.  It  now  becomes  a  form  of 
the  Second  Law  of  Thermodynamics. 

There  is  a  reason  for  everything,  and  therefore  (if  that  be  an  axiom) 
for  the  axioms  of  thermodynamics,  better  called  laws.  The  reason  of 
conservation  of  energy  the  student  of  dynamics  can  understand,  if  he 
can  grant  that  the  laws  of  matter  in  motion  observed  in  masses  are  true 
for  the  smallest  parts  of  bodies.  The  reason  of  thermal  resistance  is 
also,  by  the  aid  of  the  kinetic  theory  of  gases,  becoming  evident,  and  will 
no  doubt  some  day  be  established  for  all  bodies.  It  arises  from  the 
irregular  nature  of  the  motions  we  call  heat.  We  cannot  control  single 
molecules.     Could  we  do  so,  down  would  go  the  law  of  thermal  resist- 
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ance  and  heat  could  be  converted  straight  into  work,  molecular  irregular 
motions  to  an  equivalent  amount  of  motion  of  a  mass,  the  irregularity 
disappearing,  without  at  the  same  time  having  to  lower  the  temperature 
of  another  quantity  of  heat,  as  at  present  required.  But  what  we 
cannot  do  with  inanimate  matter  may  be  going  on  always  to  a  certain 
extent  in  living  matter ;  not  because  living  matter  is  exempt  from  any 
law  of  Nature,  but  that  we  do  not  yet  know  all  its  laws.  The  per- 
petual running  down  of  the  available  energy  of  the  universe  is  a  matter 
that  must  be  cleared  up.  It  is  incredible  that  it  can  always  have  been 
going  on,  and  dismal  in  its  final  result  if  uninterrupted.  It  is  therefore 
the  duty  of  every  thermodynamician  to  look  out  for  a  way  of  escape. 

Section  XII.    Electrization  and  Electrification.    Natural 

Elbctrets. 

A  dielectric,  not  including  ether,  the  universal  medium,  when  under 
the  influence  of  electric  force,  may  be  said  to  become  electrized.  We 
must  not  say  electrified,  as  that  refers  to  something  entirely  different 
from  electrization,  namely,  electrification,  or  discontinuity  in  the  dis- 
placement. The  proper  measure  of  the  intensity  of  electrization  will 
appear  presently ;  in  the  meantime  we  need  only  observe  that  electriza- 
tion is  the  analogue  of  magnetization,  and,  like  it,  requires  the  presence 
of  matter. 

Electrization  may  be  approximately  perfectly  elastic  with  reference 
to  the  standard  zero  state,  as  in  a  dielectric  in  which  absorption  does 
not  occur,  so  as  to  disappear  on  the  removal  of  the  exciting  cause. 
This  must  be  an  impressed  electric  force  somewhere,  except  in  a 
transient  inductive  state,  when  there  may  be  none,  unless  we  choose 
to  consider  the  electric  force  of  induction  as  impressed;  or  else  there 
must  be  electrification  somewhere.  There  may  sdso  be  residual  electri- 
zation, namely,  when  absorption  occurs.  This  may  tend  naturally  to 
wholly  subside,  or  a  part  of  it  may  remain.  The  body  is  then  per- 
manently electrized,  ^ut,  apart  from  artificial  production  of  permanent 
electrization,  it  exists  naturally  in  pyroelectric  crystals,  if  nowhere 
else. 

A  word  is  evidently  wanted  to  describe  a  body  which  is  naturally 
permanently  electrized  by  inteiiial  causes.  Noticing  that  "  magnet "  is 
got  from  "  magnetism  "  by  curtailment  at  the  third  joint  from  the  end, 
it  is  suggested  that  we  may  get  what  we  want  by  performing  the  same 
operation  upon  electricity.  An  "  electric,"  which  is  what  results,  w^ould 
be  a  very  good  name  for  an  intrinsically  electrized  body,  but  for  two 
reasons.  First,  it  was  once  used  to  signify  what  we  should  now  call  a 
dielectric  or  an  insulator;  and  secondly,  electric  is  now  used  as  an 
adjective,  or,  equivalently,  electrical.  The  former  of  these  objections 
is  of  hardly  any  weight,  that  use  of  the  word  as  a  substantive  being 
wholly  obsolete.  The  latter  is  heavier,  but  still  of  no  great  importance. 
Another  word  that  suggests  itself  is  electret,  against  which  there  is 
nothing  to  be  said  except  that  it  sounds  strange.  That  is,  however,  a 
mere  question  of  habit.     Choosing,  at  least  provisionally,  the  second 
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word  suggested,  to  avoid  collision  with  the  adjective,  we  may  then  say 
that  certain  crystals,  if  no  other  bodies,  are  natural  electrets;  that 
solid  insulating  substances  may  be  made  electrets  artificially,  with  a 
greater  or  less  amount  of  permanency ;  that  liquid  insulators  can  only 
be  electrets  for  a  minute  interval  of  time,  if  at  all ;  whilst  gases,  whose 
particles  are  always  vigorously  wandering  about,  are  never  electrets. 
But  all  insulators  can  be  electrized ;  they  are  only  electrets  when  the 
electrization,  or  part  of  it,  is  intrinsic. 

Let  J  be  the  intensity  of  intrinsic  electrization  anywhere,  and  let 

J  =  ce/4ir, 

c  being  the  specific  capacity  at  the  place.  Then  e  is  the  intrinsic 
electric  force,  and  the  displacement  D  and  actual  electric  force  E  are 
determinable  fully  by  the  conditions 

D  =  cB/4ir,        div  D  =  />,        curl  (e  -  B)  =  0 ; 

supposing  that  there  is  no  conductivity.  Here  p  is  the  volume-density 
of  electrification,  if  there  be  any.  Should  there  be  conductors  present^ 
charged  or  uncharged,  their  effect  is  determinable  by  the  additional 
conditions  of  there  being  no  force  in  any  conductor  (unless  there  be 
impressed  force  therein),  and  every  separate  conductor  to  have  a  given 
total  charge,  zero  or  finite,  according  as  the  conductor  is  not  or  is 
electrified  when  placed  by  itself  in  a  space  previously  free  from  electric 
force. 

The  physical  explanation  of  electrization  is  of  course  matter  of 
speculation,  as  it  depends  not  only  on  the  nature  of  molecules,  but 
also  on  their  relation  to  the  ether.  Weber's  theory  of  induced  mag- 
netization obviously  suggests  its  analogue.  Accordingly,  we  might  say 
that  the  molecules  of  a  body  are  always  permanent  electrets;  but 
should  there  be,  in  a  very  smdl  portion  of  it^  but  still  large  enough  to 
contain  a  very  great  number  of  molecules,  an  average  uniformity  of 
distribution  in  all  directions  of  their  axes  of  electrization,  there  will  be 
no  external  signs  of  its  being  electrized,  or  the  intensity  of  electrization 
is  zero.  Next,  the  molecules  admit  of  rotation,  so  that  under  the 
influence  of  externally  caused  electric  force  the  axes  of  electrization  are 
turned  to  a  greater  or  less  extent  towards  coincidence  with  the  direction 
of  the  electrizing  force.  This  preponderance  of  electrization  in  one 
direction  of  the  molecules  in  our  small  volume  naturally  causes  there 
to  be  a  finite  intensity  of  evident  electrization,  or  of  electric  moment. 
Should  this  angular  displacement  of  molecules  be  only  elastically 
resisted,  the  evident  electrization  will  wholly  disappear  on  the  removal 
of  the  electrizing  force,  or  the  body  was  only  inductively  electrized. 
Should  there  be  a  slow  slipping,  the  phenomenon  of  absorption  will 
occur,  there  being  no  longer  a  complete  return  of  the  molecules  to  their 
original  state  on  the  removal  of  the  electrizing  force.  The  body  is 
then  made  an  electret.  Should  the  slip  be  permanent,  the  body  is  an 
artificially  made  permanent  electret. 

Such  a  theory  is  of  course  very  empirical,  and  admits  of  considerable 
variation  according  to  the  hypothesis  we  adopt  regarding  the  angular 
displacement   and    ito  tendency  to  subside.     There  is  of  course  a 
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maximum  intensity  of  electrization  which  cannot  be  exceeded,  viz., 
when  all  molecules  are  turned  the  same  way.  It  is  only  one  way  of 
accounting  for  evident  electrization^  and  may  be  utterly  unlike  the 
reality.  Weber's  theory  of  rotation  of  molecules  has  a  great  many 
recommendations,  but  I  do  not  think  they  go  further  than  to  make  it 
anything  better  than  a  working  hypothesis,  even  with  the  support  of 
Professor  Hughes's  experiments. 

But,  admitting  that  molecules  are  electrets,  we  may  go  a  step  further, 
and,  in  a  manner,  account  for  it.  In  the  first  place,  the  state  of  electric 
force  and  displacement  determined  by  the  above  equations  would  be 
identically  given  in  another  manner.  Do  away  with  e,  that  is,  do 
away  with  J,  the  intrinsic  electrization,  and  substitute  for  it  an  arrange- 
ment of  circuital  magnetic  current  of  density 

-curle/47r  =  0,    say. 

The  magnetic  current  0  and  the  intrinsic  electric  force  e  are  equivalent, 
so  far  as  the  distribution  of  displacement  is  concerned.  In  the  case  of 
a  bar  uniformly  electrized  longitudinally,  the  current  0  will  be  entirely 
superficial,  going  round  the  bar.  But  by  Ampere's  device,  we  may 
substitute  a  network  of  currents  for  a  current  bounding  the  network. 
Thus  we  may  get  down  to  the  molecules,  and  ascribe  their  electrization 
to  molecular  magnetic  currents  whose  moments  equal  their  electric 
moments.  But  I  do  not  put  this  forward  as  being  at  all  a  physical 
explanation  of  why  molecules  are  electrets,  if  they  be.  There  is  merely 
a  mathematical  equivalence. 

Nor  do  I,  in  the  parallel  case  of  explaining  the  magnetism  of  a 
molecule  by  means  of  a  molecular  electric  current,  admit  that  any  step 
towards  a  physical  explanation  of  magnetism  has  been  made.  Not 
that  I  attach  much  importance  to  the  common  objection  originating 
from  the  fact  that  an  electric  current  in  a  conductor  requires  a  con- 
tinual supply  of  energy  to  keep  it  up,  owing  to  the  Joule-heating  that 
goes  on.  For  we  observe  the  effects  of  heat  in  mass,  and  ascribe  heat  to 
the  kinetic  energy  of  agitation  of  the  molecules.  Not  of  the  parts  of 
molecules,  but  of  their  wholes.  Now,  considering  a  molecule  as  an 
atom,  for  simplicity,  if  an  atomic  current  generated  heat  as  a  current 
in  a  wire  does,  the  heat  would  be  the  energy  of  agitation  of  the  parts  of 
the  atom,  which,  though  indivisible,  may  yet  not  be  of  unchangeable 
form.  This  communication  of  energy  would  surely  alter  the  nature  of 
the  atom.  In  fact,  it  is  assuming  an  atom  to  be  like  a  body  in  the 
ordinary  sense.  In  brief,  conduction  as  we  know  it  is  an  affair  in 
which  molecules  or  atoms  as  wholes  are  involved,  so  far  as  the  heat  is 
concerned,  and  it  would  be  far  more  wonderful  if  atoms  had  internal 
resistance  than,  as  we  are  obliged  to  suppose,  that  atoms  are  perfect 
conductors,  if  we  choose  to  have  atomic  currents. 

My  reason  for  not  considering  a  molecular  electric  current  to  be  a 
physical  explanation  of  magnetism  is,  that  although  the  more  closely 
we  look  at  the  matter,  apart  from  old-fashioned  notions  of  an  electric 
current  as  something  going  round  and  round,  the  more  we  are  led  to 
the  conclusion  that  the  magnetized  molecule  with  it«  field  of  force  and 
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the  Amp^rean  current  with  its  field  of  force  are  really  one  and  the 
same  thing,  yet  we  are  brought  no  nearer  to  an  understanding  of 
either,  so  ^at  explaining  the  former  by  the  latter  is  futile,  regarded 
physically.    But  let  us  return,  for  the  present,  to  electrization. 

Dismissing  altogether  all  ideas  concerning  the  possible  electrization 
of  single  molecules,  keep  to  evident  electrization.  To  illustrate  it  with 
sufficient  comprehensiveness,  without  any  great  complication,  or  difficult 
calculations,  let  the  electrized  body  be  of  spherical  shape,  and  let  us 
perform  a  series  of  simple  operations  upon  it. 

(1).  Let  there  be  a  uniform  field  of  electric  force  of  strength  E,  and 
displacement  D,  in  air  of  specific  capacity  c,  practically  equal  to  unity. 
Then  bring  into  the  field  a  perfectly  neutral  solid  spherical  dielectric  of 
radius  a  and  specific  capacity  c^.  Call  those  points  on  its  surface 
where  it  is  cut  by  a  straight  line  through  its  centre  parallel  to  the 
force  of  the  imdisturbed  field  the  poles,  the  negative  pole  being  that 
where  the  line  of  force  enters,  and  the  positive  where  it  leaves  the 
sphere.  This  line  is  the  axis.  Supposing  c^  greater  than  c,  the  lines 
of  force  will  be  drawn  in  by  the  sphere  symmetrically  with  respect  to 
the  axis.  The  displacement  is  continuous,  and  is  therefore  made 
greater  within  the  sphere  than  in  the  field  previously.  On  the  other 
hand  the  electric  force  within  the  sphere  is  weakened.  Both  are 
parallel  to  the  axis  and  uniform  within  the  sphere.  Let  D^  and  E^  be 
the  displacement  and  force,  then 

I>i  =  CiEJiw,        and        I)^  =  SDcJ{2c  +  c^). 

Thus  it  is  not  possible  to  make  the  displacement  more  than  three  times 
as  great  as  before,  and  that  is  when  c^  =  oo.  It  is  twice  as  great  when 
Cj  =  ic.  There  is  no  real  electrification,  but  the  sphere  appears  electri- 
fied, to  surface-density  D^  at  the  positive  pole,  and  elsewhere  propor- 
tional to  the  sine  of  the  latitude.  The  potential,  not  counting  that  of 
the  undisturbed  field,  which  increases  uniformly  parallel  to  the  axis,  is 

or  cos  ^  within,        and        a-a^coBd/r^  without 

the  sphere,  where  <r  =  E{c^  -  c)/(2c  +  Cj), 

at  a  point  distant  r  from  its  centre,  6  being  the  co-latitude.  If  the 
sphere  be  taken  out  of  the  field,  its  apparent  electrification  will  dis- 
appear, unless  absorption  or  conduction  have  occurred. 

(2).  Whilst  in  the  field,  as  above,  let  absorption  occur,  and  go  on 
until  the  displacement  has  become  increased  by  D^,  such  an  amount  as 
would  be  caused  by  an  impressed  force  e^  uniformly  distributed  parallel 
to  the  axis.  We  must  not  write  Z>2  =  Cjej/iir ;  Dg  ^^  ^^^  ^^*^  ^^'^ 
amount.  For  continuity  in  the  displacement  requires  that  when  the 
displacement  in  the  sphere  increases  from  some  cause  in  itself,  there 
must  be  a  corresponding  change  in  the  external  displacement.  The 
effect  of  the  intrinsic  electrization  of  intensity 

is  to  make  i>2  =  2/36/(20  4-  c^) 

within  the  sphere.  The  apparent  charge  is  increased  in  density  to 
(7)i  +  Z>,)  cos  6, 
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(3).  Next,  remove  the  sphere  from  the  original  field  of  force.  There 
is  left  the  field  due  to  the  iutrinsic  electrization.  The  displacement 
within  the  sphere  is  D^  and  the  apparent  charge  is  of  density  D^  cos  6. 
The  potential  is 

prco^B   within        and         (pa^lr^)coa6   without 

the  sphere,  where  p  =  Cye^{2c  +  Cj). 

In  fact,  the  field  is  exactly  similar  to  the  magnetic  field  of  a  uniformly 
magnetised  sphere.  If  the  absorption  gradually  disappear,  so  will  the 
external  field. 

(4).  But  whilst  the  intrinsic  electrization  remains  appreciably  steady, 
let  us  cover  the  sphere  with  a  metal  coating,  or  in  any  other  way 
produce  surface-conduction.  There  will  be  a  current  through  the 
sphere  from  the  negative  to  the  positive  side,  and  oppositely  in  the 
conducting  coating.  Thus  the  displacement  within  the  sphere  must  be 
increased  by  the  snort-circuiting ;  it  becomes 

the  greatest  displacement  possible  without  external  aid.  The  external 
field  is  done  away  with  altogether.  There  is  now  a  real  distribution 
of  electrification  on  the  surface  of  the  sphere,  of  density  -  /jcos  0 ; 
i.«.,  negative  on  the  positive  side  and  positive  on  the  negative  side. 
The  potential  is  zero  inside  and  outside.  The  electret  is  now  in  the 
state  of  the  dielectric  of  a  condenser  in  which  absorption  has  occurred, 
and  a  first  discharge  taken,  the  remaining  charge  not  being  accompanied 
by  difference  of  potential  between  the  metal  plates. 

(5).  On  removing  the  metal  coating,  the  surface-charge  gives  no 
signs  of  its  presence. 

(6).  Keeping  the  sphere  insulated,  let  the  intrinsic  electrization 
subside.  As  it  does  so,  an  external  field  of  the  opposite  character  to 
before  appears,  the  real  surface-electrification  remaining  constant, 
whilst  the  displacement  it  exactly  neutralized  becomes  less.  When 
the  intrinsic  electrization  has  gone,  supposing  it  to  wholly  disappear, 
the  displacement)  inside  and  outside,  is  merely  that  due  to  the  surface- 
charge.     Inside,  the  displacement  is 

-hCiJV(2c  +  Ci), 
and  the  potential  is  -  iirj^r  cos  ^/(2c  -h  Cj). 

Outside,  the  potential  is        -  ivJ^a^  cos  6/f^{2c  +  Ci), 
The  apparent  electrification  has  density 

-  2J2C  cos  6/(2c  -h  Cj). 

(7).  Finally  we  may  get  rid  of  the  surface-charge  by  again  putting 
on  the  conducting  coating,  after  which  the  sphere  will  be  in  its  origind 
neutral  state. 

The  study  of  the  theory  of  electrization  is  in  some  respects  more 
important  than  of  magnetization ;  on  account  of  its  greater  generality 
it  is  more  instructive.     We  have  conductors  and  dielectrics,  real  and 
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apparent  electrification.  The  magnetic  problems  are  less  general  on 
account  of  the  absence  of  magnetic  conductors,  with  corresponding 
absence  of  any  magnetic  representative  of  real  electrification,  as  in  (4) 
above,  the  magnetic  matter  or  free  magnetism  being,  except  as  regards 
a  constant  factor,  the  representative  of  the  apparent  or  imaginary 
electricity,  as  in  (3),  where  there  was  no  real  electrification. 

As  regards  natural  electrets.  Sir  W.  Thomson's  theory  of  pyro- 
electricity  is  (so  far  as  is  known  to  me)  contained  in  a  short  article 
in  "NicoFs  Cyclopaedia,"  reprinted  in  Vol.  I.  of  "Mathematical  and 
Physical  Papers,"  Art.  48,  p.  315.  Being  only  a  few  lines  in  length, 
I  can  scarcely  be  quite  certain  that,  when  fully  developed,  it  would  be 
exactly  as  I  state  it — that  is  to  say,  when  details  are  gone  into,  similarly 
to  the  above — though,  generally  speaking,  there  is  no  room  for  am- 
biguity. A  pyro-electric  crystal  is  a  natural  electret.  In  its  neutral 
state,  however,  its  external  field  of  force  has  been  done  away  with  by 
surface-conduction  and  convection.  Disregarding  eolotropy,  it  is  then 
in  the  condition  of  the  sphere  in  (5)  above,  the  surface  being  charged 
so  that  its  density  equals  the  divergence  of  the  internal  displacement. 
Warming  or  cooling  the  electret,  by  altering  the  internal  stresses,  alters 
the  intensity  of  electrization,  whereby  the  surface-charge  no  longer 
exactly  balances  it.  If,  for  example,  warming  decreases  the  intensity 
of  electrization,  the  positive  end  appears  to  acqmre  a  negative  charge, 
the  negative  end  a  positive,  like  the  sphere  in  (6)  above.  If  it  be  kept 
at  the  higher  temperature,  and  surface-conduction  occur,  its  surface- 
charge  will  readjust  itself  to  again  balance  the  internal  displacement. 
Evidently  we  cannot  get  rid  of  the  surface-charge  as  in  (7),  unless  we 
can  make  the  intensity  of  electrization  zero. 

The  electret  may,  however,  without  change  of  temperature,  produce 
external  force  by  breaking  it  across  its  axis  of  electrization,  when, 
evidently,  the  two  pieces  will  not  be  neutral,  unless  the  act  of  fracture 
should  cause  exactly  the  right  amount  of  electrification  on  the  fractured 
surfaces,  which  is  highly  improbable.  But  by  surface-conduction  again 
the  two  pieces  will  each  become  neutral. 

Thermodynamic  principles  have  also  been  applied  to  the  case  by 
Sir  W.  Thomson,  under  date  1879.  This  is  the  easiest  part  of  the 
matter,  considered  qualitatively,  if  we  know  exactly  the  influence  of 
heat.  Applying  the  principle  of  thermal  resistance  discussed  in  the 
last  section,  we  see  that  moving  a  natural  electret  about  in  an 
electric  field  must  cause  thermal  effects.  If,  for  example,  as  above, 
heat  decrease  the  intensity  of  electrization,  by  decreasing  the  capacity, 
if  we  suddenly  put  the  electric  in  an  electric  field  so  as  to  in- 
crease the  displacement,  the  increase  must  be  resisted,  and  this 
requires  the  electret  to  be  heated.  If  now,  we  suddenly  invert  it, 
so  as  to  decrease  the  displacement,  this  decrease  must  be  resisted, 
hence  a  cooling  effect.  Should  e  v&ry  as  well  as  c,  the  application  will 
be  more  complex.  The  phenomenon  is  no  doubt  very  insignificant, 
but  is  very  curious  when  we  consider  that  it  must  occur  in  neutral 
crystals  showing  no  external  signs  of  their  electrization. 
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Section  XIIL    Simultaneous  Conduction  Current  and  Elastic 

Displacement. 

In  the  ordinary  intercourse  of  man  with  his  environment  he  is  more 
or  less  accustomed  to  overlook,  ignore,  or  treat  as  non-existent  all 
phenomena  whose  recognition  is  not  of  immediate  practical  utility  to 
him.  For  instance,  very  few  people  are  even  aware,  until  their  atten- 
tion is  forcibly  called  to  it,  of  the  multitude  of  most  singular  optical 
phenomena  that  occur  in  the  everyday  use  of  the  eyes,  some  of  them 
very  difficult  of  explanation.  Their  perception  would  not  be  of  im- 
mediate utility  to  the  average  man.  They  are  therefore  left  unnoticed, 
as  if  they  were  not,  until  even  their  recognition  becomes  difficult.  The 
phenomena  occur,  and  are  seen  by  the  eye  mechanically,  but  the  mind's 
eye  is  blind  to  them. 

Most  electricians,  in  a  somewhat  similar  manner,  are  accustomed  to 
confine  their  attention  to  only  one  part  of  the  wonderful  phenomena 
occurring  during  the  existence  of  a  conduction  current.  They  may  think 
of  the  wire,  of  its  resistance,  the  current  in  it,  and  the  E.MF.  causing  it. 
Or  possibly,  in  a  more  advanced  stage,  they  may  think  also  of  the  heat- 
ing of  the  wire,  and  of  external  work  done,  as  in  driving  a  motor, 
with  the  necessary  consideration  of  conservation  of  energy  as  regards 
the  amount  of  work  done.  Still,  however,  it  is  the  current  in  the  wire 
that  is  the  first  object  of  attention,  and  what  goes  on  outside  it  is 
ignored.  This  is  perfectly  natural,  for  what  we  call  the  strength  of  the 
current  is  the  one  thing  that  is,  in  the  steady  state,  practically  alto- 
gether independent  of  the  external  conditions ;  whilst,  again,  the  steady 
state  is  of  great  importance,  and  may  be  brought  under  calculation  with 
comparative  ease.  We  are  aware  of  the  existence  of  an  external  mag- 
netic field,  and  also  of  an  electric  field,  or  of  an  electromagnetic  field 
having  two  sides,  the  electric  and  the  magnetic.  They  vary  under 
different  external  circumstances.  But  as  the  steady  conduction  current 
is  independent  of  them  they  are  ignored.  This  independence,  which  is 
really  a  fact  of  an  extraordinary  character,  is,  by.  habit,  taken  for 
granted,  and  ceases  to  have  anything  remarkable  about  it. 

If  we  have  a  closed  circuit  with  a  steady  impressed  force  in  it,  there 
results  a  steady  current  in  the  circuit,  whose  strength  is  calculated 
from  the  data  relating  te  the  wire  itself,  and  is  independent  of  the  dis- 
tribution of  matter  around,  provided  we  do  not  disturb  the  insulation  at 
the  immediate  surface  of  the  conductor.  If  we  bring  a  mass  of  iron 
near  the  circuit,  or  in  general  alter  the  distribution  of  external  matter 
as  regards  its  permeability  to  magnetic  induction,  there  results  merely 
a  momentary  disturbance  of  the  conduction  current.  When  this  has 
ceased,  the  current  is  just  as  it  was  before,  although  the  external  state 
has  been  considerably  altered,  there  being  in  particular  a  different  mag- 
netic field,  and  a  change  in  the  distribution  of  the  rays  of  energy  con- 
verging to  the  wire.  This,  with  the  similar  transient  disturbance  of 
current  by  motion  of  a  magnet  or  another  closed  current,  comprises 
what  is  ordinarily  understood  by  the  induction  of  currents.  Only  the 
magnetic  energy  is  concerned,  in  the  main. 


ELECTROMAGNETIC  INDUCTION  AND  ITS  PROPAGATION.    495 

There  are  also  the  inductive  effects  due  to  alterations,  not  of  the  mag- 
netic permeability,  but  of  the  electric  capacity  outside  the  wire,  or  by 
altering  the  external  electric  field.  The  current  induced,  or  the  altera- 
tion made  in  the  previously  steady  current,  is,  as  in  the  case  of  magnetic 
induction,  transient  only,  and  no  disturbance  is  produced  finally  in  the 
distribution  of  current.  (Except  indirectly,  as  by  altering  the  structure 
of  the  wire  itself,  and  its  conductivity.) 

The  effect  of  surrounding  a  wire  supporting  a  current  with'  soft  iron 
is  to  decrease  the  current  temporarily.  On  the  other  hand,  the  effect 
of  surrounding  it  with  gutta  percha  is  to  increase  the  current  on  the 
whole  temporarily,  it  being  increased  in  that  part  of  the  circuit  next  the 
source  more  than  it  is  decreased  in  the  other  part.  If  in  the  former  case 
T  be  the  increase  made  in  the  magnetic  energy,  the  battery  does  2T 
less  work  than  if  the  iron  had  not  been  brought  to  the  wire.  In  the 
latter  case,  if  ^  be  the  increase  made  in  the  electric  energy,  the  battery 
does  2U  more  work  than  if  the  gutta  percha  had  not  been  brought  to 
the  wire. 

Both  the  inductions,  electric  and  magnetic,  are  in  simultaneous  action 
always.  In  a  large  class  of  cases,  however,  especially  with  condensers, 
the  magnetic  induction  is  of  comparative  insignificance.  In  another 
large  class,  as  of  coils  containing  iron,  and  circuits  closed,  the  electric 
induction  is  negligible.  In  intermediate  cases,  when  neither  is  negli- 
gible, we  have  very  complex  effects.  But  in  all  cases  there  is  no  per- 
manent effect  on  the  distribution  of  conduction  current,  however  greatly 
the  electric  and  magnetic  fields  outside  the  circuit  are  permanently 
altered,  and  likewise  the  manner  of  transit  of  energy  from  the  source  to 
the  parts  of  the. circuit  away  from  the  source.  In  brief,  when  the  im- 
pressed forces  are  given,  the  conductivity  conditions  alone  determine 
the  steady  state  of  the  current  And,  although  it  is  not  at  once  seen, 
the  same  is  true  whatever  electric  capacity  or  permeability  the  conductor 
itself  may  possess,  so  that  there  is  interior  electric  or  magnetic  energy. 
The  latter  is  recognised.  Also,  the  electric  capacity  of  very  bad  con- 
ductors is  known,  but  there  is  little  or  no  information  regarding  the 
capacity  of  good  conductors,  though  for  various  reasons,  I  believe  in  its 
existence.  The  coefficient  of  permeability  fi  is  known  to  never  vanish. 
That  of  conductivity  k  has  an  enormous  range,  and  may  perhaps  also 
vanish  altogether— for  instance  in  planetary  space,  if  nowhere  else. 
Similarly,  the  coefficient  of  electric  capacity  c  may  have  a  larger  range 
than  it  is  at  present  supposed  to  have  in  bad  conductors.  We  tacitly 
assume  c  »  0  in  good  conductors  in  general. 

It  will  be  understood  that  in  thus  speaking  of  the  electric  capacity 
(specific)  of  a  conductor,  we  do  not  in  any  way  refer  to  the  Capacity  of 
a  Conductor  of  electrostatics,  which  is  really  the  capacity  of  the  sur- 
rounding dielectric,  by  all  analogy  with  usage  in  the  corresponding 
conduction  problems.  We  refer  to  the  specific  capacity  of  the  material 
of  the  conductor  for  elastic  displacement  in  itself.  This  has,  of  course, 
nothing  to  do  with  the  nonconducting  dielectric  outside.  It  is  some- 
times said  that  the  specific  capacity  of  a  conductor  is  infinite.  This  is  a 
mischievous  delusion.     It  is  tolerable,  for  mere  mathematical  purposes, 
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sometimes  to  assume  c  =  cc  in  a  conductor,  and  ignore  its  conductivity 
altogether  ;  ie.,  do  away  with  the  conductor,  and  substitute  for  it  a  di- 
electric of  infinitely  great  specific  capacity.  We  may,  similarly,  some- 
times conveniently  replace  a  voltaic  cell  (mathematically)  by  a  condenser 
of  infinite  capacity  and  constant  difiference  of  potential.  Or,  we  may 
consider  a  modem  accumulator  as  a  condenser,  for  limited  purposes,  in 
spite  of  the  obvious  radical  difiference  in  their  physical  nature.  But  the 
absurdity  of  considering  a  conductor  as  of  infinite  specific  capacity  is 
readily  seen.  For  although  we  may,  by  increasing  greatly  the  specific 
capacity  of  a  dielectric,  imitate,  in  some  respects  only,  a  conductor,  yet 
as  specific  capacity  refers  to  elastic  displacement,  such  displacement 
must  afterwards  subside  when  allowed  to,  which  is  wholly  different 
from  the  behaviour  of  conductive  displacement,  which  has  no  tendency 
to  return.  The  proper  condition  is  not  c  =  oo ,  but  c  =  0  (unless  we  know 
there  is  elastic  displacement  in  the  conductor,  as  we  do  when  it  is  badly 
conducting),  with  the  auxiliary  condition,  k  finite.  Conductive  and 
elastic  displacement  are  wholly  distinct  things,  and  may  be  combined 
in  any  proportion.     The  former  dissipates  energy,  the  latter  stores  it 

In  the  following  is  an  investigation  of  the  general  problem  of  steady 
impressed  electric  force  and  electrification  in  space  with  any  distribu- 
tions of  electric  capacity  and  conductivity.  So  far  as  I  know,  it  has 
not  hitherto  been  fully  treated,  but  only  piecemeal,  and  under  limita- 
tions. For  instance.  Maxwell's  treatise  does  not  consider  impressed 
force  in  the  dielectric  at  all,  and  the  internal  capacity  of  conductors 
but  imperfectly.  Nor,  again,  is  the  determination  of  the  state  of  the 
dielectric  due  to  currents  in  conductors  treated,  which  presents  some 
curious  peculiarities.  Also,  it  is  of  advantage  to  deal  comprehensively 
with  the  matter,  since  in  practice  we  really  have  this  simultaneous 
conduction  and  elastic  displacement,  either  at  the  same  or  at  different 
places,  but  connected. 

Given  k  and  c  the  electric  conductivity  and  capacity,  for  conduction 
current  C  and  elastic  displacement  D,  at  every  point  of  space,  and  also 
the  distribution  of  impressed  force  e ;  find  the  steady  state,  or,  rather, 
show  how  it  is  determinate.     B  being  the  electric  force,  we  have 

C  =  ^B,  divC=0,        curl(e-B)  =  0,    (86) 

D  =  cB/47r,        divD  =  /),        curl(e-B)  =  0,    (87) 

for  the  full  statement  of  conditions  at  a  point.  Firsts  the  linear 
relations,  viz..  Ohm's  law  and  Faraday's  (or  Thomson's  or  Maxwell's). 
The  second  of  (86)  expresses  that  the  conduction  current  is  continuous 
everywhere,  and  the  second  of  (87)  defines  the  electrification  density  p 
in  terms  of  the  displacement,  viz.,  its  divergence,  the  proper  measure  of 
the  discontinuity  of  the  elastic  displacement.  The  third  conditions  are 
identical.  They  express  that  the  actual  force  E  is  the  sum  of  impressed 
e  and  of  a  polar  force  P,  such  that  curlP  =  0.  If  c  =  0  at  a  certain 
place  we  have  only  (86)  to  consider  ;  if  /;  =  0,  then  only  (87) ;  if  neither 
vanishes,  then  both.  Also,  there  will  usually  be  surface  conditions, 
which  will  come  later. 
First  imagine  c  =  0  everywhere,  and  k  finite  everywhere,  that  is,  an 


ELECTROMAGNETIC  INDUCTION  AND  ITS  PROPAGATION.    497 

infinite  conductor  whose  conductivity  nowhere  quite  vanishes,  and  of 
no  capacity.    Then  we  may  write  either 

div ^-(e  +  P)  =  0,        curlP  =  0,    (88) 

and  determine  F ;  or  else 

divC  =  0,        curl  (C/yk  -  e)  =  0,     (89) 

and  determine  C.  It  is  obvious  that  the  first  of  (88)  has  any  number 
of  solutions  for  P ;  we  must  then  show  that  one  (and  only  one)  of  them 
satisfies  the  second  of  (88),  thus  fixing  P.  Or,  it  is  obvious  that  the 
second  of  (89)  has  any  number  of  solutions  for  C ;  we  must  then  show 
that  one  (and  only  one)  of  them  satisfies  the  first  of  (89),  thus  fixing  C. 
Thus,  since  the  first  of  (88)  expresses  that  C  is  circuital,  choosing  any 
circuital  C  settles  P.     Or, 

kY  =  c\ir\A-ke 

is  the  general  solution,  wherein  A  is  any  vector  whatever.  Similarly 
the  general  solution  of  the  second  of  (89)  is 

C/k  =  e  -  VP, 

wherein  P  is  a  perfectly  arbitrary  scalar. 
Now,  whatever  P  and  f  may  be,  if  Pj  =  P  +  f,  then 

:^  Pi/fcPi  =  2  (P  +  f)i5:(P  +  f )  =  2  P/l-F  +  2  fjl-f  +  2  2Pi[;f, 

the  2  indicating  summation  through  all  space.  But  if  P  satisfies  both  of 
(88)  whilst  P^  satisfies  only  the  first,  the  third  summation  on  the  right 
vanishes.  For  P  is  polar,  and  kf  is  circuital,  so  that,  by  the  elementary 
property  of  the  polar  force,  2PA*f=0  for  any  one  infinitely  slender  tube 
of  kt,  and  therefore  for  all.  Thus  we  are  reduced  to  the  first  and 
second  summations  on  the  right  side.  The  first  is  fixed,  the  second 
may  vary,  but  is  necessarily  positive,  every  element  of  it  being  positive. 
Hence  f  =0  makes  the  summation  2P^^P^  a  minimum.  But  P^  is  any 
solution  of  the  first  of  (88),  whilst  P  is  a  solution  of  both,  so  we  prove 
that  any  solution  P^  of  the  first,  which  also  satisfies  the  second  of  (88), 
makes  2  T^kY^  a  minimum.  But  this  quantity  has  a  minimum,  for  it  is 
necessarily  positive,  unless  Pj  =  0  everywhere.  Hence  there  is  a  solution 
of  (88),  viz.,  P,  when  f  =  0.  There  cannot  be  two  solutions.  For,  if  P 
and  P  +  f  be  both  solutions  of  (88),  we  must  have 

curl  f  =  0        and        di  v  kf  =  0, 

and  therefore  2f^(=0,  which  can  only  be  by  f=0,  making  P  the  sole 
solution. 

We  may  treat  (89)  similarly.  Let  C  satisfy  both  conditions,  whilst 
C  +  7  satisfies  only  the  second,  so  that  y  satisfies  curl  y/k  =  0.  Then  the 
total  Joule-heat  per  second  is 

2  (C  +  y)k-\C  +  y)  =  2  Ck-^C  +  2  yL-'y  +  2  iCk-^y. 

Here  the  third  summation  on  the  right  vanishes,  because  C  is  circuital 
and  y/k  polar.  The  second  summation  is  necessarily  positive,  therefore 
7  =  0  makes  the  heat  a  minimum.  This  closes  the  current,  making 
C  +  y  become  C,  satisfying  both  conditions.  As  the  minimum  is  neces- 
sary, the  necessity  of  a  solution  of  (89)  follows,  and  that  it  is  unique  is 

H.E.P. — VOL.  1.  2 1 
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shown  by  2  yh'^y  vanishing  when  y  is  circuital  and  k''^y  polar,  requiiing 
that  7  =  0,  if  we  assume  that  C  and  C  +  y  are  both  solutions  of  (89). 

As  regards  (88),  we  may  state  the  result  thus.  There  is  one  distri- 
bution of  polar  force  F,  a  linear  function  of  which,  namely,  A;F,  has  a 
given  distribution  of  convergence,  viz., 

conv  ^P  =  div  A«. 

Or,  there  is  one  distribution  of  force  E  differing  from  e  by  a  polar 
force  alone,  a  linear  function  of  which,  namely,  Jc£  or  G,  is  continuoiu 
everywhere.  As  regards  (89),  we  may  similarly  state  that  there  is  only 
one  circuital  current  C,  a  linear  function  of  which,  namely,  Qjk  or  E, 
has  a  given  distribution  of  curl,  viz., 

curl  Cjh  =  curl  e. 

Or,  assuming  that  Ohm's  law  and  the  continuity  of  the  current  are 
always  obeyed,  let  C  vary.  Then  2PA:P  is  made  a  minimum  by  that 
one  distribution  of  C  which  makes  P  polar.  And,  assuming  that  Ohm's 
law  is  obeyed,  and  also  that  F  is  always  polar,  let  F  vary.  Then  I)]iC, 
the  heat,  is  made  a  minimum  by  that  one  distribution  of  the  current 
that  is  completely  circuital. 

The  gist  of  the  above,  and  also  of  the  more  abstruse  and  complex 
demonstrations  that  may  be  given,  is  expressed  by  the  theorem  2  FC=0, 
or,  a  polar  force,  F,  does  no  work  on  a  circuital  flux,  C,  arising  from 
the  property  of  a  polar  force  that  its  total  round  any  closed  curve  is 
zero.  Given  first  Ohm's  law,  the  linear  connection  between  the  actual 
electric  force  and  the  current-density,  and  also  that  the  current  must  be 
circuital  If  the  impressed  force  be  so  distributed  that  it  alone  is 
sufficient  to  satisfy  Ohm's  law  and  continuity  (that  is,  when  div  Are  =  0), 
the  force  e  is  the  actual  force,  and  the  current  is  H,  But  should  this 
condition  not  be  complied  with  by  the  impressed  force,  it  is  clear  that 
an  auxiliary  or  complementary  force,  P,  is  required  which,  together 
with  e,  shall  make  up  the  actual  force  E  to  satisfy  continuity  and  Ohm's 
law.  The  question,  then,  is,  how  is  this  complementary  force  to  be 
found  ?  Any  number  of  P's  may  be  made  up,  but  only  one  of  them  is 
completely  polar.  We  then  have  2FC  =  0,  and  the  total  heat  ex- 
pressed by  2EC  =  2eC  =  2eike-2P;fcF. 

It  is  naturally  suggested  by  this  making  of  the  total  heat  equal  to  the 
activity  of  the  impressed  forces,  that  we  examine  the  effect  of  subjecting 
the  complementary  force,  not  to  being  polar,  but  to  satisfying  2  PC  =  0, 
or  2  eC  =  2  EC,  which  is  possible  in  other  ways  than  by  a  polar  force. 
Thus,  knowing  that  F  uniquely  determined  polar  satisfies  this  condition, 
and  supposing  that  E,  C,  and  P  represents  the  real  solution,  let  us  alter 
the  current  in  any  manner,  keeping  it  circuital,  also  obeying  Ohm's  law, 
and  finally  keeping  the  heat  per  second  always  equal  to  the  activity  of 
the  impressed  forces.  Let  f  be  the  alteration  in  the  complementary 
force,  then  kf  is  the  alteration  in  the  current,  and  is  circuital.  Also  the 
alteration  of  2  eC  is  2  M.     But,  by  our  final  restriction  above, 

2(F  +  f)(C  +  A;f)  =  0,         or        2f(C  +  ikf)  =  0, 

which  reduces  to  2  eAf  =  -  2  ikt 
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on  putting  C  =  A;(e  +  F),  and  then  2  FAf = 0,  F  being  polar  and  Id  circuital. 
But  2)  tid  is  positive,  hence  2)  sAf  is  negative.  Hence  2  eC  is  reduced. 
That  is  to  say,  any  change  made  in  C  from  the  real  current,  subject  to 
Ohm's  law,  continuity  and  conservation,  decreases  the  heat  and  the 
(equal)  activity  of  the  impressed  forces.  Hence,  in  the  real  case,  the 
impressed  forces  work  as  fast  as  ever  they  can,  and  this  is  by  having 
the  auxiliary  force  polar. 

Taking  a  simple  linear  circuit,  to  exemplify,  we  find  that  there  are 
only  two  solutions,  the  real,  and  C  =  0.  Both  satisfy  conservation 
(meaning  2)  eC  =  S  EC),  but  no  other  current  will.  But  we  need  not  be 
misled  by  C  =  0  being,  in  this  case,  the  only  other  solution  than  the  real. 
For  if  we  introduce  a  shunt,  making  three  wires  joining  two  points,  and 
have  an  impressed  force  in  only  one  of  the  wires,  we  may  create 
additional  solutions  without  number.  For  two  simple  circuits  can  be 
made  containing  the  impressed  force,  furnishing  two  extreme  solutions, 
in  which  no  change  from  the  real  current  is  made  in  the  current  in  one 
or  the  other  branch  not  containing  the  impressed  forca  Between  these 
extremes,  by  changing  the  current  in  all  three  branches  suitably,  we 
get  any  number  of  other  solutions,  in  all  of  which  continuity ,  Ohm's 
law,  and  conservation  are  satisfied.  The  heat  varies  from  zero  up  to  a 
certain  maximum,  which  occurs  in  the  real  case ;  then  the  auxiliary  force 
is  completely  polar,  or  has  a  potential.  Of  course,  did  we  ever  find  a 
seeming  departure  from  the  proper  distribution  of  force  related,  to  the 
known  impressed  force,  we  should  naturally  ascribe  it  to  other  impressed 
forces,  and  so  come  back  to  potential  again. 

Section  XIV.    Conduction  and  Displacement  {Continued), 

Supposing  now  that  we  have,  by  the  previous,  satisfied  ourselves  that 
the  distribution  of  current  in  the  steady  stat«  is  uniquely  determinate 
by  the  subjection  of  the  current  to  Ohm's  law  and  continuity,  and  of 
the  complementary  force  to  being  wholly  polar,  which  last  condition 
makes  the  activity  of  the  impressed  forces  the  greatest  possible  subject 
to  conservation.     The  question  then  arises,  how  is  this  affected  by  the 
conductor  being  a  dielectric  as  well,  so  that  there  must  be  elastic  dis- 
placement in  it  ?     If  we  compare  the  dielectric  conditions  (87)  with 
those  for  the  conduction  current  (86),  we  see  that  they  are  of  exactly 
similar  form,  except  in  the  presence  of  />,  the  volume-density  of  electri- 
fication.    If,  then,  we  start  with  />  =  0,  and  proceed  to  find  the  displace- 
ment produced  by  the  impressed  force  on  the  supposition  that  there  is 
no  conductivity  anywhere  (just  as  before,  in  the  conduction  problem, 
we  assumed  the  specific  capacity  to  be  zero  everywhere),  we  know  that 
the  displacement  is  uniquely  determinate,  as  was  the  current  before. 
Like  the  current,  it  is  circuital,  and  is  so  distributed  as  to  make  (not  the 
heat,  but)  the  potential  energy  of  displacement  a  maximum.     The  total 
work  done  by  the  impressed  force  is  twice  this.    The  other  half  is  not 
accounted  for.     In  the  transient  state  the  energy  is  partly  electric, 
partly  magnetic ;  in  the  absolutely  steady  state  it  is  wholly  electric ; 
practically  there  is  always  conductivity  somewhere,  so  that  half  of  the 
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work  is  spent  in  the  Joule-heat  of  induced  conduction  currents,  and  is  not 
radiated  away,  and,  so  to  speak,  lost.  But  with  that  we  have  no  concern 
at  present. 

Now  this  distribution  of  displacement  will  not  in  general  be  consistent 
with  that  of  electric  current  determined  by  the  conductivity  conditions. 
To  be  consistent,  e  the  electric  capacity,  and  k  the  electric  conductivity, 
must  be  everywhere  in  the  same  ratio,  or  capacity  x  resistance  (both 
specific)  must  be  a  constant.  Hence,  in  genersd,  either  only  one  of  the 
solutions  is  correct,  or  else  neither.  A  little  consideration  will  show 
that  it  is  the  conductivity  solution  that  is  correct,  and  that  we  must, 
after  finding  the  distribution  of  electric  force  E  from  the  conductivity 
conditions  without  any  reference  to  those  of  capacity,  determine  the 
displacement  and  electrification  to  correspond  to  the  thus-found  electric 
force  by  the  first  two  conditions  of  (87),  viz., 

D  =  cE/4ir,  p  =  div  D. 

For  we  thus  satisfy  all  the  conditions,  which  we  could  not  do  by 
starting  with  the  dielectric  problem,  finding  E  to  suit,  and  from  it, 
finally,  the  distribution  of  current  Why  we  are  able  to  solve  the  pro- 
blem by  the  conductivity  conditions  alone  is  mathematically  accounted 
for  by  the  presence  of  p  in  the  continuity  condition  relating  to  the  dis- 
placement. The  distribution  of  displacement  D,  and  the  distribution  of 
electrification  />,  are  such  as  to  have  no  polar  force  when  existing  together; 
or  the  polar  force  of  the  displacement  alone  and  that  of  the  electrification 
alone  are  equal  and  opposite.  Thus  the  electric  field  is  not  in  any  way 
disturbed,  and  the  current  is  therefore  also  undisturbed  and  independent 
of  the  existence  of  elastic  displacement. 

On  this  point  it  should  be  remembered  that  whereas  in  considering  a 
magnet  as  a  collection  of  very  small  magnets,  or  any  very  small  portion 
of  the  magnet  as  being  polarised,  the  positive  end  of  a  polarised  particle 
is  that  end  to  which  the  vector  polarisation  points,  and  is  the  end  upon 
which  positive  magnetic  matter  may  be  assumed  to  be  collected  ;  yet  on 
the  other  hand,  if  we  do  the  same  with  electric  displacement,  it  is  the 
negative  electrification  that  is  on  the  positive  side  of  a  particle,  that  to 
which  the  vector  displacement  points.  We  cannot,  in  the  magnetic 
problem,  imitate  the  above  state  of  electric  displacement  and  electrifica- 
tion having  no  polar  force.  For  the  magnetic  analogue  of  D,  which  is 
B/47r,  B  being  the  magnetic  induction,  is  always  continuous. 

Now,  to  go  further.  At  the  commencement  we  assumed  that  the 
conductivity  nowhere  quite  vanished,  so  that  we  have  been,  so  far, 
considering  the  current  and  displacement  produced  by  given  impressed 
force  in  an  infinite  conductor,  in  which  k  is  finite  everywhere,  whilst  c 
is  quite  arbitrary,  and  may  vanish  in  certain  portions  if  we  please ;  it 
being  the  conductivity  conditions  alone  that  determine  the  field  of  force. 
But,  practically,  we  must  regard  certain  pai*ts  of  space  as  being  wholly 
nonconducting.  This,  though  apparently  included  in  the  preceding, 
viz.,  by  taking  the  special  value  k  =  0  in  certain  spaces,  really,  to  a  great 
extent,  necessitates  a  changed  mode  of  treatment.  It  is  not  sufiicicnt 
to  find  E  from  the  conductivity  conditions,  putting  A*  =  0  in  noncon- 
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ducting  space.  For  this  will  not  give  the  proper  field  in  the  noncon- 
ductors, but  only  in  the  conductors,  unless  at  the  same  time  c  =  0  in  the 
former,  or,  in  special  cases,  c  =  constant. 

Also,  it  may  happen  that  when  the  conductivity  is  finite,  though  very 
small,  in  certain  parts  of  space,  it  will  be  practically  necessary  to  suppose 
it  to  be  quite  zero,  on  account  of  there  being  a  first  approximately  steady 
state,  and  then,  a  long  time  after,  a  wholly  different,  quite  steady  state ; 
which  last,  though  it  is  not  what  is  practically  wanted,  is  what  the 
conductivity  conditions  give.  Consider,  for  example,  a  submarine  cable 
whose  ends  are  earthed  through  condensers.  Put  a  battery  in  circuit  at 
one  end.  The  practical  steady  state  is  reached  quickly,  in  a  few  seconds 
(of  course  not  counting  disturbances  or  absorption).  But  as  the  dielectric 
is  slightly  conducting,  if  we  keep  on  the  battery,  the  ^'  charge  of  the 
cable  "  will  in  time — minutes  or  hours,  according  to  the  insulation — 
nearly  disappear ;  theoretically,  in  an  infinite  time.  This  is  the  real 
final  state,  but  the  first  approximately  steady  state  is  what  is  practically 
wanted,  given,  very  closely,  by  assuming  A;  =  0  exactly  in  the  dielectric. 

Now  divide  all  space  into  two  sets  of  regions,  the  conducting  and  the 
wholly  nonconducting,  including  in  the  latter  the  dielectric  in  such  a 
case  as  just  mentioned.  All  conducting  matter  which  is  continuously 
connected  must  be  regarded  as  a  single  conductor.  Thus  all  the  wires 
on  a  line  of  poles,  if  they  are  earthed,  together  with  the  earth,  and  all 
that  is  in  conducting  connection  with  it,  form  strictly  a  single  conductor. 
But  if  we  loop  two  of  the  wires,  removing  earth,  they  form  a  separate 
conductor.  (Leakage  ignored.)  There  may  thus  be  any  number  of 
distinct  conductors,  each  self-continuous,  but  wholly  separated  from  all 
the  rest  by  nonconducting  matter,  or  else  unbounded  partly;  though 
the  last  is,  as  regards  conductivity,  practically  unrealisable.  Similarly 
the  rest  of  space,  the  nonconducting  space,  forms  a  number  of  self- 
continuous  regions,  each  either  wholly  bounded  by  conducting  matter, 
or  else  partly  unbounded ;  which  last  is  practically  realised. 

Now,  selecting  any  one  of  the  conducting  regions,  let  the  impressed 
force  e  be  given  in  it.  It  is  readily  shown,  by  the  simplest  modification 
of  the  conduction  problem  for  all  space,  that  C  (and  of  course  E)  are 
definitely  fixed  by  the  distribution  of  e  and  of  conductivity.  The  modi- 
fication consists  in  applying  the  space-integrals  to  the  finite  space 
occupied  by  the  conductor,  at  the  same  time  introducing  the  surface 
condition  that  the  current  is  confined  to  the  conductor,  or  is  tangential 
at  its  boundary,  which  condition  is  expressed  by  ON  =  0,  if  C  be  the 
current-density  and  N  the  unit  vector  normal  to  the  surface.  But  this 
modification  may  be  wholly  avoided  by  integrating  through  all  space  as 
before,  thus  including  surface  terms,  on  the  assumption  k  =  0  outside 
the  conductor.  The  solution  obtained  applies  to  the  conductor  only ; 
the  part  for  the  external  space  must  be  wholly  rejected.  There  is  an 
exception,  namely,  if  c  =  0  as  well  as  A;  =  0  in  the  whole  external  space, 
when  the  external  solution  for  the  electric  force  will  be  the  correct  one, 
as  will  also  be  the  case  sometimes  if  c  =  constant. 

Thus  the  internal  electric  state  of  any  conductor  depends  solely  on 
the  conductivity  and  the  impressed  force  in  it,  and  is  independent  of  all 
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external  conditions.  (This  is  not  true  for  the  magnetic  state  of  the 
conductor^  which  will  be  influenced  by  the  external  conditions  not  only 
as  regards  permeability,  but  as  regaras  current  and  magnetisation ;  but 
at  present  it  is  only  the  electric  state  that  is  in  question.)  We  there- 
fore settle  the  electric  state  of  the  whole  of  the  conducting  parts  of  space, 
one  conductor  at  a  time.  Not  only  that,  but  in  the  same  manner  as 
before  done  in  the  case  of  the  infinite  conductor,  we  settle  the  displace- 
ment and  electrification  in  every  conductor,  one  at  a  time,  from  the 
known  electric  force  in  them,  making  no  alteration  whatever  in  the 
electric  field. 

There  remain,  finally,  the  nonconducting  regions,  and  now  the 
matter  gets  rather  more  complex.  So  far,  our  knowledge  ceases  at  the 
boundaries  between  the  conducting  and  the  nonconducting  regions. 
But  at  every  point  on  these  boundaries,  on  the  nonconducting  side,  the 
tangential  component  of  the  electric  force  is  fixed.  For  the  second 
equation  of  induction  is 

curl(e-E)  =  47rO=/iH,    (23)  Ks 

where  0  is  the  magnetic  current,  H  the  magnetic  force,  and  fi  the 
permeability.  Here  E  -  e  =  Pj,  the  electric  force  of  the  field  by  itself, 
not  counting  impressed  force.  Applying  the  Version  Theorem  to  this, 
interpreting  it  for  a  mere  surface,  we  see  that  the  tangential  component 
of  F|  must  be  the  same  on  both  sides  of  the  surface.  Otherwise  the 
surface  would  be  the  location  of  a  magnetic  current-sheet,  of  strength 
0  per  unit  area.  This  continuity  of  the  tangential  component  of  the 
electric  (similarly  of  the  magnetic)  force  of  the  field  is  true  whether  the 
state  be  steady  or  not.  When  not  steady,  F^  is  not  polar.  At  present 
Fj  =  F,  and  is  polar.  We  know,  then,  the  tangential  component  of  P 
(including  its  direction)  at  every  part  of  all  the  boundaries.  In  terms 
of  potential,  we  know  its  surface-variation  over  every  boundary,  but 
not  its  absolute  magnitude.  The  last  is  unknown,  not  merely  as  regards 
a  constant,  but  as  regards  n  constants,  one  for  each  conductor,  which, 
if  we  choose  to  employ  potentials,  must  be  mutually  reconciled,  so  as  to 
leave  only  one  of  them  arbitrary.  Now  we  cannot  do  this  without 
knowing  the  state  of  the  dielectric  nonconductors.  The  potential 
must  be  found  last  of  all,  even  in  the  conductors,  whose  electric  state  is 
independent  of  one  another.  Obviously,  even  were  there  no  other 
reason  to  give,  this  would  be  a  powerful  argument  against  potential 
representing  any  physical  state,  in  the  same  manner  as  electric  force, 
current,  etc.,  do. 

As  we  took  the  conductors  one  at  a  time  before  to  completely  find 
their  electric  state  independently,  so  now  we  may  take  tne  noncon- 
ducting regions  one  at  a  time,  and  find  the  electric  state  of  each  inde- 
pendently of  the  others.  Selecting,  then,  a  single  nonconducting 
region,  the  conditions  to  be  satisfied  within  it  are, 

D  =  cE/47r,        divD  =  p,        curl(e-E)  =  0,    (87)  bis 

where  now,  of  course,  e  is  the  impressed  force  at  the  point  considered 
Or,  eliminating  D,  and  putting  E  =  e  -i-  F,  F  being  the  polar  force, 

div  c(e  +  F)  = /o,  curlF  =  0 (90) 
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The  electrification  density  p  is  now  not  to  be  found,  as  in  the  con- 
ductors previously,  but  must  be  ffiven.  Thus  e,  p,  and  c  are  given  at 
each  point,  and  D,  E,  F  have  to  be  found,  or  simply  F,  since  that  fixes 
the  others. 

There  is  also  the  before-stated  boundary  condition;  FN  being  the 
normal  component  of  F,  the  vector  normal  component  is  (FN)N,  so 
that  it  is 

F  -  (FN)N  =  VNVFN (91) 

that  is  given  over  the  bounding  surface  or  surfaces.  Or,  simply  VFN, 
the  tangential  F  turned  through  a  right  angle  on  the  surface,  may  be 
regarded  as  given. 

A  preliminary  examination,  as  regards  energy,  of  the  three  conditions 
(90)  and  (91),  shows  that  they  are  insufficient  to  determine  F.  We 
need  to  know,  also,  the  boundary  representatives  of  p,  the  electrifica- 
tion. But  it  is  not  the  electrification  at  every  point  of  the  boundaries, 
but  only  their  totals,  that  is  needed,  i.e.  the  charges.  Let  q^,  q^  etc., 
be  the  charges  of  the  separate  surfaces,  then 

^i  =  2DNi,        ^2=2DN2,     etc (92) 

must  be  given,  D  being  the  displacement  at  a  surface,  and  N^,  N^,  etc., 
unit  normals  from  the  conductors  to  the  nonconductor. 

For  it  is  clear,  by  the  continuity  of  the  electric  current,  that  if  a 
conductor,  wholly  surrounded  by  a  nonconductor,  had  a  charge  before 
the  impressed  force  in  the  conductor  began  to  act,  such  charge  will 
not  be  altered  in  amount,  though  its  distribution  may  be  changed, 
when  the  impressed  force  acts.  Similarly,  impressed  force  in  the 
dielectric  cannot  alter  its  amount,  but  only  its  distribution,  nor  can  the 
introduction  of  external  electrification.  The  same  applies  partly  when 
the  conducting  surface  wholly  surrounds  a  dielectric ;  neither  e  in  the 
conductor  nor  in  the  dielectric  can  charge  it.  But,  on  the  other  hand, 
the  introduction  of  any  interior  electrification,  by  continuity  of  the 
current,  requires  the  surface  to  have  a  total  charge  equal  to  the  whole 
interior  electrification  taken  negatively.  In  any  case,  then,  g^,  g-g*  ^^-j 
must  be  known,  independently  of  external  electrification,  in  the  one 
case,  or  depending  on  interior  electrification  in  the  other. 

It  will  be  convenient  to  break  up  the  problem  into  two,  thus : — 

(a).  Given  e,  p,  and  q^,  q^,  etc,  and  that  VFN  =  0.     Find  F. 

(b).  Given  VFN,  and  that  e  =  0,  /o  =  0,  ^i  =  0,  etc.     Find  F. 

We  take  (b)  first,  as  it  is  the  simpler,  and  is  also  directly  connected 
with  the  conduction  current.  That  is  to  say,  we  suppose  that  before 
the  impressed  forces  in  the  conductors  began,  the  whole  system  was 
free  from  electrification  or  impressed  force  in  the  nonconductors. 
We  have 

divcF  =  0,        curlF  =  0,        2DN  =  0,        VFN  =  47rg,    ...(93) 

F  being  the  force  in  the  region.  The  first  two  apply  to  every  point  in 
the  region,  the  third  to  any  conducting  bounding  surfaces  as  a  whole, 
whilst  in  the  last  g  is  given  over  the  whole  boundary.     We  have 

2FicFi  =  2FcF  +  2frf+2  2Fcf,    (94) 
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if  Pj  =  P  +  f,  whatever  they  be.  Suppose  now  P  to  be  a  solution  of 
(93),  and  P  +  f  to  satisfy  the  second  and  fourth  conditions,  so  that  P^is 
a  solution  of  the  second  and  fourth,  but  is  otherwise  unrestricted.  JBy 
the  first,  D  is  continuous  within  the  region,  and,  by  the  third,  at  its 
boundaries  as  much  leaves  as  enters  the  region.  We  may  therefore 
close  D  completely  outside  the  region  without  disturbing  D  within  it 
D,  thus  extended,  is  a  circuital  flux,  and  therefore  may  be  represented  by 

49rD  =  curl  Z, 

where  Z  is  determinate  in  various  ways.    This  makes 

2Pcf=2fcuriZ/47r  =  2:convVfZ/4ir,    (95) 

This  summation  extends  through  the  region.  By  the  Convergence 
Theorem,  the  last  form  is  at  once  expressible  as  a  surface-integral  over 
the  boundary,  viz., 

2  NV£Z/47r  =  2  Z  VNf/47r  =  0, 

the  vanishing  taking  place  because  VfN  =  0.  Thus  2Pcf=0.  There- 
fore, by  inspection  of  (94),  2PjcPj  is  made  a  minimum  by  f=0, 
making  P^  =  P,  and  proving  P  to  exist.  That  it  is  unique  follows  by 
the  same  reasoning  as  in  the  conductivity  problem. 

The  physical  interpretation  of  the  above,  as  regards  Z,  which  is  best 
taken  as  the  magnetic  impulse,  or  time-integral  of  the  transient  in- 
ductive magnetic  force,  is  interesting,  but  must  be  left  over.  In  the 
above,  however,  Z  may  be  any  vector  whose  curl  is  D  in  the  noncon- 
ductor, its  curl  in  the  conductors  being  arbitrary.  Thus,  if  we  close  D 
in  any  manner  through  the  conductors,  and  call  the  complete  system 
D^,  then 

Z  =  curl  2  LJiirr  +  any  polar  vector 

satisfies  the  requirement.  Or,  instead  of  the  curl  of  the  vector-potential 
of  Dj,  we  may  form  the  vector-potential  of  its  curl  [p.  206,  ante]. 

As  regards  the  transformation  used  in  (95),  if  f  and  Z  are  any  vectors, 
we  have 

conv  VfZ  =  f  curl  Z-Z  curl  f ; 

and  (95)  follows  because  f  has  no  curl. 

Lastly,  the  assumption  made  in  the  above  demonstration  that  P^  is 
possible,  to  satisfy  the  second  and  fourth  of  (93),  though  nearly  ob\nou8, 
is  made  evident  by  constructing  any  scalar  potential  whose  tangential 
variation  at  the  boundaries  is  of  the  required  amount,  its  value  else- 
where being  arbitrary,  and  letting  P^  be  its  slope. 

Section  XV.    Conduction  and  Displacement  (Conclusion), 

• 

As  regards  other  causes  influencing  the  electric  field  in  the  space 
external  to  the  conductors,  there  remains  the  problem  (a)  of  the  last 
section.  If,  in  it,  we  put  e  =  0,  we  reduce  it  to  the  common  electro- 
static problem : — Given  the  volume  electrification  within,  and  also  the 
charges  upon  equipotential  surfaces  bounding  the  nonconducting  region 
(at  least  when  they  require  to  be  independently  stated,  apart  from  the 
volume  electrification),  show  that  the  field  of  force  is  determinate.     We 
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might  take  this  for  granted,  and  confine  our  attention  to  impressed 
force  only ;  hut  as  it  makes  scarcely  any  difiference  to  include  electrifi- 
cation, we  shall  do  so.     We  have  then  the  conditions 

div  c(e  +  P)  =  47rp,         curl  P  =  0, 

to  he  satisfied  hy  F  within  the  nonconducting  region ;  and  at  any 
bounding  surface, 

2DN  =  g,        VPN  =  0, 

the  first  of  these  expressing  that  the  given  charge  q  on  the  surface  is 
the  total  normal  displacement  from  it  into  the  nonconductor,  and  the 
second  that  the  force  has  no  tangential  component  at  the  surface,  or  is 
normal  thereto,  or  that  the  surface  is  equi  potential. 

Assuming  P  to  satisfy  the  above,  alter  it  to  Pj  =  P  +  f  in  any  way 
that  does  not  alter  the  electrification  or  the  charges.  That  is,  subject 
f  to 

divcf=:0,        2Ncf=0 

within  the  region,  and  at  a  surface,  respectively.  We  have  merely  to 
show  that  this  change  increases  the  electric  energy  2  YcF/Sir,  a  quantity 
that  must  have  a  mmimum,  to  show  that  P  is  determinate,  by  reasoning 
used  before,  which  need  not  be  repeated ;  and,  since 

2  PjcPi  =  2  PcP  +  2  fcf  +  2  2Pcf, 

wherein  the  second  sum  on  the  right  is  positive,  we  have  only  to  show 
that  2  Pcf,  the  third  sum,  vanishes.  Now,  by  the  first  condition  for  f, 
we  have  ct  perfectly  continuous  within  the  region ;  and,  by  the  second, 
as  much  enters  as  leaves  any  bounding  surface.  That  is,  cf  is  any 
circuital  flux  whatever,  either  closed  entirely  within  the  region,  or  else 
partly  or  wholly  through  the  rest  of  space.     Therefore 

cf  =  curl  Z, 

Z  being  any  function  whose  curl  is  cf,  and 

2Pcf  =  2ZVNP  =  0; 

the  first  summation  extending  through  the  region,  the  second  over  the 
bounding  surfaces,  and  vanishing  because  VNP  =  0  at  every  point 
thereof. 

This  finishes  the  question  of  the  determinateness  of  P.  In  any  con- 
ductor it  is  settled  by  the  distribution  of  impressed  force  and  of  con- 
ductivity therein,  and  the  interior  displacement  and  electnfication 
follow.  Then,  knowing  the  tangential  force  set  up  at  the  boundaries  of 
the  nonconductors  due  to  impressed  force  in  the  conductors,  this  is 
sufficient  to  settle  the  force  all  through  the  nonconductors  when  the 
distribution  of  capacity  is  given,  provided  there  be  no  electrification  in 
them,  or  impressed  force,  or  boundary  charges.  No  electrification  or 
charges  will  be  produced,  as  the  displacement  in  the  nonconductors 
can  be  closed  through  the  conductors.  Should  there  be  electrification, 
etc.,  in  the  nonconductors,  these  have  no  eff*ect  in  the  conductors, 
produce  no  boundary  tangential  force,  and  their  efi*ect  in  the  noncon- 
ductors may  with  convenience  be  separately  considered.  Knowing  P 
to  be  determinate  through  all  space,  we  may  construct  a  potential  to 
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suit  it,  fixing  its  value  arbitrarily  at  any  one  point.  Should  we,  how- 
ever, make  the  potential  the  direct  object  of  attention  in  our  investiga- 
tions, instead  of  the  force,  we  should  greatly  complicate  certain  parts  of 
them.  For  example,  to  show  that  e  in  the  conductors  fixes  F  in  the 
nonconductors  when  there  is  no  electrification,  etc.  If  there  are  n 
conductors,  n  fields  of  force  (namely  in  them)  are  found  by  the  con- 
ductivity conditions.  The  potential  is  therefore  known  over  the 
surface  of  all  the  conductors,  except  as  regards  a  constant  for  each.  If 
we  assume  these  constants  to  be  known,  we  may  prove  that  the  thus- 
fixed  boundary  potential  fixes  the  potential  throughout  all  the  non- 
conducting regions.  But  the  resulting  fields  of  force  in  them  will  be 
(except  by  extraordinary  accident)  entirely  wrong.  For  the  potential 
thus  determined  gives  charges  to  the  bounding  surfaces,  whereas  there 
should  be  none.  We  must,  therefore,  to  get  matters  right,  communicate 
to  the  bounding  surfaces  exactly  equal  charges  of  the  opposite  kind, 
and  distribute  them  in  such  a  manner  as  not  to  disturb  the  already 
correctly  settled  tangential  force,  t.^.,  distribute  them  equipotentially. 
The  field  of  force  will  then  get  right,  and  the  potential  will  be  the  sum 
of  the  wrong  potential  and  that  due  to  the  charges  added  to  cancel 
those  given  by  the  wrong  potential 

As  regards  e  in  the  nonconductors,  it  may  be  due  to  thermal  or 
chemical  causes,  or  be  any  other  impressed  electric  force.  Intrinsic 
electrisation  is  also  included  under  e;  thus,  if  J  be  its  intensity, 
J  =  ce/47r  gives  us  the  value  of  e  to  correspond.  [See  p.  489.]  So  far 
as  producing  polar  force  is  concerned,  a  distribution  of  e  acts  in  pre- 
cisely the  same  manner  as  would  a  distribution  of  electrification  of 
volume-density  or  =  conv  ce/47r.  Here,  however,  the  similarity  ceases. 
It  is  quite  different  as  regards  the  displacement  and  the  energy,  as 
e  contributes  to  the  displacement  equally  with  polar  force,  thus, 
D  =  c(e  +  F)/4ir.  Sometimes  F  acts  to  assist  e,  but  more  frequently  it 
is  the  other  way.  We  should  also  remark  that  this  false  electrification 
cr  may,  like  p,  the  real  electrification,  have  surface  distributions  over 
conductors ;  whenever  in  fact,  ce  is  not  tangential.  The  surface-density 
is  then  -  Nce/47r.  But,  unlike  a  real  charge,  which  can  be  varied  in 
distribution  by  influence,  the  false  charge  is  fixed  under  the  same  cir- 
cumstances. It  (<r)  should  never  be  referred  to  as  electricity  or  electri- 
fication without  the  prefix  false,  or  some  other  qualification  to  distin- 
guish it  from  Maxwell's  electrification  or  free  electricity,  which  is  always 
discontinuity  produced  in  the  elastic  displacement,  only  to  be  got  rid 
of  by  conduction,  with  dissipation  of  energy  in  producing  heat.  In 
fact,  o-  is  as  false  electrification  as  the  distribution  of  electric  current 
round  a  bar  magnet,  which  would  correspond  to  the  same  magnetic 
field,  is  a  false  electric  current. 

Various  Expressions  for  the  Electric  Energy, 

There  being  any  steady  state,  with  impressed  forces  both  in  the  con- 
ductors and  in  the  nonconductors,  also  electrification  and  surface 
charges,  let  us  obtain  expressions  for  the  electric  energy.  We  may 
consider  the  whole  field  of  displacement  as  made  up  of  four  fields,  viz.. 
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tbat  in  the  nonconductors  due  to  impressed  force  in  the  conductors ; 
ditto,  due  to  impressed  force  in  the  nonconductors;  ditto,  due  to 
electrification  and  surface-charges ;  and  lastly,  that  in  the  conductors. 
The  total  electric  energy  will  he  the  sum  of  the  energies  of  the  separate 
fields,  together  with  their  mutual  energies,  if  they  he  not  conjugate. 
We  shall  denote  the  four  fields  hy  the  suffixes  1,  2,  3,  4 ;  in  all  other 
respects  employing  the  same  notation. 

1.  First,  let  U^  he  the  electric  energy  in  the  nonconductors  due  to 
64  in  the  conductors.    Then, 

1^1  =  2  iE,Di  =  2  iPicPi/47r  =  2  JP^D^N  =  2  iZ.ft (96), 

Here  the  first  form  of  U.  is  the  form  common  in  all  cases,  the  energy 
per  unit  volume  heing  half  the  scalar  product  of  the  force  and  the 
displacement.  The  second  form  is  virtually  the  same,  only  putting  the 
displacement  in  terms  of  the  force,  which  is  polar.  These  summations 
of  course  extend  throughout  the  whole  nonconducting  regions  The 
third  form  is  a  surface-summation  over  the  whole  boundary,  of  half  the 
product  of  the  scalar  potential  and  the  normal  displacement.  The 
fourth  form  is  also  a  summation  over  all  the  boundary,  of  half  the 
scalar  product  of  the  vector-potential  Z,  and  the  false  magnetic  current 
gy     We  have 

-  curl  Zj  =  47rDi,        VPiN  =  ^vgy 

Z,  is  the  magnetic  impulse,  or  time-integral  of  the  transient  magnetic 
force  during  the  variable  states  which  would  occur  if  the  impressed  force 
were  suddenly  cancelled,  ending  in  the  removal  of  the  displacement  D, 
in  the  nonconductors.  Or,  without  altering  the  value  of  the  summa- 
tion, we  may  take  Z,  to  be  the  time-integral  of  the  actual  magnetic 
force,  taken  negatively,  arising  from  putting  on  the  impressed  force, 
though  this  is  less  convenient  in  general.  Should  there  be  no  electric 
current  finally,  e4-|-P4  =  0,  if  P4  is  the  polar  force  in  the  conductor,  and 
therefore  47rgi  =  VNe4.     In  this  case  also, 

r  being  the  true  current  at  time  t  after  starting  64,  so  that  iTdt  is  the 

total  displacement,  elastic  and  conductive.  The  other  half  of  the  work 
done  by  64  is  spent  in  heat.  Observe  that  it  is  necessary  for  the  im- 
pressed force  in  the  conductor  to  reach  to  its  boundary,  and  to  have  a 
tangential  component  there,  for  it  to  be  able  to  set  up  displacement 
outside  without  at  the  same  time  producing  current  in  the  conductor. 

2.  Next,  let  U^  be  the  electric  energy  in  the  non-conductors  due  to 
impressed  force  in  them  only.     Then, 

The  first  form  requires  no  remark.  The  second  results  because 
E2  =  e2  +  F2,  and  2P2D2  =  0.  In  the  third  form  Zg  is  the  magnetic 
impulse  (of  62  now,  of  course),  and 

-  curl  Zg  =  47rD2,  -  curl  62  =  47rg2 ; 
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the  object  of  introducing  iv^a  being  to  harmonise  as  well  as  possible 
with  the  usual  electromagnetic  formuke.  In  the  fourth  form  we  have 
the  difference  of  two  sums,  the  first  a  constant,  the  second  the  energy 
of  the  field  of  the  polar  force  by  itself,  as  if  due  to  electrification.  In 
the  fifth  form  the  energy  of  the  polar  force  is  expressed  in  terms  of  its 
potential  and  the  false  electrification  o*.  All  the  summations  are  taken 
throughout  the. nonconductors.  There  may  possibly  be  surface  sum- 
mations as  well,  if  e  exists  at  the  boundaries.  All  the  formulae  in  (96)2 
are  the  same  as  if  there  were  no  conductors  present. 

3.  Let  U^  be  the  common  electric  energy  due  to  electrification  p  and 
surface  charges  g^,  q^,  etc. 

P,  =  2iB3D,  =  2iP3D,  =  2JP,^  +  l-iPrf (96), 

The  first  and  second  forms  are  identical,  the  force  being  polar.  In  the 
third  form  the  energy  is  expressed  in  terms  of  the  potential  and  electri- 
fication. We  may  also  here  employ  the  magnetic  impulse,  by  a  device, 
but  with  no  utility. 

4.  Let  U^  be  the  electric  energy  in  the  conductors  due  to  04  in  them. 
Then 

£/^,  =  2iE,D,  =  2i(e4  +  P,)D4  =  2ie4D,  +  2iP,p„    (96), 

Here  F^  is  the  polar  force  in  the  conductors  due  to  e^,  and  F^  its 
potential ;  p.  is  the  interior  electrification,  if  any.  Should  there  be 
none,  D,  is  closed  within  the  conductor,  and  we  may  write 

if  curl  Z^  =  -  ^ttD^,        and        curl  e,  =  -  ^irg,. 

It  is  clear  that  a  similar  form  exists  for  the  energy  in  any  volume  in 
which  there  is  no  electrification,  g  being  represented  by  the  tangential 
boundary  force  turned  through  a  right  angle,  besides  the  part  depend- 
ing on  64,  if  it  exist  in  the  volume.  (Here  e,  is  the  same  as  in  the 
previous  concerning  Uy) 

5.  Lastly,  there  are  the  mutual  energies.  We  get  rid  of  Z/j^,  U^^, 
and  U^  at  once  by  observing  that  the  fourth  field  is  in  a  different  place 
from  tlie  first,  second,  and  third,  so  that  these  quantities  are  zero.  We 
can  also  get  rid  of  Ui^  and  U^^ ;  the  first  and  third  fields,  though  co- 
existent, are  conjugate,  and  so  are  the  second  and  third.     Thus, 

£r,3=2D,P3  =  2Z,VNF3  =  0, 

Z|  being  the  same  quantity  as  before.  The  second  summation  extends 

over  the  boundaries,   and  vanishes  because  F3  is  normal  to  them. 

Similarlj^  show  that  U^  vanishes.  There  remains  only  Z/jji  which 
does  not  necessarily  vanish. 

=  2Zig,=2Z,gi=2eA    J ^    '' 

Here  the  quantities  are  the  same  as  before  used  in  treating  U^  and 
tJg.     Finally,  U  being  the  complete  electric  energy  in  all  space. 
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Here  the  first  three  components  of  U  may  be  taken  together  con- 
veniently. Let  the  impressed  forces  in  the  conductors  and  the  non- 
conductors start  at  the  same  moment,  and  Z  be  the  magnetic  impulse, 
s  former  Z^  +  Z^  then 

where  g  =  former  g^  +  gj,  that  is, 

4irg  =  -  curl  (El  +  Eg), 

with  the  equivalent  boundary  representative. 

Finally,  we  may,  by  means  of  the  various  conjugate  properties,  put 
together  the  potential  results.  Let  P  be  the  resultant  potential  from  all 
causes ;  p  the  electrification  density  whether  in  conducting  or  noncon- 
ducting matter,  defined  by  p  =  div  D,  including  in  it  surface  electrification ; 
<r  the  density  of  false  electrification,  defined  by  or  =  conv  ce/47r  =  conv  J, 
if  J  be  the  (equivalent)  intensity  of  electrisation,  i.e.,  J  =  ce/47r,  whether 
in  the  conductors  or  not ;  then 

£;'=2^eJ-H2iP(p-(r)    (97) 

expresses  the  total  electric  energy,  the  summations  being  through  all 
space.  Notice  the  minus  sign  before  the  false  electrification.  (97) 
may  also  be  easily  proved  directly. 

Here,  and  in  any  of  the  summations  containing  a  scalar  potential, 
any  constant  may  be  added  to  the  potential,  owing  to  the  sum  of  the 
electrification  being  zero,  ditto  of  false.  There  is  an  apparent  exception 
when,  as  may  be  imagined,  tubes  of  displacement  go  out  to  infinity, 
though  this  cannot  really  occur.  In  such  a  case,  we  must  choose  P  to 
vanish  at  infinity.  But  we  may  get  over  this  by  regarding  the  end  of 
space  as  an  electrified  surface.  The  surface-density  will  be  infinitely 
small,  but  the  charge  on  it  finite,  being  the  exact  negative  of  all  the 
other  electrification.  Counting  it,  the  constant  in  P  again  becomes 
arbitrary. 

We  may  extend  the  results  to  apply  to  transient  states  by  including 

in  e  the  electric  force  of  induction,  =  -  A,  if  A  be  such  that  curl  A  =  B, 
the  magnetic  induction.  Considering  U^  during  the  transient  state, 
we  find 

at  any  moment^  Z^  being  the  magnetic  impulse  that  would  arise  from 

removing  e  at  that  moment,  Oj  the  real  magnetic  current  fi/47r  at  the 
moment,  and  g^,  as  before,  the  false  magnetic  current  at  the  boundary. 
The  first  summation  extends  through  the  nonconductors.  When  the 
steady  state  is  readied,  0^  =  0,  and  Z^  and  gj  arrive  at  their  before-used 
steady  values.    Similarly  for  U^y  ^4,  and  6^3  during  their  transient  state. 

Section  XVI.    Magnetic  and  Electric  Comparisons. 

(a).  Let  two  large  masses  of  iron  be  united  by  a  thin  iron  wire.  For 
simplicity  of  exposition  let  the  two  masses  and  the  wire  be  homogeneous 
throughout,  and  only  "  elastically  "  magnetisable.  Call  the  masses  P 
and  Q,  and  the  wire  w.     Let  air  surround  them  to  a  great  distance,  to 
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get  rid  of  foreign  influences.  The  masses  may  be  conveniently  imagined 
brought  near  one  another,  and  the  wire  not  to  join  them  straight,  but 
to  be  led  round  through  the  air,  although  these  assumptions  are 
immaterial. 

Now  let  a  portion  of  the  wire,  which  we  shall  call  x,  be  intrinsically 
magnetised  to  intensity  I  parallel  to  its  length.  Here,  again,  we  may 
conveniently  imagine  a;  to  be  very  short,  to  be  a  mere  disc,  in  fact,  per- 
pendicular to  the  axis  of  the  wire.  The  magnetisation  I  is  the  same  as 
an  impressed  magnetic  force  h  similarly  distributed,  if  I  =  /Ah/4ir,  and  fi 
is  the  permeability  of  the  iron.  Instead  of  this  impressed  force  in  a:,  we 
may  equivalently  have  an  electric  current  round  x,  say  in  a  coil  of  very 
small  depth.  Or,  instead  of  this  real  current,  we  may  refer  to  a  false 
electric  current  round  x. 

The  magnetic  induction  passing  through  x  due  to  h  (or  its  equivalents) 
is  both  altered  in  amount  and  in  distribution  from  what  it  would  be 
were  x  alone  in  the  air.  Its  amount  is  increased  by  the  permeance  of 
the  magnetic  circuit  being  increased.  And  its  distribution  is  altered, 
on  account  of  the  permeability  being  changed  unequally  in  different 
places.  It  is,  to  a  certain  extent,  led  along  the  wire  to  the  mass  P  (of 
course  with  a  larse  amount  of  leakage  on  the  way),  through  the  air  to 
Q,  and  through  the  wire  back  to  «,  completing  the  circuit  But  if  we 
increase  the  permeability  of  the  iron  we  increase  the  induction,  and  at 
the  same  time  cause  relatively  more  of  it  to  pass  through  P  and  Q,  with 
relatively  less  loss  from  the  wire  (out  on  one  side  of  a;  and  in  on  the  other). 
Indefinitely  increase  the  permeability.  The  total  induction  in  the  circuit 
reaches  its  greatest  value.  The  leakage  becomes  relatively  insignificant, 
and  by  making  the  wire  thinner  may  be  reduced  indefinitely.  Then 
nearly  all  the  induction  is  led  through  the  wire  to  P,  through  the  air 
to  Q,  and  back  to  x  through  the  wire.  The  total  induction  depends  on 
the  form  and  relative  position  of  P  and  Q  (with  which,  to  be  exact,  we 
must  count  the  two  portions  of  w  on  opposite  sides  of  x).  In  this  final 
state  the  magnetic  force  in  the  air  is  everywhere  perpendicular  to  the 
surface  of  P,  Q,  and  w,  except  at  x,  where  it  is  partly  tangential 

(h).  Replace  the  iron  by  a  solid  dielectric  nonconductor  of  high 
electric  capacity  or  low  electric  elasticity.  Replace  the  impressed  mag- 
netic force  h  by  impressed  electric  force  e ;  or  by  intrinsic  electrisation 
of  intensity  J  =  ce/47r,  if  c  is  the  electric  capacity;  or,  finally,  by  a 
magnetic  current  round  «,  similar  to  the  before-used  electric  current, 
except  that  it  must  circulate  the  reverse  way.  The  flux  is  now  elastic 
electric  displacement.  Its  distribution  is  similar  to  that  of  magnetic 
induction  in  (a).  On  indefinitely  increasing  c,  or  doing  away  with  the 
electric  elasticity  in  the  solid  dielectric,  the  greatest  displacement  is 
obtained.  It  then  passes  through  the  air  mainly  from  P  to  Q.  The 
electric  force  in  the  air  is  normal  to  the  surface  of  the  solid  dielectric, 
except  at  x  again. 

(c).  If  in  the  case  (5),  before  making  the  capacity  infinite,  and  when, 
consequently,  the  final  state  (b)  is  not  assumed,  we  communicate  to  the 
solid  dielectric  throughout  its  whole  substance  any  finite  degree  of 
electric  conductivity,  we  shall  cause  the  displacement  in  the  air  to  im- 
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mediately  (practically)  assume  the  final  state  (b).  The  conductivity 
may  vary  anyhow,  and  likewise  the  electric  capacity,  which  last  may  in 
fact  be  zero  now.  This  is  the  common  case  of  charging  a  condenser, 
except  that  it  is  usual  to  consider  the  conductor  as  having  no  electric 
capacity. 

(d).  If,  in  the  case  (a),  of  magnetic  induction,  we  could  communicate 
to  the  iron  any  finite  degree  of  what,  by  analogy,  we  may  call  magnetic 
conductivity,  rendering  it  impossible  for  the  iron  to  support  magnetic 
force  without  a  magnetic  conduction  current,  with  dissipation  of  energy, 
it  would  be  unnecessary  to  make  the  permeability  infinite  to  obtain  the 
final  distribution  in  the  air  there  mentioned.  The  permeability  might 
be  finite  or  zero,  and  the  magnetic  conductivity  have  any  distribution 
in  the  iron.  The  final  state  would  be  as  in  (c),  with  magnetic  induction 
instead  of  electric  displacement.  The  examples  (a),  (6),  and  (c)  are  real, 
except  as  regards  the  assumption  of  infinite  values  of  fi  and  c  in  (a)  and 
(b)  respectively,  which  may  be  conveniently  imagined  to  become  very 
great,  though  not  really  infinite,  thus  letting  us  approximate  to  the 
required  results  without  using  impossible  conceptions.  The  example 
(d)  is  unreal.     It  is  introduced  to  show  the  analogy. 

In  examples  (b)  and  (c)  the  displacements  out  from  P  to  the  air,  and 
in  from  the  air  to  Q  are  identical  (The  final  state  (b)  is  referred  to.) 
But  there  is  no  electrification  in  case  (6),  whilst  there  is  in  case  (c).  If 
in  case  (b)  we  remove  the  wire  from  P  and  Q  to  a  distance,  we  shall  at 
the  same  time  do  away  with  the  former  apparent  charges  of  P  and  Q. 
There  will  be  left  merely  the  small  displacement  from  the  wire  on  one 
side  to  that  on  the  other  side  of  x  where  the  impressed  e  is,  some  small 
part  of  which  will  of  course  go  through  P  and  Q  vid  the  air.  But  if,  in 
case  (c),  we  remove  the  wire,  P  apd  Q  will  be  left  charged  as  before  ; 
besides  that  we  have  an  insignificant  wire-charge.  Herein  lies  the 
difiference  between  the  elastic  and  conductive  displacement. 

Similarly,  if  in  the  example  (a)  we  remove  the  wire  from  P  and  Q,  we  at 
.  the  same  time  do  away  with  their  apparent  magnetic  charges.  Whilst, 
if  we  could  realise  the  case  {d)^  on  removal  of  the  wire  the  bodies  P  and 
Q  would  be  left  really  charged  magnetically.  They  would  apparently 
be  unipolar  magnets,  though  without  any  interior  polarisation,  it  being 
a  matter  of  the  terminal  induction  of  the  medium  between  them.  In 
the  final  states  of  (a)  and  (b)  there  is  finite  interior  induction  or  displace- 
ment, being  the  exact  complements  of  those  outside  in  the  air,  although 
there  is  no  interior  magnetic  or  electric  force,  and  consequently  no 
interior  magnetic  or  electric  energy.  But  in  examples  (d)  and  (c),  having 
the  same  external  induction  or  displacement  as  in  (a)  and  {b),  we  have 
no  interior  induction  or  displacement,  as  well  as  no  magnetic  or  electric 
force  and  no  interior  energy. 

(cc).  Going  back  to  (c)  with  an  impressed  electric  force  in  the  wire, 
let  us  join  P  to  Q  by  a  second  conducting  wire,  attaching  it  to  them 
anywhere,  but  for  distinctness,  away  from  the  first  wire.  We  shall  now 
have  a  steady  conduction  current  in  the  closed  circuit  made,  as  well  as 
elastic  displacement  in  the  air,  having  a  dififerent  distribution  to  the 
previous ;  the  amount  of  change  depending  materially  upon  the  resist- 
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ance  of  the  second  wire  compared  with  that  of  the  rest  of  the  circuit, 
being  small  when  it  is  great,  and  conversely.  The  electric  force  is  no 
longer  normal  to  the  conductors  at  any  part  of  their  boundary.  There 
may  now  be  any  amount  of  intemaJ  electric  energy,  existing  inde- 
pendently of  the  external,  depending  upon  the  internal  capacity  of  the 
conductor,  in  which  there  is  electric  force,  and  consequently  elastic  dis- 
placement if  there  be  capacity  for  it. 

(bb).  If,  in  the  final  state  (b),  we  unite  P  to  Q  by  a  second  dielectric 
wire  also  of  infinite  capacity,  we  make  a  closed  dielectric  circuit  which 
has  no  elastance  (or  elastic  resistance  to  displacement),  and  in  which 
infinite  displacement  corresponds  to  finite  impressed  force,  and  likewise 
infinite  electric  energy.  Clearly  this  is  an  impossible  example,  and  we 
should  never  reach  the  final  state.  Let  us  therefore  modify  the  condi- 
tions somewhat.  Do  away  with  the  impressed  force  e  at  z,  and  sub- 
stitute a  bodily  distribution  of  impressed  force  similar  to  that  of  the 
polar  electric  force  (reversed)  in  the  conductor  in  example  (cc).  Or, 
substitute  equivalent  intrinsic  electrisation.  Or,  finally,  a  distribution 
of  magnetic  current  on  the  boundary,  given  by  g  =  VPN/47r,  if  F  is  the 
external  electric  force  in  example  (cc),  and  N  a  unit  vector  normal  from 
the  solid  to  the  air.  This  magnetic  current  goes  round  the  wire  at  2  in 
the  same  direction  as  in  (b),  and  oppositely  round  all  the  rest  of  the 
circuit.  It  is  strong  at  x  and  weak  elsewhere,  of  such  strength  that 
total  at  X  equals  that  elsewhere. 

With  this  changed  distribution  of  impressed  force  or  equivalents,  the 
external  electric  field  will  be  identically  that  in  (cc).  The  impossible 
infinite  internal  displacement  is  abolished,  the  total  impressed  force 
round  the  circuit  (of  the  solid  dielectric)  is  zero ;  there  is  a  finite  internal 
displacement  which  exactly  closes  the  external ;  and  there  is  no  internal 
energy,  because  there  is  no  electric  force.  (That  is  to  say,  as  c  is 
increased  the  internal  energy  becomes  less  and  less  without  limit,  the 
electric  force  going  down  to  zero,  the  displacement  assuming  a  finite 
value.) 

(aa).  If  in  the  final  state  (a)  we  unite  P  to  Q  by  a  second  iron  wire, 
also  of  infinite  permeability,  we  make  a  circuit  of  infinite  permeance  in 
which  is  a  finite  impressed  force,  so  that  we  have  infinite  internal  induc- 
tion and  magnetic  energy  to  correspond.  Modify  as  in  (bb).  Do  away 
with  the  impressed  magnetic  force  h  at  tK,  and  substitute  a  bodily  dis- 
tribution of  impressed  magnetic  force  (or  intrinsic  magnetisation) 
similar  to  that  of  impressed  electric  force  in  (bb)  or  of  the  polar  auxiliary 
force  (reversed)  in  (cc).  Or,  substitute  a  distribution  of  electric  current 
on  the  boundary  given  by  y  =  VNH/4ir,  if  H  is  the  external  magnetic 
force,  when  similarly  distributed  to  the  external  electric  force  in  (ct) 
and  (bb).  This  boundary  false  electric  current  is  similarly  arranged  to 
that  ot  magnetic  current  in  (bb),  except  in  reversal  of  direction  of 
circulation  everywhere. 

Under  the  changed  circumstances,  there  will  be  no  internal  magnetic 
force,  and  no  magnetic  energy,  but  finite  magnetic  induction,  which  will 
exactly  close  the  external  induction,  which,  again,  has  the  same  distri- 
bution as  the  displacement  in  the  air  in  cases  (cc)  and  (bb). 
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(dd).  We  should  cause  the  same  external  iDduction  as  just  arrived  at, 
without  modifying  the  distribution  of  impressed  force,  if  we  could  impart 
magnetic  conductivity  to  the  iron-circuit.  That  is  to  say,  in  example 
(d)  unite  P  to  Q  by  a  second  magnetically  conductive  iron  wire.  If  the 
distribution  of  magnetic  conductivity  be  the  same  as  that  of  electric 
conductivity  in  (cc),  we  shall  have  the  external  magnetic  induction  dis- 
tributed like  the  electric  induction  in  (cc)  and  (bb),  and  like  the  magnetic 
induction  in  (aa).  There  would  be  a  steady  magnetic  conduction 
current  in  the  iron-circuit,  similar  to  that  of  electric  current  in  {cc\  and 
the  internal  magnetic  energy  (like  the  internal  electric  energy  in  (cc) ) 
would  be  arbitrary,  dependmg  upon  the  permeability  of  the  iron.  (In 
this  replacement  of  electric  conduction  current  by  magnetic  conduction 
current,  the  electric  conductivity  of  the  iron-circuit  is  ignored.  Similarly 
m  (ddd),  later). 

Any  magnetic  field  is  accompanied  either  by  true  electric  current  F 
or  by  impressed  magnetic  force  h.  For  the  latter  we  may  substitute  a 
distribution  of  false  electric  current  7,  such  that  if  it  were  real  the  in- 
duction would  be  the  same.  Similarly,  in  a  nonconducting  dielectric  in 
which  there  is  no  electrification,  the  elastic  displacement  is  accompanied 

either  by  a  true  magnetic  current  0  =  B/47r,  if  B  is  the  induction,  or 
by  impressed  electric  force  e  (or  equivalent  electrisation).  For  the 
latter  we  may  substitute  a  false  magnetic  current  g.  Also,  U  being 
the  whole  electric  and  T  the  whole  magnetic  energy,  we  have 

4iry  =  curl  h,      47rg  =  -  curl  e,       r=  2  JA(r  +  y),       ^7'=  2  iZ{Q  +  g). 

Here  A  and  Z  are  the  electric  and  the  magnetic  impulses  that  would 
arise  on  the  sudden  removal  of  h  and  of  e  respectively  (also  partly  due 
to  r  or  to  0),  when  the  induction  or  the  displacement  would  wholly 
subside  and  spread. 

Now,  if  we  confine  ourselves  to  a  limited  region,  we  shall  still  have 
the  electric  energy  within  it  expressed  in  the  same  manner,  provided 
we  include  in  the  false  magnetic  current  g  a  boundary  magnetic  current 
given  by  g  =  VFN/47r,  if  F  be  the  electric  force  (not  counting  impressed 
e)  and  N  a  unit  normal  from  the  boundary  to  the  region  ;  and  further, 
provided  that  it  be  possible  to  close  the  displacement  outside  the  region, 
thus  not  interfering  with  that  within  it.  This  is  not  always  possible. 
And  the  magnetic  energy  is  expressible  in  the  same  manner,  if  we  include 
in  y  a  boundary  false  electric  current  given  by  7  =  VNH/47r,  if  H  is  the 
magnetic  force,  not  counting  impressed  h  ;  with  no  reservation  as  to  the 
possibility  of  closing  the  induction  outside  the  region,  because  it  is  always 
possible. 

But  in  neither  case  is  it  generally  true  that  these  distributions  of 
current  (including  those  on  the  boundary),  would,  if  they  existed  alone, 
set  up  the  identical  displacement  in  the  one  case  and  induction  in  the 
other,  independent  of  what  may  be  beyond  the  region.  (To  illustrate 
this,  we  need  merely  take  a  piece  of  a  round  tube  of  induction,  with 
plane  ends  cutting  the  tube  perpendicularly.  If  the  induction  is 
uniform  and  steady,  the  only  electric  current  is  the  false  current  round 
the  round  part  of  the  tube,  and  this  solenoid  will  clearly  not  produce 
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uniform  induction,  but  induction  that  spreads  out  in  passing  from  the 
middle  to  either  end  of  the  tube.)  But  we  may  very  easily  produce 
independence  of  the  external  state,  by  short-circuiting  the  unclosed  dis- 
placement or  induction,  as  the  case  may  be,  by  making  either  the  electric 
capacity  or  the  permeability  infinitely  great  beyond  the  region.  Or, 
merely  by  making  cot  ft  infinite  in  a  mere  boundary-skin,  or  over  enough 
of  it  to  completely  close  the  displacement  or  the  induction.  When  this 
is  done,  the  currents,  magnetic  or  electric  as  the  case  may  be,  pro- 
duce the  exact  given  displacement  or  induction  within  the  r^on, 
without  external  aid. 

In  examples  (b)  and  (c)  we  have  identical  displacement  outside  the 
solid  dielectric  or  the  conductor.  Since  the  states  are  steady,  G  =  0. 
And,  as  there  is  no  impressed  force  in  the  air,  which  is  our  region  of 
electric  energy,  g  is  reduced  to  the  surface-current  g  =  VPN/4ir.  This 
is  zero  except  round  x  (because  F  is  normal  elsewhere),  and  there  it  is 
g  =  VNe/47r,  which  is  the  value  of  g  in  the  expression  U=^  JZg  for  the 
electric  energy  in  the  air. 

In  examples  (a)  and  (d)  the  total  magnetic  energy  in  the  air  in  the 
identical  distributions  of  induction  is  T=2^Ay,  since  there  is  no 
true  electric  current  And  the  false  electric  current  (or  it  might 
be  a  true  current  in  a  thin  coil)  is  confined  to  round  x^  being  given 
by  y  =  VhN/47r. 

But  in  example  (cc),  with  electric  current  in  the  wire,  and  in  (bh)  as 
modified,  the  magnetic  current  is  no  longer  confined  to  be  round  Xy  but 
extends  over  the  whole  conductor  in  (cc),  and  solid  dielectric  in  (bb) ; 
being  g  =  VPN/47r,  wherein  P  is  no  longer  normal  to  most  of  the 
surface.  This  g,  used  in  f/'=2JZg,  gives  us  the  electric  energy  in 
the  air  in  both  cases.  But  there  is  a  perfectly  arbitrary  amount  in 
the  conductor  in  example  (cc),  and  none  in  example  {bb).  In  order, 
therefore,  that  in  (bb)  the  magnetic  current  should  exactly  correspond 
to  the  external  displacement,  we  must,  as  before  explained,  short- 
circuit  the  latter  beyond  the  air;  i.e.,  make  c  =  oo  outside  the  air- 
region.  We  then  get  the  case  (bb)  as  modified,  and  see  the  reason 
of  the  modification. 

Similarly,  in  examples  (aa)  and  (dd)  the  energy  of  the  identical 
external  magnetic  inductions  is  r=2  JAy,  wherein  y  is  the  boundary 
electric  current  given  by  y  =  VNH/47r.  But  in  (dd)  there  is  also  an 
arbitrary  amount  of  internal  magnetic  energy,  so  that  the  boundary- 
current  y  would  not  generally,  existing  alone,  produce  the  actual 
external  magnetic  induction.  It  can  be  made  to  do  so  by  abolishing 
the  impressed  force  h  at  a:  in  (dd),  and  making  fi  =  co  throughout  the 
iron.     Then  we  obtain  (aa)  as  modified. 

(ccc).  In  example  (cc\  with  dissipation  of  energy  by  conduction,  there 
is  also  magnetic  energy,  not  before  mentioned,  as  it  would  have  intro- 
duced some  confusion.  For  all  space  its  amount  is  r=  IS  |  AC,  if  A  is  the 
electric  impulse  and  C  the  conduction  current  in  the  wire.  That  part  of 
it  in  the  air  is  2^Ay  where  y  =  VNH/47r.  This  is  a  boundary -current, 
not  round  the  wire,  but  along  it,  of  the  same  total  amount  as  the  real 
current  in  it,  as  if  it  were  all  pressed  to  the  surface.     It  would  not  alone 
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set  up  the  external  field,  but  woald  do  so  if  we  short-circuit  as  much  of 
the  induction  of  the  field  as  is  unclosed  (at  the  boundary). 

(ddd).  Similarly,  in  the  unreal  example  (dd)  with  dissipation  by  the 
misignetic  conduction  current  in  the  iron-circuit,  there  is,  besides  the 
magnetic  energ}^  also  electric  energy.  In  all  space,  the  amount  is 
U=^  2  ^ZO,  if  G  be  the  magnetic  current  in  the  wire.  That  in  the  air 
alone  amounts  to  ^  ^Zg,  where  g  is  a  surface  magnetic  current  given 
by  g  =  VFN/4ir.  It  is  along  the  wire,  like  Q  inside,  and  of  the  same 
total  amount,  as  if  0  were  pressed  to  the  boundary.  It  would  exactly 
correspond  to  the  externaJ  displacement,  if  the  latter  were  short- 
circuited  at  the  boundary. 

The  unreal  (d),  {dd\  and  (ddd)  are  merely  brought  in  because  they, 
to  a  certain  extent,  assist  the  other  comparisons. 

Seciion  XVIL    The  Magnetic  Field  due  to  Impressed  E.M.F. 

Sections  xiii.,  xiv.,  and  xv.  were  principally  devoted  to  the  con- 
sideration of  the  electric  field  set  up  by  impressed  electric  force,  also  as 
modified  by  previously  existing  electrification.  There  is  also  simultane- 
ously a  magnetic  field,  if  there  be  electric  current  This  will  depend  on 
how  the  impressed  forces  are  distributed,  which  question  we  need  not 
return  to  further  than  to  say  that  should  they  be  wholly  in  nonconduct- 
ing regions  there  can  be  no  steady  current,  but  merely  a  transient  one 
producing  elastic  displacement ;  and  that  if  there  be  impressed  force  in 
a  conducting  region,  which  is  the  first  condition  for  there  to  be  a  steady 
current,  it  must  not  be  polar  in  its  distribution  therein,  and  with  its 
lines  perpendicular  to  the  boundary,  or  there  can  be  no  current  again. 
(The  term  polar  force  is  borrowed  from  magnetism  to  signify  any  force 
whose  distribution  is  such  that  its  integral  round  any  closed  curve  is 
zero.  This  is  the  most  useful  property  by  which  to  identify  a  polar 
force.  The  lines  of  force  start  from  certain  places  and  terminate  at 
others;  these  places  are  the  poles,  in  an  extended  sense;  any  pole, 
positive  or  negative,  may  be  conceived  to  send  out  a  definite  amount  of 
**  force,"  uniformly  in  all  directions,  i,e,,  according  to  the  inverse  square 
law.  The  mathematical  expression  is  curlP  =  0,  if  P  be  polar;  the 
boundary  representation  of  curl  F  being  the  tangential  component  of  F 
turned  through  a  right  angle  on  the  surface.  That  the  lines  of  F  must 
be  perpendicular  to  a  series  of  surfaces  does  not  suflficiently  identify  a 
given  force  with  a  polar  force,  as  this  is  not  inconsistent  with  the 
integral  force  in  a  circuit  being  a  finite  quantity,  and  so  giving  rise  to 
the  corresponding  flux.)  Thus  to  have  current  in  a  conductor  the 
impressed  force  must  have  a  finite  value  in  at  least  one  closed  path 
entirelv  within  the  conductor.  The  current  thus  depends  upon  the 
"curl  of  the  impressed  force.  This  is  of  great  importance  in  the 
theory  of  the  Volta-force  or  other  boundary  forces.  The  curl  of  any 
force  is  always  arranged  in  closed  lines,  e.g.,  the  closed  line  at  the 
common  meeting-place  of  zinc  and  copper  (in  contact)  and  a  medium 
surrounding  them.  [As  stated,  the  current  produced  by  impressed 
force  depends  upon  its  curl,  but  this  does  not  necessitate  that  the 
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impressed  force  should  be  in  die  conductor.  If  the  curl  is  the  same, 
the  force  may  equally  well  be  outside  it,  and  yet  produce  the  same 
fluxes.     Of  this,  more  later.] 

Supposing  now  the  arrangement  is  such  that  there  is  current,  the 
determination  of  the  state  of  the  magnetic  field  from  it  is,  in  companson 
with  the  determination  of  the  state  of  the  electric  field  anywhere,  a 
comparatively  simple  matter,  the  former  being  a  reduced  and  greatly 
simplified  form  of  the  latter,  with  changed  meanings  of  the  quantities 
concerned.  The  flux  is  the  magnetic  induction.  That  has  no  diverg- 
ence, to  begin  with— one  simpHfication  as  compared  with  electric  dis- 
placement. Next,  there  is  no  magnetic  current,  as  it  ceases  when  the 
state  becomes  steady.  And,  finally,  the  ratio  of  the  flux  to  the  force 
(magnetic),  or  the  permeability,  is  everywhere  finite,  so  that  there  is  no 
division  of  space  into  permeable  and  impermeable  regions.  In  brief, 
the  full  statement  of  the  conditions  is  contained  in 

B  =  /iH,         divB  =  0,        curl (H - h)  =  4irC ;    (98) 

the  first  being  the  linear  connection  between  the  flux  and  the  force,  the 
second  expressing  the  continuity  of  the  flux,  and  the  third  the  relation 
between  the  magnetic  force  H  and  the  current  C,  in  which  h  is  the 
impressed  force  of  intrinsic  magnetisation  I  =  /ih/4ir.  As,  by  the 
linearity  of  the  equations,  the  field  due  to  C  and  to  h  is  simply  the  sum 
of  their  separate  fields,  we  may  put  h  =  0  at  once,  and  therefore  deal 
entirely  with  induced  magnetisation  (quasi-elBStic). 

If  we  integrate  the  third  equation  (98)  on  this  understanding,  we  see 
that  H  may  be  any  vector  whose  curl  is  iirC,  and  is  therefore  indeter- 
minate as  regards  a  polar  force,  P.  We  have  then  H  =  hj  +  P,  wherein, 
on  account  of  the  presence  of  F,  we  may  choose  hj  to  have  no  divergence. 
It  is  then  definitely  given  by 

hi  =  curl  of  vector  potential  of  C  =  curl  2  C/r, 

if  r  be  the  distance  from  an  element  of  C  to  the  place  where  h^  is 
reckoned. 

As  thus  defined,  h,  is  what  is  usually  called  the  magnetic  force  of 
the  current.  It  is  the  magnetic  force  of  the  current  if  there  be  no 
variation  of  permeability  anywhere ;  otherwise  it  is  what  the  magnetic 
force  would  be  if  there  were  no  such  variation.  The  absolute  value  of 
the  permeability,  provided  it  be  the  same  everywhere,  is  a  matter  of 
indifference,  so  far  as  hj  is  concerned.  The  polar  force  P  therefore 
represents  the  change  made  in  the  magnetic  force  by  variations  of 
permeability,  due,  of  course,  principally  to  the  presence  of  iron. 

For  limited  purposes,  hj  may  be  regarded  as  the  impressed  magnetic 
force  due  to  a  distribution  of  intrinsic  magnetisation  li^fihjirr.  That 
is,  if  we  abolish  the  electric  current  and  substitute  I^,  the  magnetic 
force  and  the  induction  would  be  unchanged.  But  whilst  h  of  real 
intrinsic  magnetisation  may  be  arbitrary,  and  is  usually  in  very  limited 
portions  of  matter,  the  lines  of  h^,  as  we  have  chosen  it,  are  closed,  and 
extend  over  all  space  in  general,  though  by  particular  arrangements  of 
current  they  may  be  shut  out  from  certain  spaces. 
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Let  T  be  the  total  magnetic  energy  due  to  C.  The  two  most  note- 
worthy forms  for  T  are 

r=2iHB/4ir  =  :iJAC,    (99)i 

the  first  summation  being  of  the  scalar  product  of  the  magnetic  force 
and  induction  (  4-  Stt),  and  probably  representing  the  real  distribution 
of  the  magnetic  energy ;  the  second  of  half  the  scalar  product  of  the 
current  and  the  electric  impulse  A,  which  is  excessively  unlikely  to  be 
anything  near  the  real  distribution.  In  (99)^  A  may  be  any  vector 
whose  curl  is  B ;  but  to  give  it  the  most  physical  significance,  it  is  best 
to  take  it  to  be  the  electric  impulse  arising  from  inertia,  or  the  time- 
integral  of  the  electric  force  of  induction  on  sudden  removal  of  the 
impressed  force  e  keeping  up  C.  It  is  a  scientific  concept  which  does 
not  express  any  physical  state  or  condition.  The  electric  impulse  A  at 
a  given  place  does  not  depend  upon  the  magnetic  state  there,  but  upon 
its  condition  everywhere;  as,  on  removal  of  e,  disturbances  are  pro- 
pagated to  the  place,  these  determine  the  electric  force  of  induction 
whose  time-integral  is  A. 

Other  forms  are  useful  in  showing  the  influence  of  variable  perme- 
ability.    Thus 

r  =  2  ihiB/4ir       (because  2  PB  =  0),         ^ 

=  2Jh,Ii-2iP/xF/47r  =  2Jh,Ij-2ifl^./ ^^^^2 

Here  \  and  I^  are  definitely  known,  by  the  preceding.  The  new 
quantities  12  and  p  are  the  magnetic  potential  and  the  volume-density 
of  magnetic  matter ;  the  polar  force  being  the  slope  of  12,  or  P  =  -  V12, 
whilst  p  is  given  by 

p  =  conv  Ii  =  -  (4ir) "  ^hjV/ut,       (when  p.  is  scalar). 

Thus  p  exists  only  at  places  where  the  permeability  varies,  therefore 
mainly  at  the  bounding  surfaces  of  different  kinds  of  Qiatter,  or,  dis- 
regarding perfectly  abrupt  changes,  in  thin  layers  at  the  bounding 
surfaces. 

If  V/i  be  perpendicular  to  \,  we  have  /» =  0.  Hence,  starting  with 
p.  constant,  when  h^  is  the  real  magnetic  force,  if  we  select  a  complete 
tube  of  force,  or  any  region  bounded  wholly  by  lines  of  force,  and  alter 
its  permeability  to  any  other  value  (constant  throughout  the  region), 
the  magnetic  force  will  be  unaltered,  whilst  the  induction  will  be 
altered  within  the  region  in  the  same  ratio  as  the  permeability.  If 
now  we  choose  to  ignore  the  changed  permeability,  we  may  ascribe  the 
altered  induction  to  an  additional  electric  current,  on  the  surface  of  the 
region,  perpendicular  to  the  magnetic  force  and  of  the  proper  strength 
to  produce  the  increased  induction.  In  (99),,  A  will  be  altered  by  a 
quantity  depending  upon  this  false  current,  ny  adding  more  and  more 
tubes  of  force  to  the  region,  we  finally  include  all  space,  or  alter  the 
permeability  everywhere  in  the  same  proportion.  Then,  as  might  be 
expected,  the  false  current  to  account  for  the  increased  induction  on 
ignoring  the  altered  permeability,  occupies  the  same  situation  as  the 
real,  in  fact  increasing  its  strength  in  the  same  ratio  as  the  permeability 
was  increased. 
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There  is  another  form  for  T  which  is  very  curious,  related  to  the 
electric  energy  due  to  the  same  impressed  electric  force  6.  Let  U  be 
the  total  electric  energy,  then  IT'^II^ED,  if  E  be  the  electric  force  and 

D  the  elastic  displacement     Now  this  last  is  the  time-integral  of  D,  the 

transient  displacement  current  during  the  charge.  Let  D^  be  the 
simultaneous  transient  conductive  current,  so  that  their  sum  is  the 
transient  current  of  induction  during  the  charge,  a  circuital  system  of 
current  which  finally  ceases,  and  which,  when  added  to  the  final 
current  C,  makes  up  the  actual  current  F  at  any  moment  during  the 
charge.     Thus, 

r  =  C  +  D  +  Di. 

The  time-integral  of  D^  is  D^,  the  complement  of  D ;  the  two  together 
being  circuital.    Then,  to  match  {7=2)^ED,  we  shall  have 

r=-2iBDi (99), 

This  we  may  verify  by  a  former  equation.  Assuming  it  to  be  true, 
we  have 

^-r  =2p(D  +  D,)  =  2i6(D-|.Di),    I 

or,  2(^-r)=2Ef(r-C)(;/=26[(r-c)*,j ^^^)* 

by  definition  of  D  and  D^,  which  expresses  that  the  work  done  by  e 
during  the  transient  state  is  2(27-  T)  more  than  if  the  current  started 
instantly  everywhere  in  its  final  distribution.  This  proof  of  (99)3 
therefore  rests  upon  equation  (64).  But  it  is  easily  proved  directly,  by 
using  the  electric  impulse  A.     Thus,  by  (99)^ 

r  =  2  i  AC  =  2  i  A^E,      if  k  =  conductivity, 

kAdt. 


=  2iE[iti 


Now,  let  E|  be  the  electric  force  in  the  transient  state,  ie. 

El  =  6  +  f  -  A,       where  f  is  polar. 
Then  kk  =  k{e  +  t)-(T -t\ 

therefore,  7  =  2  JE  Uk(e  +  f )  -  (C  +  t^)}dt, 

by  definition  of  D^;  and,  since  2A:eE  =  2eC  =  2EC,  and  2fC  =  0,  we 
are  reduced  to  (99)3,  as  required. 

The  equation  (99)4  may  be  transformed  to 

t^-r=2izg,  (99)5 

if  we  have 

-  curl  Z  =  4ir(D  +  Dj),        and       -  curl  a  =  4irg. 

Here  g  is  the  false  magnetic  current  corresponding  to  the  impressed 
force,  e,  going  round  the  lines  of  e,  roughly  speaking.  And  Z  may  be 
taken  to  be  the  magnetic  impulse  at  a  point,  the  analogue  of  A,  as  we 
may  thus  verify.  £y  the  just-given  equation  of  Z,  differentiating  to 
the  time,  we  get 

-  curl  Z  -  4ir(D  +  i)i)  =  47r(r  -  C)  =  curl  (Hi  -  H), 
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if  H|  be  the  magnetic  force  at  any  moment  during  the  variable  period, 
H  being  its  final  value.     Therefore 

-Z  =  Hi-H  +  Pi, 

where  F^  is  polar,  showing  that  -Z  may  be  taken  as  the  magnetic 
force  of  induction.  Or  thus :  remove  a  suddenly,  the  time-integral  of 
the  magnetic  force  in  the  variable  period  following  at  any  point  wiB  be  Z. 
The  definition  of  Z  may  be  extended  so  that  its  time-variation  shall  be 
the  actual  magnetic  force ;  but  it  is  simplest,  and  harmonises  best  with 
the  electric  impulse,  to  make  it  refer  to  the  variable  period  only. 

Take  a  to  exist  only  across  a  single  thin  slice  of  a  wire,  the  most 
elementary  case.  Then  g  will  be  round  the  boundary.  D-hB^  is  then 
the  integral  current  through  g  during  the  charge  (not  counting  the 
final  current,  if  any) ;  or,  reversed,  it  is  the  integral  current  through  g 
when  a  is  removed.  If  this  current  be  oscillatory,  it  may  amount  to 
nothing  in  the  total.  If  so,  the  potential  and  lanetic  energies  were 
equal  The  value  of  Z  at  the  place  of  g  is  also  zero,  of  course,  by  (99)g, 
the  magnetic  force  there  reversing  with  the  current  (The  place  of  g 
is  where  energy  leaves  the  seat  of  e  when  it  is  working.) 

Another  pair  of  allied  expressions  for  the  parts  of  U  and  T  outside 
the  conductors  is  expressed  by 

r  =  i  f*  2  conv  VEiH/47r,         U=ddt'2  conv  YaEjiir.   . . . (99)^ 

Here  E^  and  H^  are  the  values  of  the  electric  and  magnetic  forces  at 
time  t  after  e  was  started,  and  E,  H,  their  final  values ;  the  time-integral 
to  include  the  variable  period,  and  the  2  being  summation  through 
the  whole  space  outside  the  conductors. 

By  means  of  the  convergence  theorem  we  may  at  once  transform 
these  expressions  to  surface-integrals  over  the  boundaries  of  the  con- 
ductors. Thus,  let  N  be  the  unit  normal  out  from  conductor  to  non- 
conductor, and 

VBiN  =  4irgi,       VNHi  =  4^i,      VBN  =  4irg,      VNH  =  4^; 

y  and  y^  being  therefore  boundary  (false)  electric,  and  g,  gj  boundary 
(false)  magnetic  currents.     Then 

T=  -2iH[g,(^^=  -^iyh.dt^^iAy, 

U=-^^'E{y^dt=  -.2^gfHi(^/  =  2|Zg, 

wherein  of  course  the  2's  are  mere  surface-integrals,  since  on  the  surface 
only  are  the  quantities  g  and  y.  In  the  last  forois,  which  we  had 
occasion  to  employ  in  the  last  section,  A  and  Z  are,  as  there  and  in  the 
former  part  of  the  present  section,  the  electric  and  magnetic  impulses. 
Notice,  however,  that  the  g  in  (99)7  is  not  the  same  as  the  g  in  (99)^, 
and  there  defined ;  the  present  g  extending  over  all  the  boundary  in 
general;  although,  should  7=0  (no  final  current),  we  see  by  (99)^  and 
(99 )y  that  they  are  then  identical,  situated  round  e,  which  must  reach 
the  boundary. 


(99), 
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Here  we  may  notice  a  peculiarity  of  interest  in  connection  with  the 
difference  of  treatment  of  vectors  according  as  they  are  circuital  or 
polar.  Suppose  we  have  two  conducting  bodies  in  air,  and  charge  them 
oppositely  by  an  impressed  force  in  a  connecting  wire.  The  electric 
energy  set  up  is  U  =  ^  j^Zg,  g  being  round  e  only.  But  now  suppose 
we  disconnect  the  wire  from  the  bodies  and  take  it,  with  e,  away  to  a 
distance.  We  have  altered  the  field  very  slightly,  so  that  Z  has  nearly 
the  same  value  anywhere  as  before,  and  U  also.  But  g  has  gone  alto- 
gether. How  then  does  ^\Zg  apply,  the  force  being  normal  to  the 
conductors  ? 

Notice  that,  as  stated  in  the  last  section,  this  formula  only  applies 
when  it  is  possible  to  close  the  displacement  outside  the  region  in 
which  U  exists,  so  as  not  to  pass  through  it  and  alter  the  field.  Thus 
the  formula  applies  to  all  the  space  between  the  two  oppositely  charged 
conductors  provided  we  leave  out  a  little  piece  joining  them,  along 
which  to  let  the  displacement  return.  This  little  piece  may  be  reduced 
to  a  mere  line,  thus  infinitesimally  altering  the  field.  The  formula 
then  reduces  to  a  line-integral,  which  will  be  found  to  become 

\  chai*ge  X  difference  of  potentials, 

the  common  electrostatic  formula. 

On  the  other  hand,  if  we  join  the  conductors  by  a  wire  through 
which  they  will  discharge  (unless  balanced  by  impressed  force  in  it), 
the  formula  acquires  reality  at  once ;  g  at  first  moment  being  at  place 
of  contact  (round  the  spark),  and  thereafter  over  the  conducting  surface 
gouerally.  During  the  discharge  there  will  be  a  real  magnetic  current 
0  in  space,  and  the  value  of  ll  at  any  moment  will  be  S  ^Z(0  +  g). 
[See  last  section,  p.  513  ] 

Skction  XVIII.    Normal  Electromagnetic  Systems.    Energy 

Conjugate  Properties. 

The  specification  of  the  complete  state  of  the  electromagnetic  field  at 
a  given  moment  requires  a  knowledge  of  seven  quantities.  We  must, 
in  the  first  place,  know  the  electric  capacity  and  conductivity,  and  the 
magnetic  permeability,  c,  k^  and  ft.  Next,  we  require  to  know  the 
electric  and  the  magnetic  force,  B  and  H.  From  these  five  data  we 
know,  by  the  linear  relations,  the  conduction  current  C  =  A:B,  the  elastic 
displacement  D  =  cB/4ir,  and  the  magnetic  induction  B  =  /iH.  We  also 
know  the  electric  energy  ^ED,  the  magnetic  energy  ^HB/4ir,  and  the 
dissipativity  EC ;  all  per  unit  volume.  But,  in  addition,  we  require  to 
have  given  the  impressed  electric  and  magnetic  forces,  e  and  L  Then, 
by  the  two  equations  of  induction, 

curl  (H  -  h)  =  iirV  =  47r(C  +  D), 
curl  (e  -  E)  =  47rG  =  B, 

we  know  the  tnie  electric  current  F,  and  therefore  the  displacement 

current  D ;  and  also  the  magnetic  current  G.     As  for  the  electrification, 
it  is  known  because  D  is  known,  of  which  it  is  the  divergence.     The 


} 
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seven  data  may  be  otherwise  stated ;  for  instance,  instead  of  E  and  H, 
we  may  have  J)  and  B,  or  C  and  B.  As  regards  the  number  of  distinct 
numbers  on  which  these  seven  quantities  depend,  if  we  take  any  three 
rectangular  axes  of  reference,  the  four  vectors  E,  H,  e,  and  h  require 
three  numbers  each,  making  twelve,  and  the  three  operators  c,  ky  and  fi 
require  six  numbers  each  (if  there  be  no  rotatory  k),  making  eighteen. 
Thus  altogether  thirty  numbers  are  concerned ;  or  thirty-three,  if  there 
be  rotatory  conductivity.  In  case  of  isotropy,  the  number  is  fifteen, 
owing  to  c,  k,  and  fi  being  then  simply  scalars. 

We  not  only  know  the  complete  state  of  the  system,  but  the  rate  at 

which  it  is  changing ;  for  E  and  &  are  known,  and  therefore,  if  the 
impressed  forces  be  given  at  every  moment,  we  can  find  the  changes  it 
goes  through  under  their  influence ;  or,  if  they  be  absent,  in  settling 
down  to  a  state  of  equilibrium. 
The  equation  of  activity  at  any  moment  is 

the  left  member  being  the  total  activity  of  the  impressed  forces  in  all 
space,  and  the  right  its  equivalent,  the  sum  of  the  dissipativity  Q 
(Joule-heat  per  second)  and  the  rates  of  increase  of  the  electric  and 
magnetic  energies. 

Now,  suppose  no  relative  motion  of  masses  is  permitted,  thus  making 
c,  k^  fi  functions  of  position  only,  and  excluding  the  impressed  forces 
brought  into  play  by  such  motions.  If  now  e  and  h  be  constant  with 
respect  to  the  time,  the  system  will  settle  down  to  a  steady  state,  in 
which  2eC  =  0  simply.  If,  further,  there  be  no  e  in  conductors,  or, 
more  generally,  only  such  distributions  as  may  cause  elastic  displace? 
ment,  but  no  steady  conduction  current,  the  final  field  is  simply  that 
due  to  h  and  to  the  e  left,  and  to  electrification  and  its  surface  equiva- 
lent, the  charges  of  conductors. 

But,  by  the  linearity  of  equations,  the  inductive  phenomena  during 
the  subsidence  to  the  final  state  under  the  influence  of  steady  e  and  fi 
may  be  got  by  superimposition.  We  may  therefore,  in  investigating 
subsidence,  take  e  =^  0,  h  =  0,  and  no  electrification  or  charges  on  con- 
ductors; so  that  the  subsidence  is  to  a  final  state  of  no  E  or  H 
anywhere. 

We  then  have,  at  every  moment  after  removal  of  impressed  forces, 

0+  U+t=0;    (100) 

the  rate  of  decrease  of  the  sum  of  the  electric  and  magnetic  energies 
being  equal  to  the  dissipativity.  Q,  U,  and  T  are  all  necessarily 
positive,  being  sums  of  squares,  or  else  of  positive  scalar  products. 
(For  instance  EC  =  WcE ;  if  C  is  parallel  to  B,  it  is  a  square,  kW ;  if  not 
parallel,  their  mutual  angle  must  be  always  acute.)  This  necessaiy 
positivity  is  of  the  greatest  importance,  as  it  excludes  the  possibility  of 
indefinite  increase  of  normal  systems  of  force  left  to  themselves,  making 
them  always  subside,  either  without  or  with  oscillations. 
Let,  next^  there  be  two  systems  of  electric  and  magnetic  force  dis- 
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tinguifihed  by  the  suffixes  ^  and  ^t  ^o  that  their  equations  of  induction 
are 

curl  Hj  =  itrT^,  -  curl  Bi  =  irrGt^, 

curl  Hg  =  iirr^,         -  curl  E^  =  iirGg. 

Using  the  third  and  second  of  these,  we  find  by  space-integration, 

2  BiFj  =  2  Bj  curl  EJi^  =  2  Hg  curl  ^/iw  =  -  2  Efiy 

Similarly,  by  the  first  and  fourth,  we  shall  get  2  B^F^  =  -  2  H^G, ;  so 
that  we  have 

2(Bira  +  H8Gi)  =  0,        and        'L(E^r^  +  E^Q^)  =  0; 

or,  2BiC2  +  2Bif)j  +  2H2Bi/4ir  =  0,|  ^^^^^ 

2B,Ci  +  2BjDi  +  2HiB2/47r  =  oJ 

If  we  add  these,  we  shall  obtain 

012+^12+^2  =  0,      (102) 

the  equation  of  mutual  activity,  U^^  and  T^^  are  the  mutual  electric 
and  magnetic  energies,  and  Q^^  the  mutual  dissipativity,  or  the  excess 
of  the  total  dissipativity  when  the  two  fields  co-exist  over  the  sum  of 
the  separate  dissipativities. 

Let,  next,  the  arrangement  of  B  and  H  be  such  that  in  subsiding  they 
change  in  magnitude  only,  not  in  distribution.  Let  Eq  &i^d  H^  be  the 
distributions  at  time  /  =  0,  and,  at  time  t, 

B  =  V'.        H  =  Ho€- (103) 

The  constant  n  is  the  reciprocal  of  a  time,  and  is  of  course  negative,  if 
the  subsidence  be  real.     The  larger  n,  the  more  rapid  the  subsidence. 
B  and  H  thus  defined  constitute  a  normal  system  of  electric  and 
magnetic  force. 
Now, 

0=2BfcB,  «7=2BcB/8ir,  r=2H/iH/87r,^ 

by  (103),  if  Oo.  ^o»  K  ^  ^^e  i°it^»al  values.  From  this,  t^2nTy  and 
U'=>2nUf  which  makes  the  equation  of  activity  (100)  become 

or  the  ratio  of  the  energy  left  at  any  moment  to  it-s  rate  of  leaving  is 
constant,  =  -  (2n)"^. 

If  then  the  two  systems  to  which  equations  (101)  refer  be  both 
normal,  with  rates  of  subsidence  n^  and  nj,  we  shall  have 

and  Qi  +  2n^U,+  T^)^0,j ^'"*' 

when  they  exist  separately ;  and,  in  addition,  when  they  co-exist,  the 
equations  (101),  in  which  djdt^n^  or  fig,  according  to  whether  it 
operates  on  the  first  or  second  system.     Now 

B^Ds^B^Dp        HiB^^HaBi,        and        B^Cs^BjCj, 
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if  there  be  no  rotatory  conductivity  coefficient ;  so  that  (101)  becomes 

JOij  +  nAj  +  niru-O,  1  . 

J0i,  +  n,f7„  +  n,r„-0j ^      ' 

where 

ei2-22BjCj,         J7ij  =  2EiD2,        7^  =  2  HiB2/47r. 

Between  the  equations  (105)  we  may  eliminate  in  succession  either 
the  Oi  or  Ui  or  T,  Thus  we  get,  if  we  leave  out  the  common  factor 
(nj  -  nj), 

which  are  the  universal  conjugate  properties  of  normal  systems. 

The  first  tells  us  that  the  mutual  potential  and  kinetic  energies  of 
two  normal  systems  are  equal.  This  being  true  at  every  moment 
during  the  subsidence,  it  follows,  by  (102),  that  the  mutual  dissipativity 
is  derived  from  them  equally.  This  is  the  interpretation  of  the  second 
and  third  of  (106),  the  second  saying  that  the  mutual  dissipativity 
equals  twice  the  rate  of  decrease  of  the  mutual  kinetic  energy,  and  the 
third  that  it  equals  twice  the  rate  of  decrease  of  the  mutual  potential 
energy. 

Any  one  of  (106)  enables  us  to  decompose  a  given  initial  state  of 
electric  and  magnetic  force  into  the  sum  of  normal  distributions,  when 
the  nature  of  the  latter  has  been  found,  and  hence  determine  the 
manner  of  subsidence.  Thus,  let  ISq,  Hq,  be  the  initial  state,  and 
Ep  Hj,  B2,  H2,  E3,  H3,  etc.,  the  various  normal  distributions,  with  con- 
stants 74,  Tij,  etc.     Let 

Eo=^iEi+^2E2  +  ^3E3  +  ...,j 

where  the  ^'s  are  coefficients  fixing  the  absolute  magnitudes  of  the 
normal  solutions.  If  the  A'^  can  be  found,  then,  at  time  t  later,  we 
shall  have 

E  =  ^iEi€"»'  +  A^e*  + . . ., 

E  being  what  Eq  then  becomes ;  and  a  similar  equation  for  H. 

The  A'^  are  found  thus : — Eq  and  H^  being  given,  and  the  r^  co- 
efficient A^  being  required,  calculate  the  mutual  potential  and  the 
mutual  kinetic  energy  of  the  given  state  with  respect  to  the  r^  normal 
distribution.    Let  them  be  U„  and  l'^.    Their  values  are 

1  Of  ^  All  If  "T"  A^J-tr    •'"3-'3r  '"'  •••    *   ^r-^  rr  "^  ••'  • 

Subtract  the  second  line  from  the  first,  and  there  results 
U^^T^^Ar{U„-T„);        or,        Ar^{U^-TM^rr'Trr\    (107)i 

since,  by  the  first  of  (106),  all  the  remaining  terms  cancel.  Thus,  the 
r^^  coefficient  equals  the  excess  of  the  mutual  potential  over  the  mutual 
kinetic  energy  of  the  given  state  and  the  r*^  normal  state,  divided  by 
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twice  the  ezce»  of  the  potential  over  the  kinedc  energy  of  the  normal 
state  itself. 

The  second  and  third  of  (106)  give  two  equivalent  relations,  by 
widely  different  processes^  viz., 

Ar^(Q^+inT^)!(Qrr^inT„\    (107), 

and  ^.  =  (e^  +  4nrj/(e^+4nl7^) (107), 

As  the  first  of  (106)  is  the  easiest  to  remember,  so  it  is  in  general 
the  most  readily  applied,  giving  (107)^.  But  some  special  cases  should 
be  noticed. 

If  there  be  no  potential  energy,  but  only  kinetic  energy  and  dissi- 
pativity ;  that  is,  in  all  problems  in  which  dielectric  displacement  is  not 
taken  into  account,  as,  for  instance,  any  combination  of  conductors 
between  which  there  is  electromagnetic  induction,  but  with  no  con- 
densers, we  have 

c  =  0,     7^2  =  0,     (?ij  =  0;      and      Ar^TJT^^QJQrr.     ...(108), 

If  there  be  no  kinetic  energy,  but  only  potential  energy  and  dissi- 
pativity;  that  is,  in  all  cases  in  which  electromagnetic  induction  is 
ignorable,  as  in  any  combination  of  conductors  and  condensers,  but  not 
coils,  we  have 

^  =  0,     17,,  =  0,     (?,,  =  0;      and      Ar^UJU„^QJQ^     (108), 

If  there  be  potential  and  kinetic  energy,  but  no  dissipation, 

^  =  0,     U^^^T,^;      and      Ar^{U^-T^)l{U„-T„)-    ...(108)3 

In  this  last  case  conductors  are  excluded.  We  have  a  strictly  con- 
servative system,  from  which  all  radical  friction  is  excluded.  It  goes 
on  oscillating  for  ever,  but  never  does  any  useful  work.  We  must 
therefore  abolish  it.  A  peculiarity  connected  with  (108)3  will  be 
noticed  in  the  next  section.  Also  that  the  general  properties  (106)  are 
true  whether  the  rates  of  subsidence  of  the  two  systems  be  unequal  or 
equal,  although  in  the  latter  case  special  procedure  is  required. 

The  nature  of  the  normal  distributions  themselves  depends  upon  the 
distribution  of  c,  /;,  and  /x  throughout  space.     We  have 

curl  H  =  (47rA: -H  cn)B,  -curlB-finH,    (109) 

in  a  normal  arrangement.  Hence,  either  E  or  H  being  found,  the  othei^ 
follows.     Thus,  eliminate  H  to  get  the  equation  of  E, 

curl /i-i  curl  B-t-n(4ir^-t-n)E  =  0 (110) 

Any  solution  of  this  is  a  normal  E,  and  the  corresponding  H  is  de- 
finitely fixed  by  the  second  of  ( 1 09).  Not  counting  the  simple  cases  of 
linear  circuits  and  similar  problems,  (110)  has  been  solved  in  three 
dimensions  in  a  very  few  cases. 

Presuming  we  have  obtained  the  normal  solutions,  the  question 
arises,  what  values  of  n  shall  we  take  ?  We  must  take  all  that  satisfy 
all  the  conditions  of  the  problem.  One  form  of  the  determinantaJ 
equation,  whose  roots  give  all  the  admissible  values  of  n,  is  the  equation 
of  activity  itself, 

0+f/+r=0;        or,         0+2n(Cr+r)  =  0, 
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applied  to  the  normal  solutions.  It  is  an  equation  in  n  only,  with 
various  constants,  but  independent  of  x,  y,  z^  and  L  That  is,  if  in  some 
special  case  of  (110),  we  know  the  normal  solution,  we  can  find  the 
equation  of  n  by  writing  out  the  equation  of  activity  extended  over 
the  whole  system.  But  the  equation  of  n  is  usually  to  be  obtained  from 
the  boundary  conditions,  when  the  normal  functions  are  known  through 
bounded  spaces.  [This  is  the  proper  way.  The  other  way  may  be 
accidentally,  but  is  not  generally  true.] 

If  we  extend  our  calculation  of  the  excess  of  the  mutual  potential 
over  the  mutual  kinetic  energy  of  two  normal  systems  through  a 
bounded  space,  instead  of  all  space,  we  shall  obtain,  not  U^^  -  T-^^  =  0,  but 

4ir(ni-n,)(Cr,,~ri,)  =  2N(VB,Hi-V]8iH2),    (Ill) 

the  summation  being  over  the  boundary,  N  being  the  unit  normal 
drawn  inward.     Hence  ^~  T  for  a  single  normal  system  n  is  given  by 

87r(Cr-20  =  2(15cB-H/iH)         \ 

=  2N(VBH'-VB^H),J ^^^^ 

where  the  accent  means  differentiation  with  respect  to  n.  The  first  is 
a  volume-,  and  the  second  a  surface-summation. 

There  are,  of  course,  corresponding  boundary  forms  for  the  second 
and  third  of  (106). 

The  general  properties  of  normal  systems  (100),  (102),  (104),  (106), 
(107),  and  (108),  are  not  peculiar  to  the  special  dynamical  connections 
which  are  involved  in  the  electromagnetic  equations,  but  belong  to  any 
dynamical  system  in  which  forces  of  reaction  are  proportional  to  dis- 
placements, and  resistances  to  velocities,  with  reciprocal  relations 
amongst  the  coefficients  which  are  equivalent  (in  the  electromagnetic 
case)  to  the  three  linear  relations  between  forces  and  fluxes  being  of  a 
symmetrical  natare;  or  c,  k,  and  fi  self-conjugate,  with  no  rotatory 
power.  Conservation  of  energy  requires  this  to  be  true  for  c  and  fi ; 
and  (106)  are  not  true  unless  k  be  also  self-conjugate. 

Section  XIX.  Remarks  on  Normal  Electromagnetic  Systems. 
Conditions  of  Possibility  of  Oscillatory  Subsidence. 
Equal  Roots,  and  their  Effects. 

In  the  last  section  I  omitted  to  define  the  three  symbols,  U^  T^ 
and  Om  except  by  implication.  They  express  the  doubles  of  the 
potential  energy,  kinetic  energy,  and  dissipativity  of  the  i^  normal 
system  E^  H^ ;  being  quantities  formed  in  the  same  manner  as  Q^^, 
^12'  ^^^  ^i2»  defined  just  after  equation  (105). 

As  a  preparation  for  what  follows  it  will  be  useful  to  bear  in  mind 
the  general  character  of  the  subsidence  to  equilibrium  of  a  displaced 
elastic  body,  which,  for  our  purpose,  may  be  simply  a  stretched  elastic 
thin  wire  fixed  at  its  ends.  Let  it  be  bent  into  the  form  of  the  arc  of 
a  bow,  or,  more  accurately,  into  the  form  of  the  sinusoidal  curve,  and 
then  be  left  to  itself.  If  there  be  no  resistance  the  wire  will  go  on 
vibrating  for  ever  with  uniform  frequency,  always  preserving  the 
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sinusoidal  form.  But  if  there  be  resistance  to  its  motion,  proportional 
at  every  moment  to  its  speed,  its  amplitude  of  vibration  will  con- 
tinuously decrease,  although  the  frequency  (lowered)  will  be  still 
uniform.  By  a  sufficient  increase  in  the  coefficient  of  resistance  (say, 
by  motion  in  a  viscous  fluid),  we  shall  ultimately  stop  the  vibrations, 
the  displaced  wire  returning  to,  but  never  crossing  its  equilibrium 
position.  The  displacement  at  time  t  in  the  original  frictionless  vibra- 
tion was  represented  by 

(Oj  sin  +  b^  cos)Ci/. 

Friction  makes  it  «"**'( ^2  ^^^  +  ^2  ^^^)^s^* 

showing  the  oscillatory  subsidence  to  equilibrium.     When,  by  sufficient 

increase  of  resistance,  the  oscillations  are  just  stopped,  it  is 

and  finally,  further  increase  makes  it 

the  sum  of  two  independent  non-oscillatory  subsidences. 

In  general,  if  inertia  be  altogether  negligible,  but  not  elastic  yielding, 
or  the  friction,  there  can  be  no  oscillations.  Similarly,  if  the  elastic 
yielding  be  negligible,  but  not  inertia  and  friction,  there  can  be  no 
oscillations.  To  have  oscillations  we  require  both  inertia  and  elastic 
yielding ;  besides  that  the  resistance  must  not  be  too  great 

Coming  now  to  the  electromagnetic  applications,  we  shall  expect  the 
subsidence  of  normal  systems  to  come  under  these  four  types.  If  there 
be  no  elastic  displacement,  and  therefore  no  potential  energy,  the  sub- 
sidence of  a  normal  system  must  be  non-oscillatory ;  and  it  must  be 
real  subsidence,  not  indefinite  increase  according  to  the  same  law. 
Similarly,  if  there  be  no  inertia  (/a  =  0,  no  magnetic  induction,  no  mag- 
netic or  kinetic  energy),  the  subsidence  must  also  be  real  and  non- 
oscillatory.  But  if  neither  elastic  displacement  nor  inertia  be  negligible, 
there  will  be  either  non-oscillatory  or  oscillatory  real  subsidence, 
according  to  the  relative  importance  of  the  resistance.  In  these  three 
cases  there  is  supposed  to  be  always  resistance.  But  if  there  be  none 
but  only  elasticity  and  inertia  to  consider,  the  normal  systems  will  be 
simple  harmonic  with  respect  to  the  time,  and  go  on  vibrating  for  ever. 
Cases  in  which  two  of  the  three  quantities  c,  k,  and  fi  are  non-existent, 
scarcely  belong  to  the  present  subject.  And  the  fourth  case  above 
(vibrations  in  dielectric  media,  with  no  dissipation)  does  not  occur  in 
ordinary  problems,  as  it  requires  unrealisable  conditions. 

Now  the  equation  of  activity  of  a  normal  system  is 

2n(U+T)-hQ^0, 

where  ^=2E(:E/87r,         r=2HfiH/8ir,        Q^'ZWcR, 

Here  E  and  H  constitute  a  normal  system,  E  being  a  solution  of  (110), 
and  H  derived  from  it  by  the  second  of  (109);  or  else  H  being  a 
solution  of  the  H  equation  corresponding  to  (110),  and  E  derived  from 
it  by  the  first  of  (109).  (If  there  be  no  inertia,  the  electric  force  is 
polar.  Then  the  single  scalar,  the  electric  potential,  will  serve  for 
variable.) 
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K  n  be  real,  the  normal  functioDS  E  and  H  are  real,  or  may  be  bo 
chosen  as  to  be  real.  Then  also  Q,  [7,  and  T  are  real.  Further,  it  is 
necessary  in  the  electromagnetic  applications  that  they  cannot  be 
negative.  This  is  secured  by  the  angle  between  a  force  and  a  flux 
being  less  than  90'  at  the  most 

(c  — 0.)    First,  ignore  elastic  displacement.     Then  c«0,  27  is  non- 

existent,  and  2nr+(2-0. 

We  see  at  once  that  if  n  be  real,  it  must  be  negative.  If,  then,  we 
show  that  it  cannot  be  imaginary,  we  prove  that  all  the  n's  are  real  and 
negative,  when  c  vanishes,  but  not  /a  and  k.  Thus,  if  t  stand  for 
(-l)i  let  .  ,.  ,. 

be  a  pair  of  imaginaries.  They  turn  H  into  L  +  Mi  and  L—Mt  re- 
spectively, and  E  into  L,  +  M^t  and  L,  -  M^i  respectively,  L,  M,  etc., 
b^ing  real.     Using  n^,  the  expressions  for  T  and  Q  become 


r  =  2  (L/iL  -  M/xM  +  2iL/iM)/8ir,  ^ 
0  =  2  {\k\  -  M^itMi  +  2ih^k}lL^\  ] 


Using  these  in  the  equation  of  activity,  with  n  =  n^,  and  separating  the 
real  from  the  imaginary  parts,  we  get 

0  =  2  {2a(LfiL  -  M/xM)  -  46LfiM  +  Sir(L^kL^  -  MiitMi)}, 
0  =  2  { 2b(LfiL  -  M/iM)  +  4aL/iM  + 1  GirLiitM J. 

But  also,  by  the  conjugate  properties  in  (108)^  we  have  the  mutual 
T  and  Q  of  the  two  systems  n^  and  7?2  both  zero ;  or 

2(L/iL  -  M/iM)  =  0,  2  (LjitLi  -  VL^kVL^)  =  0 ; 

the  imaginary  parts  cancelling.     These  bring  the  previous  equations  to 

62  L/iM  =  0,  a2  L/iM/4ir  +  2  L^itMj  =  0. 

From  the  first  of  these  we  conclude  that  5  =  0,  unless  L  and  M  are 
the  magnetic  forces  of  two  normal  sj'stems,  which  is  not  the  case  here. 
The  imaginary  parts  are  therefore  non-existent,  which  brings  us  to 

Wi  =  a,  W2  =  a,  T=0,  0  =  0. 

What  we  wanted  to  show  was  that  imaginaries  could  not  exist  In 
addition,  we  show  that  if  there  be  a  pair  of  equal  n's,  they  will  make 
the  kinetic  energy  and  the  dissipativity  of  the  (equal)  normal  systems 
both  zero.  The  only  way  this  can  happen,  T  and  Q  being  the  sum  of 
quantities  that  cannot  be  negative,  is  for  each  of  their  elements  to 
vanish,  and,  therefore,  E  =  0,  H  =  0.  That  is,  if  n  be  double  (or  repeated 
any  number  of  times),  that  value  of  n  will  make  the  normal  functions 
vanish  over  all  space. 

(/i  =  0.)  Next,  ignore  magnetic  induction.  Then  ft  =  0,  T  is  non- 
existent, and  2nU+Q^0. 

We  can  show  that  the  n's  are  all  real  and  negative,  excluding  oscil- 
latory subsidence,  and  that  the  first  conditions  of  a  repeated  n  are 

r=:0,  0  =  0, 
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which  necessitate  the  vanishing  of  the  normal  functions  for  that  valae 
of  TL  But,  owing  to  the  peculiarities  arising  ^m  the  division  of  space 
into  conducting  and  non-conducting  regions,  the  matter  cannot  be 
shortly  treated,  and  will  be  returned  to. 

(c,  k  and  ft.)  Take  next  the  general  case  of  T,  U^  and  Q  all  existent 
Write  the  activity  equation  thus, 

and  solve  as  a  quadratic     Then, 

n^{-Q±(Q^-in^UT)i}/i[7, 
n  =  {  -  C  +  (C^  -  inWT)\}/iT. 
Remembering  that  if  n  is  real,  Q,  U,  and  7*  are  all  positive  (if  not 

zero),  we  see  that  Q^>in^UTy  or  Q^>UT^  or  the  dissipativity  greater 
than  the  geometrical  mean  of  the  rates  of  decrease  of  the  potential  and 
kinetic  energies,  must  be  true.  And  n  is  negative.  The  limit  of 
reality  is  reached  when  Q^^in^UT;  or 

Thus  (7^2  ==  ^12*  ^^^  general  conjugate  property  of  two  normal  systems 
(71^  and  n^  when  they  are  unequal,  is  also  true  when  they  are  equal, 
i.e.,  when  n  is  a  double  root  of  the  determinantal  equation  of  n.  This 
includes  the  previous  special  cases  of  either  c  =  0,  or  else  /a  =  0.  Further 
information  regarding  imaginary  n's  may  be  obtained  by  separating  the 
real  from  the  imaginary  parts  in  the  above. 

(^  =  0.)  When  we  take  ^'  =  0,  in  the  equation  of  the  normal  E 
functions,  we  have 

curl /i-i  curl  E  +  fn2E  =  0,  /utnH=  -curlK    (113) 

If,  on  the  other  hand,  we  take  c  =  0,  we  have  an  equation  for  E  of 
the  same  form,  but  containing  n  instead  of  n^.  Hence  the  same  normal 
functions  serve  in  both  cases,  if  iirkn  and  cn^  be  exchanged.  Former 
conclusions  regarding  n  in  the  case  c  =  0  are  therefore  now  true  of  n^. 
That  is,  every  n^  is  real  and  negative,  making  the  n's  pairs  of  oppositely 
signed  equal  imaginaries,  as 

7t,  =  rti,         ^2  =  -  ai,         n^  =  bi,         n^=  -bi,     etc.,     ...(114) 

where  a,  b,  etc.,  are  real,  indicating  simple  harmonic  oscillations  without 
.subsidence. 

The  property  U^2  =  ^12  ^®  ^^^®  ^^^  ^^Y  ^^^  roots,  whether  naturally 
associated  or  not ;  i.e.,  for  n^  with  respect  to  all  the  rest,  including  its 
companion  n^,  whose  square  is  the  same.  But  also,  the  second  and 
third  conjugate  properties  (106),  keeping  in  the  (^-ng)  factor  there 
omitted,  are 

(V-»,«)tr,,=o,         (V-V)^i2=o. 

hence  C\2  =  0  =  T^2^  except  if  n^^  =  n^^ ;  that  is,  in  case  of  the  naturally 
paired  ri's.     Also,  the  equation  of  activity  becomes 

for  every  single  root  n. 
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As  the  first  of  (113)  contains  n\  if  we  take  the  E  normal  functions 
from  it,  they  will  be  identical  in  pairs,  B^^En,  E-  =  E.,  etc.,  for  the 
roots  (114).  1       n  -»       4 

But  then  the  second  equation  (113)  shows  that  the  corresponding  H 
functions  are  the  negatives  of  one  another  in  pairs,  thus  H^  =  -  Hg, 
Hj  =  -  H4,  etc.  Thus  the  expansions  of  Bq  and  Hq,  the  initial  states  of 
electric  and  magnetic  force,  become 

lSo  =  (^i  +  ^2)Ei  +  (^  +  ^4)E3+-» 

The  mutual  potential  energy  of  any  two  double  normal  systems  is 
zero,  and  the  same  is  true  of  the  mutual  kinetic  energy.  We  therefore 
have 

2  BocEi  =  (^1  +  ^2)2  BicEj, 
2Ho/*Hi  =  (^i-^j)2Hi/iHi; 

giving  Ai  and  A^  iu  terms  of  the  initial  state  ISq,  H^.  Using  these, 
and  putting  the  solutions  in  the  appropriate  real  form,  taking  H^i «  M^, 
H,i  =  Mg,  etc.,  we  find  that 

E 
ISo  =  ^  tT^t,  (2  BocBi  cos  -  2  HomMj  sin)a/  + . . ., 

M 

Ho  =  ^  "^-  (2  EocEj  sin  +  2  E^fM^  cos)at  +  . . . 

express  the  values  ISq  and  H^  reach  at  time  t  later. 

The  proof  that  there  cannot  be  any  imaginary  n^'s  requires  some 
modification  from  the  proof  of  absence  of  imaginary  n's  in  the  case 
c  ~  0,  owing  to  the  changed  conjugate  properties.  It  also  shows  that  a 
repeated  n^  makes  the  normal  functions  vanish.  (See  Thomson  and 
Tait  on  Gycloidal  Motion  with  no  Dissipative  Forces,  ''Natural  Phil- 
osophy," vol.  I.,  part  2). 

{Equal  roots,)  This  remarkable  property  of  the  vanishing  (with  equal 
roots)  of  the  normal  functions  in  case  any  one  of  the  three  c,  ky  and  /a 
is  zero,  is  closely  connected  with  another  property,  viz.,  that  of  shutting 
out  the  t^  term  from  the  solutions.  Looking  to  the  formulae  at  the 
commencement  of  this  section,  we  see  that  on  the  boundary  between 
oscillatory  and  non-oscillatory  subsidence  we  have,  instead  of  the'  form 
Ojc"'*  -t-  a^c""*,  that  of  (a  +  U)^.  Also,  when  by  a  change  in  the  value  of 
some  constant,  two  roots  are  made  to  approach  one  another,  and  then 
again  diverge  imaginary,  between  the  two  states  we  have  a  pair  of 
equal  roots.  If,  then,  the  oscillatory  form  of  solution  is  possible  we 
have  the  /c"*  term  on  the  very  verge  of  oscillation.  Now,  in  certain 
cases  we  know  that  oscillations  are  impossible;  they  require  both 
kinetic  and  potential  energy  to  be  concerned ;  so,  if  either  be  absent, 
something  must  happen  to  prevent  solutions  taking  the  oscillatory 
form.  That  something  is  the  vanishing  of  the  normal  functions, 
thus  excluding  the  /c"'  terms,  and  making  the  solution  in  case  of 
a  double  root  take  the  form  ac"',  the  same  as  if  the  root  were  not 
repeated. 

H.E.P.— VOL.  1.  2l 
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Let  n.  and  n^  be  a  pair  of  n%  and  write  down  the  corresponding 
terms  of  the  ISq  expansion.     They  are 

2  (BjcBi  -  Hi/iHiP     ^2(B2cBj-HjfiHaP     ^      ^ 

Here  there  are  no  restrictions  put  upon  c,  k  and  /i;  Sj,  H^,  and 
Ea,  H2,  are  the  normal  functions  corresponding  to  n^  and  n^  and  the 
^0  =  ^"12  formula  has  been  employed  to  find  A^  and  A^^  the  coefficients 
of  Ej  and  E„  (the  fractions). 

At  first  glance  it  might  appear  that  if,  by  some  change  in  the  value 
of  some  electrical  constant  concerned,  or  generally,  by  a  changed  dis- 
tribution of  c,  A:,  /A,  the  roots  n,  and  n^  are  made  to  approach  and  finally 
reach  equality,  making  E^  ana  H^  also  approach  to  and  finally  be  the 
same  as  Ej  and  H2,  their  coefficients  A^^  and  A^  will  also  approach  and 
ultimately  be  equal  But,  in  general,  nothing  could  be  further  from 
the  truth,  and  instead  of  equality,  we  shall  have  infinite  inequality,  on 
account  of  the  denominators  approaching  zero  from  opposite  sides, 
sending  one  ^  up  to  positive  and  the  other  down  to  negative  infinity. 
For  if  n^  ~  n  +  ^,  and  n^  =  n-h,  where  h  is  very  small,  we  shall  have 

Ei  =  E  +  AE',  Hi  =  H  +  AH', 

E2  =  E-;^E',  H2  =  H-AH', 

if  the  accent  denote  dificrentiation  to  n,  provided  the  functions  E,  H, 
and  their  difierential  coefficients  do  not  vanish.     These  make 

2  (BicEj  -  Hi/iHi)  =  2A2  (EcE'  -  H/iHO. 

This  is  the  value  of  the  denominator  of  ^,  in  (115),  and  that  of  A^  is 
the  same  taken  negatively,  thus  showing  the  infinite  divergence  of  the 
^'s.     [There  is  an  example  worked  out  on  p.  90.] 

The  two  terms,  when  united,  and  h  made  to  vanish,  give  rise  to  a 
solution  of  the  form 

CiPc"*  +  CgE^c^, 

where  C^  and  C^  are  new  constants,  E  is  the  old  E,  and  F  is  a  new 
function  derived  from  K  From  this  we  see  that  when  the  repeated  n 
makes  the  normal  functions  vanish,  as  when  any  one  of  c,  k,  /i  is  zero, 
the  second  term  goes  out  altogether. 

The  double-root  solution  in  these  cases  of  vanishing  E  and  H  is 

^(AcW-n^W)^,^  (116) 

2(E'cE'-HVH0       '    ^      ' 

difibring  from  the  original  form  only  in  this,  that  instead  of  the  normal 
functions  E  and  H,  we  take  their  differential  coefficients  with  respect  to 
n.    This  single  term  takes  the  place  of  the  former  two  terms. 

If  the  root  n  be  triple,  W  and  H^  will  also  vanish.  Then  take  W 
and  W  instead ;  and  similarly  go  on  to  further  differentiations  in  case 
of  further  repetitions  of  n. 

If  JV=0  be  the  determinantal  equation  of  the  n\  the  function  U-T 
of  a  normal  system  contains  iV^,  the  differential  coefficient  of  N  with 
respect  to  n,  as  a  factor.     N'  =  0,  in  addition  to  iV=:  0,  is  the  condition 
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that  n  is  a  double  root.  Similarly,  the  function  U  -T^  not  of  E  and  H, 
but  of  W  and  H',  contains  N"^  the  second  differential  coefficient  of  N^ 
as  a  factor,  and  so  on. 

Before  leaving  this  curious  subject  of  the  effect  of  equal  rates  of  sub- 
sidence, we  should  notice  that  when  the  duplicity  of  an  n,  making  the 
conjugate  properties  of  unequal  n's  hold  good  for  two  of  the  same  value, 
necessitates  the  simultaneous  vanishing  of  the  normal  functions,  it  does 
so  in  virtue  of  the  positivity  of  C  U,  jT,  as  before  mentioned.  But 
should  they  be  allowed  to  be  negative,  although,  for  example,  in  the 
case  c  =  0,  we  still  have  r=0,  6==0,  when  an  n  is  double,  there  is  no 
longer  any  necessity  for  E  and  H  to  simultaneously  vanish.  Then  we 
have  the  U^  term,  and  the  t^^  term  if  a  triple  root,  and  so  on.  The 
vanishing  of  T  will  then  depend  on  its  expression  containing  iV,  for  the 
special  value  of  n,  as  a  factor.  As  our  expressions  for  Q,  Uy  and  T  are 
in  the  form  of  the  sum  of  scalar  products,  we  can  only  make  any  one  of 
them  negative  by  allowing  that  the  force  and  the  flux,  in  some  parts  of 
space  at  least,  can  make  an  obtuse  angle  with  one  another ;  that  is,  be 
opposed,  which  is  a  contradiction  to  common  sense.  In  special  appli- 
cations, involving  only  a  limited  number  of  degrees  of  freedom,  the 
positivity  of  TJ^  T,  and  Q  will  require  that  certain  functions  of  the 
electrical  constants,  usually  determinants,  cannot  be  negative  for  any 
values  of  the  electric  variables. 

Section  XX.     Some  Cases  of  Subsidence  of  Displacement. 

In  the  electromagnetic  scheme  we  have  the  equations  of  a  dynamical 
system,  involving  the  potential  energy  of  elastic  displacement  (or  of 
electric  polarisation,  if  that  very  vague  term  be  preferred ;  any  vector 
function  may  be  made  up  of  polarised  elements,  whether  it  be  circuital 
or  polar,  so  it  is  as  well  not  to  attach  too  much  importance  to  the  idea 
of  polarisation),  the  kinetic  energy  (or  magnetic  energy),  probably  of  a 
rotational  motion,  and  dissipation  of  energy  by  forces  analogous  to 
frictions  proportional  to  velocities,  when  the  electric  current  in  a 
conductor  is  taken  as  a  generalised  velocity.  There  is  nothing  peculi- 
arly electrical  until  we  specify  the  connections  of  the  different  magni- 
tudes. It  is  one  out  of  the  infinite  number  of  dynamical  systems 
subject  to 

the  general  equation  of  activity  when  energy  is  neither  communicated 
to  the  system  nor  allowed  to  be  withdrawn  except  through  the  irrever- 
sible frictional  forces. 

The  three  qualities  to  which  c,  /i,  and  k  refer,  relate  to  the  potential 
energy,  the  kinetic  energy,  and  the  dissipativity.  In  order  to  render 
practically  simple  the  theory  of  special  cases,  it  is  necessary  to  place 
restrictions  upon  their  values,  restrictions  that  we  may  know  to  be 
untrue.  This  is  perfectly  legitimate,  as  it  is  the  common-sense  pro- 
cedure in  all  matters  of  reasoning  to  simplify  as  far  as  possible.  But  it 
becomes  necessary  to  be  careful  in  the  interpretation  of  the  extreme 
results  of  a  limitcKi  theory. 


632  ELECTRICAL  PAPERS. 

Consider,  for  example,  the  discharge  of  a  condenser  through  a  wire. 
The  first  approximation  to  its  theory  is  got  by  ignoring  inertia.  If  q^ 
be  its  initial  charge,  that  left  at  time  t  later  is  ^o^"'"s  where  t^  is  the 
time-constant,  the  product  of  the  capacity  of  the  condenser  and  the 
resistance  of  the  wire.  An  appropriate  mechanical  illustration  is  the 
restoration  to  equilibrium  of  a  bent  spring  of  negligible  mass  in  a 
viscous  fluid. 

But  if  we  push  this  to  extremes,  by  shortening  the  discharge-wire 
indefinitely,  this  theory  says  that  the  discharge  will  always  be  of  the 
same  character,  though  finally  instantaneous.  This  is  entirely  wrong. 
The  influence  of  inertia  may  be  negligible  when  the  resistance  is  great, 
but  is  not  when  it  is  small.  We  allow  for  inertia  by  introducing  the 
inductance  of  the  circuit,  bringing  in  an  electromotive  force  proportional 
to  the  rate  of  decrease  of  the  current.  Then  we  find  that  when  the 
resistance  of  the  wire  is  below  a  certain  value  the  discharge  becomes 
oscillatory.  This  is  quite  correct,  and  the  theory  as  amended  is  then 
true  within  a  far  wider  range  than  before.  But  it,  again,  must  not  be 
pushed  to  extremes.  It  shows  that  if  the  resistance  be  reduced  to 
nothing,  whilst  the  inductance  of  the  circuit  is  finite,  as  it  must  be,  the 
oscillations  continue  for  ever  undiminished  in  strength,  with  frequency 
(27r)"i(sp)~*,  if  5  be  the  inductance  and  »  the  capacity  of  the  condenser, 
/.e.,  short-circuiting  a  condenser  would  never  get  rid  of  its  charge, 
except  momentarily,  when  the  energy  is  all  kinetic.  Here,  of  course, 
the  objection  is  that  we  cannot  indefinitely  reduce  the  resistance  in 
circuit,  on  account  of  the  resistance  of  the  metallic  coatings,  previously 
neglected,  when  the  external  resistance  was  great  in  comparison. 
Allowing  for  that,  we  still  have  oscillatory  subsidence.  But  when  we 
consider  further  that  a  short-circuited  condenser  can  scarcely  be  treated 
as  a  linear  circuit,  and  that  we  have  ignored  the  dissipation  of  energy 
by  the  oscillatory  phenomenon  in  the  magnetic  field  producing  vibratory 
electric  currents  in  neighbouring  conductors,  we  see  that  the  complete 
theory  of  a  short-circuited  condenser  may  be  only  roughly  represented 
by  taking  into  account  three  constants,  the  capacity  of  the  condenser, 
the  inductance,  and  the  resistance.  What  is  true  enough  within  certain 
limits  (or  uncertain,  because  no  definite  line  can  be  drawn  between  the 
true  and  the  false)  may  be  wholly  untrue  beyond  them,  owing  to  cir- 
cumstances of  the  minutest  previous  significance  becoming  then  of 
(relatively)  paramount  importance. 

EeiardcUion  in  a  medium  in  which  ft  =  0,  c/k  =  constant. 

This  is  a  very  singular  case,  and  of  considerable  interest  In  general, 
we  have 

div(4irifc4-4,)E  =  0, 

to  express  the  continuity  of  the  true  electric  current,  B  being  the 
electric  force,  k  the  conductivity,  and  c  the  specific  capacity. 

It  will  be  convenient  to  put  c/iir  =/>.  The  new  quantity  p  is  the 
capacity  per  unit  volume  considered  as  a  condenser.    We  may  avoid 
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ambiguity  by  using  the  word  "specific"  in  connection  with  c,  in  the 
absence  of  a  better  nomenclature. 

In  any  normal  system  d/dt  =  n,  a  constant,  so  that  the  above  becomes 

div()t+;w)E  =  0,     (117) 

or,  since  the  displacement  is  D=:pE, 

div  (ife/p  +  n)D  =  0 (118) 

Now,  if  there  be  no  inertia,  or  ft  =  0,  and  no  impressed  forces,  we 
shall  also  have 

curlE  =  0,        or        curlD/|?  =  0 (119) 

In  (117),  {k+pn)  is  a  function  of  position,  k  and  p  being  variable 
from  place  to  place,  whilst  n  is  constant.  Apply  Sir  W.  Thomson's 
theorem  of  determinancy.  If  (k  +pi)  be  everywhere  positive,  the  only 
solution  of  (117),  subject  to  the  first  of  (119),  is  E  =  0.  Similarly,  if 
(k-^pn)  be  everywhere  negative,  the  only  solution  is  E  =  0.  In  both 
cases  the  point  of  the  demonstration  is  that  2  (k  -^pn^W  is  necessarily 
positive  if  {k  +jpn)  be  everywhere  positive,  and  negative  if  it  be  every- 
where negative.  This  quantity  2{k+pn)W  is  Q-^  U,  and  is  therefore 
zero.  It  follows  that,  in  any  normal  system,  (k  -k-pn)  must  be  positive 
in  some  parts  of  space  and  negative  in  others  (unless  it  be  zero  every- 
where). Therefore,  if  kjp^  be  the  least,  and  kjp^  the  greatest  value  of 
k/p,  it  follows  that  (kjpi-k-n)  is  negative  and  (kjp^-k-n)  is  positive. 
Hence  the  values  of  n  for  all  the  normal  systems  lie  between  -  k^/p^ 
and  -  kjp^.  Or,  their  time-constants  all  lie  between  the  greatest  ana 
least  values  of  p/k  If  then  k/p  is  the  same  everywhere,  there  is  only 
one  rate  of  subsidence  for  any  initial  state,  given  by  (k/p  +  n)  =  0.  (To 
show  that  there  cannot  be  imaginary  n's,  make  use  of  (1^2  =  ^>  Q12  —  ^» 
applying  them  to  the  solutions  corresponding  to  a  supposed  pair  of 
imaginaries.  It  follows  that  the  unreal  part  of  the  roots  is  zero,  and 
that  the  normal  functions  vanish  in  the  case  of  equal  roots.) 

Given  that  the  initial  displacement  is  Dq  in  a  medium  in  which  p/k 
is  constant,  and  ft  =  0,  and  that  it  is  left  without  impressed  force,  we 
therefore  obtain  the  subsequent  state  in  the  following  manner.     Let 

divDo  =  Po, 
so  that  pQ  is  the  initial  electrification.     Find  D^,  such  that 

div  Dj  =  Pq,  curl  DJp  =  0. 

D|  is  uniquely  determinable  by  these  conditions.  Then  Dq  =  D^  +  (Dq  -  DA 
wnere  (D^  -  D^)  is  a  system  of  circuital  displacement.  It  will  subside 
instantaneously,  leaving  D^,  which  .will  then  subside  so  that  the  dis- 
placement D  at  time  t  later  is  given  by 

D  =  Di€-*'^.    (120) 

The  conduction  current  is  kB/p,  and  the  displacement  current  the 
negative  of  the  same,  so  that  the  true  current  is  zero.  It  is  not  a  case 
of  propagation  at  all,  every  elementary  condenser  discharging  through 
its  own  resistance.     It  is  the  instantaneous  vanishing  of  the  circuital 
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displacement  that  is  connected  with  propagation,  it  being  what  would 
happen  if  ^  =  0  with  the  same  distribution  of  ^.  First  the  displacement 
readjusts  itself  to  make  the  electric  force  polar  with  the  same  electrifi- 
cation ;  and  then,  what  is  left  subsides  everywhere  at  the  same  rate, 
according  to  (120). 

Now,  any  distribution  of  impressed  force  sets  up  a  corresponding 
distribution  of  circuital  conduction  current,  and,  therefore,  since  k  and 
p  are  everywhere  in  the  same  ratio,  of  circuital  displacement,  without 
electrification.  But  it  is  only  displacement  with  electrification  that  has 
a  finite  rate  of  subsidence.  Hence  there  is  no  retardation  whatever  in 
connection  with  impressed  force.  However  it  vary  with  the  time,  the 
corresponding  displacement  will  vary  with  it  instantaneously.  Evi- 
dently this  is  a  case  in  which  inertia  is  not  negligible.  Maxwell  (Vol.  I, 
chap.  X.)  treats  of  the  case  ^  =  constant^  iE;  =  constant.  The  extension 
to  pjk  —  constant  allows  us  to  distribute  capacity  as  we  please,  and  so 
obtain  immediately  the  solutions  of  various  problems  connected  with 
shunted  condensers. 

Now  let  there  be  inertia.  Although  (119)  is  no  longer  true,  yet 
(118)  is;  and,  since  (k/p-k-n)  is  constant,  it  may  be  written 

(k/p  +  n)  div  D  =  0. 

There  is,  therefore,  no  electrification  in  any  normal  system,  unless 
(k/p  +  n)==0.  It  follows  that  if  there  be  electrification  initially,  the 
above  process  of  dividing  Dq  into  D^  and  Dq  -  D^  is  applicable  to  give 
us  the  part  of  the  subsequent  state  depending  on  electrification.  Thus 
(120)  is  true  whether  there  be  magnetic  induction  or  not,  the  left 
member,  however,  being  not  the  complete  displacement,  but  only  that 
depending  upon  the  initial  electrification.  The  other  part  of  the 
initial  displacement,  Dq-D,,  will  subside,  not  as  before,  instantane- 
ously, but  according  to  tne  nature  of  the  normal  distributions 
other  than  the  (k/p-k-n)  =  0  solution,  depending  upon  the  distribution 
of  k  and  /x  in  space,  and  also  upon  the  initial  state  of  magnetic 
induction. 

Why  (120)  is  true  in  spite  of  inertia,  is  because  there  is  no  true 
current,  the  force  being  polar,  and  therefore  no  magnetic  induction  in 
connection  with  the  electrification  solution.  As  before,  no  electrification 
can  be  produced  by  any  impressed  forces,  so  that  the  (A:/p  +  n)  =  0 
solution  may  be  left  out  of  account.  The  retardation  in  connection 
with  the  effects  of  impressed  force  will  depend  wholly  upon  the  other 
n's. 

As  a  simple  application  of  the  preceding,  \etk  =  0  everywhere  except 
in  a  single  wire,  forming  a  closed  circuit.  It  is  a  perfectly  insulated 
dielectric  wire  whose  conductivity  may  vary  as  we  please  along  it, 
provided  its  capacity  vary  in  the  same  ratio.  Let  now  k  and  p  signify 
the  conductance  and  capacity  per  unit  length  of  wire,  and  D  the  total 
displacement  across  its  section.  Then  D/p  is  the  electric  force  per  unit 
length,  and 

dx\         dtjp 
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is  the  equation  of  continuity,  if  x  be  distance  measured  along  the  wire. 
Or, 

(kIp  +  n)  dD/dx  =  0, 

in  a  normal  system.  If  then  Dq  be  the  initially  given  displacement, 
divide  it  into  D^  and  Dq  -  D^,  such  that 

dDJdx  =  dDJdz  =  p^, 

the  initial  electrification  of  a  cross-section,  and  such  that  the  E.M.F. 
round  the  circuit  is  zero.     At  time  t  later,  the  displacement  is 

Z)  =  2>i€-*^',    (121) 

the  part  Dq  -  Z)^,  which  is  circuital,  and  is  the  mean  initial  displace- 
ment all  round  the  circuit,  instantly  vanishing  (if  there  be  no  inertia). 
As  before,  there  is  no  true  current  during  the  subsequent  subsidence. 
By  the  "  mean  "  displacement  is  meant  the  quotient  of  the  total  initial 
E.M.F.  round  the  circuit  by  the  total  elastance,  that  is,  (2)  D/p)  -r  (2 1/p), 
the  summation  extending  round  the  circuit 

To  corroborate,  insert  a  conductor  in  the  circuit  having  no  capacity. 
There  will  now  be  two  normal  rates  of  subsidence,  one  of  which  is  the 
previous.     If  n^  be  the  new  n,  it  is  given  by 

where  K  and  K^  are  the  conductances  of  the  old  and  of  the  new  wire, 
and  S  is  the  total  capacity  of  the  old  wire,  i.e.,  S=(2p-^)'\  the 
reciprocal  of  the  sum  of  the  elastances  round  the  circuit.  The  solution 
will  now  be 

Z>=(2)o-AK''  +  A«"*'* (122) 

As  the  auxiliary  wire  is  shortened,  n^  goes  out  to  negative  infinity. 
Then  we  return  to  the  former  instantaneous  subsidence  of  the  mean 
displacement  when  the  whole  wire  has  capacity,  (122)  becoming  (121). 
When  K^  is  finite,  there  is  necessarily  electrification  somewhere ;  if  not 
in  the  old  wire  itself,  then  at  its  ends,  where  it  joins  on  to  the  new  one. 
If  the  circuit  be  open  instead  of  closed,  there  will  be  no  instantaneous 
subsidence  in  any  case;  the  solution  is  then  (121)  with  Dq  instead  of 
Di  on  the  right  side. 

Any  impressed  force  in  the  circuit  will  only  suffer  retardation  in  its 
effects  as  regards  the  n^  term.  It  would  be  very  convenient^  as  well  as 
wonderful,  S  some  ingenious  inventor  could  construct  a  telegraph  cable 
whose  electrostatic  capacity  should  be  in  the  conductor  instead  of 
outside  it.  BLaving  it  there,  however,  a  first  approximation  towards 
lessening  the  retardation  is  to  give  greater  conductivity  to  the  insulating 
covering.  Even  a  leakage-fault  raises  the  speed  of  working  consider- 
ably. Nothing  is  worse  for  rapid  signalling  (when  pushed  to  limiting 
speieds)  than  the  most  perfect  insulation.  The  lower  it  can  be  made 
(natural  high  conductivity,  not  due  to  faults  which  by  getting  too  bad 
would  stop  communication)  consistent  with  getting  enough  current  at 
the  receiving  end,  the  better,  and  much  better,  it  is  for  the  signalling. 
Of  course  there  are  other  considerations,  but  we  must  return  to  the 
immediate  subject. 
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We  can  easily  obtain  the  effect  of  inertia  in  modifying  the  solution 
(121).  Let  s  be  the  inductance  per  unit  length  of  wire,  constant  for 
purposes  of  calculation,  and  really  so  if  the  wire  be  circular.  Let  also 
k  and  p  be  constant.  We  have  only  to  examine  how  the  circuital 
displacement,  (Dq  -  D^),  subsides,  in  which  alone  magnetic  induction  is 
concerned.     Let  T  be  the  true  current  over  the  cross-section,  like  D. 

The  electric  force  to  correspond  is  that  of  inertia,  viz.,  -  sT,     Hence 
r  -  (A:  +p^^  ( -  sf ),        or        r  =  (i  +im)(  -  mV), 

in  a  normal  system ;  and  the  determinantal  equation  is 

spn2  +  5^  +  l=0, 
giving  the  two  n's, 

n^  orna  =  -  ik/2p  ±  (Ii^/ip^  -  l/ps)K 

Besides  the  circuital  displacement,  the  initial  current  may  be  arbitrary. 
Let  it  be  Tq.    Then  at  time  t  later, 

D—  - spn^  X  ditto  -  spn^  x  ditto  +  Z^jC"*^'. 

The  current  is  oscillatory  if 

k/p<2/(ps)\ 

and  non-oscillatory  if  it  be  greater.  This  differs  completely  from  the 
condenser  and  coil  theory ;  for  now  we  get  oscillations  by  reducing  the 
inductance,  whereas  in  the  other  case,  it  is  by  reducing  the  inductance 
that  we  get  rid  of  oscillations. 

Although  in  this  solution  we  take  into  account  the  magnetic  field, 
yet  we  only  regard  that  part  of  the  electric  field  that  is  within  the 
conductor,  so  that  the  specific  capacity  c  in  the  wire  must  be  much 
greater  than  in  the  surrounding  air  to  render  the  latter  negligible. 

Section  XXL    A  Network  of  Linear  Dielectric  Conductors, 

OR  OF  Shunted  Condensers. 

Let  any  number  of  points  be  connected  by  linear  conductors,  thus 
forming  a  network  of  any  degree  of  complexity.  They  will  be  referred 
to  as  Branches.  Let  each  branch  consist  of  any  number  of  conductors 
in  sequence,  to  be  called  the  Shunts.  Let  every  shunt  have  its  ends 
joined  to  the  poles  of  a  condenser  by  wires  whose  resistances  we  do  not 
count.  This  makes  the  combination  complete.  We  have  a  linear 
combination  of  inductive  branches  exactly  similar  to  the  conductive; 
they  are  side  by  side,  as  it  were,  and  in  connection  at  certain  points. 
We  may  regard  the  conductors  as  shunts  to  the  condensers,  or  the 
other  way,  as  we  please,  but  the  former  plan  is  perhaps  the  best 

Instead  of  thus  shunting  the  condensers  by  external  conductors,  we 
may  do  away  with  the  shunts,  giving  instead  equal  conductances  to  the 
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condensers  themselves,  thus  making  a  combination  of  unshunted  leaky 
condensers. 

Or,  we  may  abolish  the  external  condensers,  and  give  equal  dielectric 
capacity  (uniformly  distributed  in  the  wires)  to  the  former  shunts 
themselves,  thus  making  a  network  of  dielectric  conductors.  The 
theory  is  in  all  cases  the  same,  with  certain  exceptions  as  regards  the 
effects  of  impressed  force  and  of  magnetic  induction.  In  many  respects 
the  theory  is  most  simply  expressed  by  having  the  two  qualities,  con- 
ductivity and  dielectric  capacity,  coincident,  as  in  the  dielectric  con- 
ductors, instead  of  side  by  side,  as  in  the  case  of  the  shunted  condensers. 

If  the  shunted  condensers  were  all  disconnected  from  one  another  so 
as  to  form  independent  circuits,  partly  conductive  and  partly  dielectric, 
any  charges  they  might  have  would  discharge  through  their  shunts, 
each  charge  at  its  proper  rate  depending  upon  the  time-constant  of  the 
condenser  concerned,  which  is  rp,  if  r  be  the  resistance  of  the  shunt 
and  p  the  capacity  of  the  condenser.  (Inertia  is  ignored.)  When  they 
are  in  connection,  as  above  described,  the  time-constants  of  the  normal 
systems  will  all  lie  between  the  greatest  and  the  least  of  the  time- 
constants  of  the  separate  shunted  condensers.  If  these  be  all  equal, 
there  is  but  one  time-constant,  viz.,  the  common  value  of  rp.  In  this 
case,  if  the  condensers  be  charged  in  any  manner  and  then  be  left  in 
connection  without  impressed  force  anywhere  in  the  system,  the  charges 
will  at  once  readjust  themselves  to  a  new  distribution,  to  be  found  by 
the  two  considerations  that  the  E.M.F.  in  any  circuit  in  the  new  state 
is  zero,  and  that  the  charges  that  disappear  form  a  system  of  circuital 
displacement  in  the  combination.  This  new  state  will  then  subside 
uniformly  everywhere,  each  condenser  discharging  through  its  own 
shunt.  If  an  impressed  force  be  introduced  at  the  junction  of  two 
shunted  condensers,  say  in  an  infinitely  short  wire  joining  one  shunt  to 
the  next,  it  sets  up  the  appropriate  state  of  conduction  current  in  the 
branches  and  of  charge  in  the  condensers  instantly ;  these  charges  are 
equal  in  all  the  condensers  in  one  branch,  and  in  different  branches  are 
simply  proportional  to  the  currents  in  the  branches.  The  same  will  be 
true  if  the  impressed  force  be  in  a  shunt,  if  there  be  an  equal  and 
similarly  directed  impressed  force  in  the  corresponding  condenser.  (In 
the  case  of  the  dielectric  wires  there  is  no  need  for  this  reservation.) 
But  if  the  impressed  force  be  in  a  shunt  only,  the  charge  of  its  con- 
denser will  be  opposite  to  that  of  the  others  in  the  same  branch,  and 
there  will  be  retardation  according  to  the  common  time-constant. 
Thus,  if  the  condensers  be  charged  in  any  manner  which  could  be  pro- 
duced by  impressed  forces  in  any  of  or  all  the  branches  (equally  in 
shunts  and  condensers),  and  be  left  to  themselves,  the  subsidence  is 
instantaneous.  There  is  only  retardation  in  connection  with  those 
parts  of  the  system  of  charges  which  could  not  be  produced  in  the 
described  manner.  And,  considering  electromagnetic  induction,  if  it 
operate  equally  on  conductor  and  dielectric,  as  in  the  case  of  the 
dielectric  wires,  it  will  only  affect  the  discharge  of  the  parts  that  before 
subsided  instantly,  the  subsidence  being  no  longer  immediate;  whilst 
the  other  parts  will  subside  just  as  before,  independently  of  inertia; 
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for  as  the  conductive  and  dielectric  currents  are  equal  and  opposite, 
there  is  no  true  current  and  no  magnetic  induction  in  connection 
therewith. 

The  above  are  conclusions  from  the  general  theory  in  the  last  section. 
As  regards  the  proof  of  the  limits  between  which  the  time-constants 
must  lie,  let  E  be  the  E.M.F.  in  any  condenser,  p  its  capacity,  and  k 
the  conductance  of  its  shunt.  Then,  in  any  normal  system,  if  Q  be  the 
dissipativity  and  U  the  potential  energy, 

2  {k  -hpn)E^  =  e  +  2nU=  0, 

the  2  to  include  all  the  shunted  condensers.  If  n  do  not  lie  between 
the  greatest  and  least  values  of  -  k/p,  the  summation  cannot  vanish,  as 
it  must ;  therefore  every  n  does  lie  between  these  limits. 

The  differential  equation  of  the  combination,  and  the  determinantal 
equation  of  the  rates  of  subsidence,  are  most  directly  found  by  the 
method  used  in  the  paper  on  Induction  in  Cores,  when  treating  of 
combinations  of  coils  [p.  415].  The  sum  of  the  steps  of  potentiu  in 
any  circuit  must  be  zero;  get,  then,  the  expression  for  the  step  of 
potential  between  any  two  points  in  terms  of  the  currents,  and  we 
have  one  equation  for  every  circuit.  Eliminate  the  currents  by  their 
conditions  of  continuity,  and  the  result  is  the  differential  equation,  or 
the  determinantal  equation,  according  as  we  treat  d/dt  as  the  differ- 
entiating operator  or  as  a  constant. 

In  the  present  case,  if  F  be  the  sum  of  the  currents  in  a  shunt  and 
in  its  condenser,  reckoned  the  same  way  in  both  (or  the  true  current  in 
the  dielectric  conductor),  we  have 

r  =  (A;  -^pn)E, 

if  n  stand  for  d/dt.  Every  condenser  has  an  equation  of  this  form. 
Here  E  is  the  fall  of  potential  through  the  shunt  and  through  the 
condenser.  Since  F  is  the  same  along  the  whole  of  any  one  branch, 
the  fall  of  potential  between  its  ends  is 

T^(k+pny\ 

the  ^  to  include  all  the  condensers  in  the  branch.  Hence,  if  the  com- 
bination consist  of  only  one  closed  circuit, 

when  cleared  of  fractions,  is  the  differential,  or  the  determinantal 
equation,  according  as  n  is  d/dt  or  algebraical.  That  is,  we  equate  the 
(generalised)  resistance  of  the  circuit  to  zero.  Thus,  if  there  be  three 
condensers,  and  y  stand  for  k  -^pn,  the  equation  is 

The  determinantal  equation  of  m  condensers  in  one  circuit  is  of  the 
(m-iy^  degree  ;  one  freedom  is  lost.  The  missing  root  is  the  negative 
infinity  root  of  the  instantaneous  subsidence.  To  bring  it  to  finiteness, 
put  in  the  circuit  a  conductor  without  condenser.  Then  i/s  ^  is  its 
real  conductance,  say  k^,  and  the  equation  is 

This  has  the  full  number  m  of  roots. 


ELECTROMAGNETIC  INDUCTION  AND  ITS  PROPAGATION.  639 

I^*  9v  99  •••>  ^  *^®  charges,  and  ^^  ^g,  ...,  be  the  b,m.f/8  of  the 
condensers  (of  capacity  p^^  p^  ...,  whose  shunts  have  conductances 
^1  ^2»  •••>)  go"*g  round  the  circuit  in  the  +  direction  of  F.  A  charge 
is  +  when  the  displacement  is  in  the  +  direction.     Then  we  have 

or,  q^  ^Pi^lih  -^Pi^)y  92  =P2^/{^2  +i^2^X     etc. 

Therefore,  in  a  normal  system,  the  ratios  of  the  charges  are 

9i'92'  •••  =(Vi^i  +  ^)"^  :(Vi?2  +  ^)"^  •  -  =i^i/yi  'P2/y2  •  •••> 

and  thus  we  have  m  sets  of  ratios,  by  giving  to  n  its  m  values  in  suc- 
cession. To  determine  the  absolute  size  of  a  particular  normal  system, 
use  I/i2  =  0,  taking  pji/if  ...  as  the  normal  fimctions.  If  ^  be  their 
common  multiplier,  we  get 

^  =  (2i)y-i)-f(22;y-«). 

if  ^,  Z>2>  etc,  be  the  initial  charges. 

When,  by  shortening  the  wire  k^,  we  send  the  root  depending  upon 
its  presence  to  -  oo ,  the  above  ratios  become  1  :  I  :  1  :  . . .  in  the  normal 
system  of  this  root     Taking,  then,  1,  1,  1,  etc.,  as  the  normal  functions, 

gives  the  common  charge  of  all  the  condensers  that  instantly  disappears. 
It  is  the  charge  due  to  the  initial  E.M.F.  in  the  circuit.  Its  disappear- 
ance makes  the  electric  force  polar. 

If  all  the  time-constants  p/k  of  the  separate  condensers  are  equal  we 
have  y-'-O  repeated  (m-  1)  times.    The  charges  at  time  t  are  therefore 

9i  =  (Di-'^K  92="  (^2"  ^K    e^-» 

where  €q  =  €"**'',  and  A  is  given  by  the  previous  equation. 

So  far  relating  to  a  single  closed  circuit,  the  next  simplest  case  is  that 
of  any  number  of  branches  uniting  two  points.  Here  the  sum  of  the 
currents  leaving  either  point  is  zero.  If  F^,  F^,  ...,  be  the  currents  in 
the  branches,  ail  reckoned  parallel,  p^^,  p^^, ...,  the  capacities  in  the  first 
branch,  p^,  p^^,  ...,  in  the  second,  with  a  similar  notation  for  the  other 
quantities,  we  nave 

^1  =  (^u/Pu  +  n)qii  =  {^iJPu  +  ^)9i2  =  •  •  •> 

^"2  =  (^2l/P21  +  ^)^21  =  ( Wi^22  +  ^)922  =  —  » 

etc.,  and  the  sum  of  the  Ps  is  zero.  These  give  the  determinantal 
equation 

(2y,-i)-i  +  (2y2-i)-i-K2y3-i)-i.H...=0, 

each  summation  to  include  all  the  ^'s  in  one  branch  only.  That  is,  the 
sum  of  the  generalised  conductances  of  the  branches  in  parallel  is  zero. 
The  number  of  missing  roots  is  one  less  than  the  number  of  branches. 
The  full  number,  equal  to  the  number  of  condensers,  ma}'  be  got  by 
inserting  condenserless  conductors  in  all  the  branches  except  one ;  if  in 
that  one  idso,  it  makes  no  difference  in  their  number,  though  altering 
their  magnitude. 
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If  there  be  no  inserted  condenserless  conductors,  it  will  be  necessary 
to  determine  what  part  of  each  charge  instantly  disappears.  We  have 
to  make  the  electric  force  polar,  and  therefore  equalise  the  £.M.F.'s  in 
the  different  branches  reckoned  the  same  way  between  the  two  points, 
and  do  it  by  making  equal  changes  in  the  initial  charges  in  any  one 
branch.  The  charges  q  at  time  /,  after  they  were  given  D,  are,  if  kjp  is 
the  same  for  every  condenser,  given  by 

?ii  =  (^ii-^iK»  ?2i  =  (^21  - -^2)«o»     e^» 

S'l2  =  (A2~-^lK»  ?22  =  (-^22  - -^2)^      «^-» 

etc.  etc. 

where  c^  is,  as  before,  the  time-function  of  the  repeated  root,  and  there 
is  one  il  to  be  found  in  each  branch.  It  will  not  be  necessary  to  take 
up  space  by  describing  how  they  are  got  in  this  special  case,  or  in 
writing  them  out,  as  the  following  method,  applicable  to  any  com- 
bination, will  apply. 

In  any  network  of  linear  conductors  there  is  a  certain  number  of 
degrees  of  freedom,  i,e,,  the  number  of  branches  in  which  the  currents 
must  be  given  in  order  that  they  may  be  known  in  all  the  rest  Thus, 
in  the  common  "  Bridge,"  the  currents  in  three  branches  being  given, 
those  in  the  rest  follow. 

(If  m  points  be  joined  by  ^m{m  -  1)  conductive  branches,  the  number 
of  current-freedoms  is  i(w-  l)(m-2).  This  is  (w-1)  less  than  the 
number  of  branches.) 

This  number  of  current-freedoms  is  just  the  number  of  the  missing 
( -  00 )  roots  in  the  determinantal  equation  when  the  branches  have 
condensers  connected  along  them  as  described  at  the  beginning.  As 
for  the  equation  itself,  if  the  characteristic  function  of  the  conductive 
combination  be  known,  it  may  be  got  by  turning  every  k  into  k  -k-pn  in 
it,  and  equating  the  result  to  zero. 

(The  characteristic  function  is  of  the  degree  (m  -  I )  in  terms  of  the 
conductances  (one  less  than  the  number  of  points) ;  hence,  when  for  h 
we  put  (k+pn),  the  determinantal  equation  is  of  the  degree  (m  -  1)  in  ti, 
so  that  the  roots  are  fewer  in  number  than  the  branches  by  the  number 
of  current-freedoms  in  the  conductive  network,  if  there  be  but  one  con- 
denser in  each  branch,  and  fewer  in  number  than  the  condensers  by 
the  number  of  current-freedoms  in  the  conductive  network  if  there  be 
many  condensers  in  each  branch.  If,  on  the  other  hand,  there  are  no 
condensers,  but  we  take  account  of  the  self-induction  of  every  branch, 
we  get  the  determinantal  equation  by  turning  k  into  (k~^  +  sn)~\  if  s 
be  the  inductance  of  a  branch.  There  will  now  be  (m-  1)  fewer  roots 
than  the  number  of  branches.) 

Now,  suppose  k/p  is  the  same  for  every  condenser,  and  we  want  to 
know  how  the  initial  charges  subside.  Let  us  number  the  branches 
1,  2,  3,  etc.,  and  choose  (arbitrarily)  a  certain  direction  in  each  for  the 
positive  direction  in  which  the  current,  RM.F.,  and  charges  (displace- 
ments) are  reckoned.  Let  every  capacity  have  two  suffixes,  the  first  to 
denote  which  branch  is  referred  to,  the  second  to  show  its  position  in 
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the  branch ;  and  do  the  same  with  the  charges  and  the  conductances. 
The  currents  T  only  want  one  suffix,  to  show  which  branch  is  referred 
to.  We  have,  then,  in  the  case  of  the  infinity  roots,  if  A^^,  etc.,  are 
the  charges  that  disappear, 

Aii  =  Ai2^Ai^=  ...  =Aif     say, 

etc. ;  that  is,  the  same  portion  of  the  charge  of  every  condenser  in  one 
branch  disappears  instantly.  Besides  that,  A^,  A^,  --f  in  the  different 
branches,  are  connected  together  by  the  same  conditions  of  continuity 
as  the  currents  in  the  different  branches.  That  is,  A^^  A^  ...,  form  a 
system  of  circuital  displacement. 

The  solution  is  therefore  of  the  same  form  as  in  the  previous 
equations,  and  we  have  only  to  find  one  A  for  each  branch  to  complete 
the  solution.     Initially,  we  have 

Z>ii  =  Ai  +  (Dji  -  ^1),  2>2i  =  ^ J  +  (D^  -  A 2),    etc., 

A2  =  -^1  +  (A2  -  ^i)y  ^22  =  ^2  +  (A2  -  A)f    «*<^-» 

As  =  ^1  +  (As  -  A)y  i>23  =  ^2  +  (As  -  ^2)»     «^-» 

etc.  etc. 

The  system  of  the  A*s  is  circuital  That  of  the  (D~AYb  is  such 
that  its  electric  force  is  polar.  The  mutual  energy  of  the  latter  and 
any  circuital  displacement  is  therefore  zero.  The  mutual  energy  of  the 
D's  and  any  circuital  displacement  is  therefore  equal  to  that  of  the  A'a 
and  the  same.  Let  this  '*  any  circuital  displacement ''  be  the  charges 
set  up  in  the  system  by  a  unit  impressed  force  in  any  branch  (equally 
in  shunt  and  condenser).  For  instance,  let  d^^,  d^^f  ^is*  ^^'>  ^®  ^^® 
charges  of  the  condensers  in  branches  1,  2,  3,  etc.,  due  to  unit  impressed 
force  in  branch  1.  Then  the  mutual  energy  of  the  Z>*s  and  d*s  equal 
that  of  the  A'b  and  ef  s.  But  the  latter  equals  twice  the  product  of  the 
impressed  force  of  the  d*3  into  the  displacement  of  the  A*s ;  or,  since 
the  impressed  force  is  unity  and  is  in  the  branch  1  only,  it  equals  2^^ 
itself.     Hence  A^  is  one  half  the  mutual  energy  of  the  D's  and  (f  s.     Or, 

A^  =  rfiiS  Djp^  +  (^122  DJp^  +  rfjsS  DJp^  + . . ., 

where  the  first  S  relates  to  branch  1,  the  second  to  branch  2,  and  so  on. 
Similarly,  if  d^^,  d^^  ^28'   •  •  >  ^®  *'^®  charges  in  1 ,  2,  3,  . . . ,  due  to  unit 
impressed  force  m  2,  we  have 

^2  =  d^i^  DJp^  +  d^2  Djp^  +  dgs^  I>JPs  +  •  -  •  • 

Thus  the  A*s  are  known  in  terms  of  initial  charges  and  of  the  d*B, 
The  latter  may  be  found  in  precisely  the  same  manner  as  the  current 
in  the  branches  due  to  the  unit  impressed  forces.  In  fact,  instead  of 
mutual  energy,  we  may  employ  the  idea  of  mutual  dissipativity  and 
activity.  Let  y^j,  y^^*  7is>  ®^->  ^  *'^®  currents  in  1,  2,  3,  ...  due  to 
unit  impressed  force  m  1 .     Then 

^1  =  yii2  A/^i + 7x22  ^2/^2 + ris-  A/^-s  +  •  - 

is  an  alternative  form  o{  A^     In  the  reasoning  we  should  now  imagine 


542  ELECTRICAL  PAPERS. 

the  U^  to  be  currents  (not  closed),  and  the  A^%  closed  currents,  and 
speak  of  mutual  dissipativity  or  of  activity.  The  matter  is  therefore 
reduced  to  the  problem  of  finding  how  current  due  to  impressed  force 
in  any  branch  divides  through  the  conductive  system. 

(When  the  time-constants  of  the  condensers  (shunted)  are  not  equal, 
the  charges  that  are  left  after  the  first  readjustment  require  to  be 
decomposed  into  their  proper  normal  systems,  to  be  done  by  the 
ff   =0  property.     This  does  not  present  anything  unusual.) 

The  following  is  the  tridimensional  representative  of  the  above 
method  of  finding  the  ^'s.  Referring  now  everything  to  the  unit 
volume,  let  Dq  be  the  initial  displacement,  and  p  the  capacity.  Divide 
Dq  into  two  parts,  of  which  one  is  circuital,  whilst  the  electric  force  of 
the  other  is  polar.     That  is,  let  A  be  the  circuital  displacement^  so  that 

div  A  =  0,  curl  (D^  -  A)/p  =  0  ; 

find  A.  The  mutual  energy  of  Dq  and  any  circuital  displacement  equals 
that  of  A  and  the  same,  because  the  force  (D^  -  A)/p  is  polar.  Let  the 
any  circuital  displacement  be  that  due  to  unit  e  at  any  point,  and  call 

itd.    Then  2dDo/p  =  2dA/p  =  2(e  +  f)A, 

if  f  is  the  polar  force  of  e, 

=  2  eA  =  tensor  of  A  at  the  place  of  e, 

if  6  be  parallel  to  A. 

Thus  we  know  the  distribution  of  A  as  soon  as  we  know  the  dis- 
placement due  to  impressed  force. 

Section  XXII.     The  Mechanical  Forces  and  Stresses. 
Preliminary.    The  Simple  Maxwellian  Stress. 

As  this  is  not  a  treatise  upon  the  theory  of  Elasticity,  it  will  be  only 
necessary  to  say  so  much  on  the  subject  of  stresses  in  general  as  will 
serve  to  introduce  us  to  the  principal  formulae  connecting  stresses  with 
the  corresponding  mechanical  forces,  which  we  may  find  useful  hereafter. 
This  can  be  done  very  briefly. 

A  simple  stress  is  either  a  tension  or  a  pressure  acting  in  a  certain 
line.  It  implies  the  existence  of  mutual  force  between  contiguous  parts 
of  the  substance  in  which  it  resides,  and  of  a  corresponding  state  of 
strain,  with  storage  of  energy  in  the  potential  form,  t.«.,  depending 
upon  configuration,  though  perhaps  ultimately  resolvable  into  kinetic 
energy.  Thus  if  we  fasten  a  cord  to  a  beam,  and  hang  a  weight  to  its 
free  end,  the  cord  is  slightly  stretched,  the  work  done  by  gravity 
during  the  stretching  is  somehow  stored  in  the  altered  configuration, 
and  the  cord  is  put  into  a  state  of  tension.  At  its  lower  end  the  tension 
in  the  cord  is  equal  to  the  weight  attached,  at  its  upper  end  to  the  same 
plus  the  weight  of  the  cord.  The  state  of  strain  of  course  extends  to 
the  beam,  and  to  the  beam's  attachments,  and  so  round  to  the  earth,  to 
which  we  ascribe  the  gravitational  force,  which  is  somehow  stressed 
across  the  air  to  the  weight,  and  from  the  weight  to  the  earth. 

If  the  stretched  cord  be  in  motion  in  its  own  line,  as  when  a  horse 
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tugs  a  barge  along  a  canal,  there  is,  besides  the  transfer  of  energy 
through  space  by  the  onward  motion  of  the  horse,  rope,  barge,  and 
dragged  water,  carrying  their  kinetic  energy  with  them,  a  transfer  of 
energy  through  the  rope  from  the  horse  to  the  barge,  and  through  the 
strained  barge  to  the  water,  where  it  is  wasted  in  friction.  The  rate  of 
transfer  per  second  equals  the  product  of  the  tension  of  the  rope  into  its 
speed,  and  the  direction  of  transfer  is  against  the  direction  of  motion. 

If  motion  be  transmitted  from  one  machine  to  another  by  means  of  a 
horizontal  endless  band,  the  transfer  of  energy  is  through  the  stretched 
half  of  the  band,  and  is  again  proportional  to  its  speed  (and  against  its 
motion),  and  to  the  difference  of  tensions  of  the  two  sections ;  a  uniform 
tension  meaning  continuously  stored  potential  energy. 

A  pressure  is  a  negative  tension.  If  the  tension  or  pressure  in  a  cord 
or  rod  be  not  uniform  in  amount  across  every  section,  we  see  at  once 
that  any  small  piece  of  the  cord  is  pulled  in  opposite  directions  by 
forces  of  different  amounts.  Their  difference  is  the  mechanical  force  on 
the  small  piece  considered,  and  measures  its  rate  of  acceleration  of 
momentum.  Thus,  if  P  be  the  tension  across  a  section  at  distance  z 
from  one  end,  dPjdx  is  the  mechanical  force  at  that  place,  per  unit 
length  of  cord,  acting  in  the  direction  of  x  positive.  Unless  otherwise 
balanced,  it  increases  the  momentum  of  the  cord.  Thus  -  dPjdz  is  the^ 
force  that  must  be  applied  to  keep  the  stress-difference  from  working. 
Examples: — (1).  A  vertically  hanging  cord;  unequal  tension;  applied 
force  gravity.  (2).  In  the  endless  horizontal  band  moving  with  uniform 
speed,  there  is  no  force  resulting  from  its  tension  except  where  it 
changes  in  intensity,  for  example  where  it  passes  over  pulleys.  At  a 
pulley  where  the  band  gives  out  energy,  the  force  and  velocit}'  product 
is  positive,  and  where  it  receives  energy,  negative.  These  forces  of  the 
stress-variation  are  the  negatives  of  the  forces  the  pulleys  exert  on 
the  band. 

The  most  general  stress  considered  in  the  common  theory  of  elasticity 
consists  of  three  simple  stresses  (pressures  or  tensions)  acting  in  three 
lines  at  right  angles  to  one  another  in  a  substance. 

When,  as  is  necessary  in  general,  the  axes  of  reference  are  not  the 
lines  of  action  of  the  mutually  perpendicular  simple  stresses,  the  follow- 
ing notation  is  the  most  convenient.  Although  a  tension  or  a  pressure 
is  not  a  vector  in  the  usual  sense,  since  it,  although  acting  in  a  certain 
line,  acts  both  ways,  yet  we  may  consider  only  one  side  of  a  stress  at  a 
time,  and  so  represent  the  stress  on  any  plane  by  a  vector.  On  this 
understanding,  let  P^,  P^,  P3,  be  the  vector  stresses  per  unit  area  on 
planes  whose  normals  are  x,  y,  z  respectively.  These  are  the  forces 
exerted  by  the  matter  on  the  positive  side  on  that  on  the  negative  side 
of  the  three  planes,  and,  being  forces,  are  vectors.  Let  the  scalar  com- 
ponents of  P,  be  P^,  Pi2»  ^3*  ®*'^-  y  *°^  i,  j,  k  be  unit  vectors  parallel 
to  X,  7,  z.    Then 

P,  =  iP,,+jPi2  +  kPi3,l 

P2  =  iAi+J^22  +  kP23,l (la) 

P3  =  i^31+J^S2  +  1^83.) 
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(The  first  of  a  double  suffix  fixes  the  plane,  and  the  second  the  direction 
of  the  force.)  Here  there  are  nine  components  in  a  general  stress.  Bat 
examination  of  the  force  on  a  unit  cube  arising  from  this  stress  shows 
at  once  that  the  transverse  stresses  must  be  equal  in  pairs,  i'ls^^si' 
etc.,  if  the  force  is  to  be  purely  translational,  thus  reducing  the  number 
to  six.     Then,  the  translational  force  due  to  the  stress  is 

idivPi+jdivP^  +  kdivPg;    (2a) 

i.e.,  the  ^-component  is  div  P^,  etc. 

Should,  however,  we  admit  the  possibility  of  nine  coefficients  (as  we 
may  do,  at  least  on  paper,  in  some  kinds  of  magnetic  and  electric 
stresses),  the  ^-component  of  the  translational  force  is  not  the  divergence 
of  Pj,  but  of  its  conjugate ;  thus 

oHsomponent  is  not     =  dP^Jdz  +  dP^Jdy  +  dP^JdZy 

but  is     =  dP^Jdx + dP^Jdy  +  dP^Jdz ;    (3a) 

a  distinction  which  disappears  when  P^^  =  p^^^  etc.  Besides  this,  there 
is  rotational  force  arising  from  the  stress,  whose  vector  moment  per  unit 
volume  is  [the  torque  per  unit  volume] 

which  also  vanishes  when  P^i  =  P|2»  ®^-  Should  this  be  the  case,  the 
negative  of  (2a)  is  the  applied  force  required  for  equilibrium.  If  not, 
then  the  negative  of  (3a)  is  the  x-component  of  the  applied  force 
required  to  balance  the  translational  force,  and  the  negative  of  (4a)  is 
required  to  balance  the  torque. 

There  are  three  applications  of  this  theory  of  stress.  The  first  is  in 
the  dynamical  theory  of  elastic  bodies;  the  second  is,  after  Faraday 
and  Maxwell,  in  the  explanation  of  forces  of  unknown  origin 
by  means  of  stress  in  a  medium ;  and  the  third  application  consists 
in  the  use  of  the  stresses,  not  for  explanation,  but  for  purposes  of 
investigation. 

Thus,  as  from  a  given  state  of  stress  we  derive  the  corresponding 
mechanical  forces  by  differentiations,  so  we  may  obtain  a  state  of  stress 
that  will  produce  a  given  distribution  of  force  of  any  origin  by  integra- 
tions. The  former  is  an  exact  process ;  the  latter  is  to  a  certain  extent 
indefinite ;  for  we  may  clearly  add  to  the  state  of  stress  that  gives  rise 
to  certain  forces  any  state  of  stress  that  gives  rise  to  no  forces.  We 
should  naturally  choose  the  simplest  forms  that  present  themselves, 
unless  there  should  be  reasons  against  this.  We  have  a  choice  of 
formulae  for  yet  another  reason,  viz.,  when  it  is  not  the  exact  distribu- 
tion of  force  that  is  known,  but  only  its  resultant  effect  on  a  solid  body, 
of  which  examples  will  occur  later.  We  need  not  bind  ourselves  to  the 
hypothesis  that  a  certain  state  of  stress  really  exists  in  a  certain  case, 
but  merely  use  the  stress-vectors  as  auxiliary  functions  to  assist  the 
reasoning,  if  the  investigations  should  be  assisted  thereby. 

The  gravitational  application  made  by  Maxwell  requires  a  pressure 
along  a  line  of  gravitational  force  combined  with  an  equal  tension  in  all 
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directions  perpendicular  to  it.  But  the  intensity  of  the  stress  is  some- 
thing stupendous,  being  at  the  earth's  surface 

=  ^(,^^t^t'l}^^lr..y  =  59  X  1010  dynes  per  sq.  cm., 

or  3770  tons  per  square  inch.  (Maxwell  made  it  ten  times  as  much,  so 
I  give  the  above  figures,  in  which  I  do  not  see  any  error ;  the  unit  mass 
is  that  of  3928  grams,  614  x  lO^^  that  of  the  earth,  and  637  x  10«  cm. 
its  radius.)  In  the  earth,  on  the  supposition  of  uniform  density,  it 
would  be  proportional  to  the  square  of  the  distance  from  the  centre. 
But  a  very  severe  mental  tension  is  caused  by  an  endeavour  to  imagine 
this  stress  to  really  exist.  Yet  the  action  of  gravitation  must  be 
transmitted  somehow. 

First  Electromagnetic  Application, 

No  objection  on  the  score  of  enormously  great  stresses  being  required 
applies  when  the  electric  and  magnetic  mechanical  forces  are  in  question. 
In  fact  the  method  seems  peculiarly  fitted  for  their  explanation.  The 
cause  of  this  would  seem  to  be  twofold.  Gravitational  matter  is  all 
attractive,  and  is  collected  in  great  lumps.  The  electric  and  magnetic 
"  matters,"  on  the  other  hand,  are  comparatively  superficial  affairs,  and 
are  always  in  equal  amounts  of  opposite  kinds.  If,  as  some  suppose, 
the  earth  is  full  of  electricity,  it  might  as  well  not  be  there,  for  all  the 
good  it  does. 

As  a  first  simple  application,  let  us  confine  ourselves  to  a  portion  of 
space  in  which  there  are  no  impressed  electric  or  magnetic  forces,  and 
the  dielectric  capacity,  the  conductivity,  and  the  magnetic  permeability 
are  all  constants,  i.e.,  a  homogeneous  isotropic  medium.  There  are 
three  mechanical  forces  to  be  accounted  for  by  a  state  of  stress. 

(1).  The  mechanical  force  on  electrification.  This  is,  per  unit 
volume, 

E/>  =  E  divD=;?E  divE,    (5a) 

if  B  and  D  are  the  electric  force  and  displacement,  and  p  =  c/iir  the 
condenser  capacity  per  unit  volume.  It  acts  parallel  to  E,  which  is  the 
force  per  unit  density. 

(2).  The  mechanical  force  called  by  Maxwell  the  Electromagnetic 
force.    This  is, 

VrB  =  V(itE+i?E)ftH,   (6a) 

k  being  the  conductivity,  /a  the  permeability,  H  and  B  the  magnetic 
force  and  induction,  and  F  the  true  current,  the  sum  of  the  conduction 
current  and  that  of  elastic  displacement.  It  is  perpendicular  to  both 
the  current  and  the  induction,  and  is  in  strength  equal  to  the  product 
of  their  tensors  into  the  sine  of  the  angle  between  their  directions. 
Its  existence  in  a  dielectric  is  speculative,  but  it  is  difficult  to  do 
without  it. 

(3).  A  mechanical  force  that  we  may  call  the  Magnetoelectric  Force. 
It  is 

47rVDO  =  VDB  =i?/AVBH,    (7a) 

H.E.P. — VOL.  I.  2M 
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where  0  is  the  magnetic  current,  or  the  time-variation  of  the  magnetic 
induction  -r  iir.  Its  existence  anywhere  is  speculative,  but  it  is 
absolutely  needed  as  a  companion  to  the  last.  It  is  perpendicular  to 
the  electric  displacement  and  to  the  magnetic  current.  If  v  be  the 
velocity,  the  activity  of  this  force  is 

47rvVDO  =  47rOVvD ;    {Sa) 

hence  49ryyD  is  the  magnetic  force  "  of  induction,"  due  to  the  motion, 
the  second  form  of  (8a)  expressing  its  activity.  The  existence  of  this 
magnetic  force  due  to  motion  in  an  electric  field  was  concluded  before 
by  general  reasoning.  [See  p.  446.  Notice  that  the  impressed  force 
required  to  balance  the  magnetoelectric  force  is  the  negative  of  (7a) ; 
so  that  the  motional  ma^etic  force,  regarded  as  impressed,  is  the 
negative  of  (8a).  Similarly  as  regards  the  electromagnetic  force  and 
the  motional  electric  force,  p.  448.  Some  worked  out  examples  will 
follow.] 

The  magnetoelectric  force  can  only  exist  in  transient  states.  The 
electromagnetic  force  exists  in  steady  states  as  well,  but  then  there 
must  be  dissipation  of  energy  going  on.  The  force  on  electrification  is 
independent  of  whether  the  state  is  steady  or  transient. 

The  forces  (1)  and  (3)  are  explained  by  a  simple  Maxwellian  stress, 
electric ;  whilst  (2)  is  explained  by  a  similar  magnetic  stress.  A  simple 
Maxwellian  stress  consists  of  a  tension  along  a  certain  line  combined 
with  an  equal  lateral  pressure.  Let  U^  and  T^  be  the  electric  and 
magnetic  energies  per  unit  volume,  or  ^pW  and  ^fiBr/ATr,  Then  U^ 
is  the  intensity  of  the  electric  stress,  and  T^  that  of  the  magnetic  stress. 
The  tension  is  parallel  to  the  electric  force  in  the  one  case,  and  to  the 
magnetic  force  in  the  other,  the  pressures  being  perpendicular  to  their 
directions. 

The  electric  stress  on  any  plane,  defined  by  its  unit  vector  normal  N,  is 

(EN)D-  t/jN,    (9c0 

that  is,  a  force  parallel  to  D  of  intensity  EN  x  tensor  of  D,  combined 
with  a  normal  pressure  of  intensity  Uy  Similarly  the  magnetic  stress 
on  the  plane  is 

(HN)B/47r  -  r^N,    (10a) 

ie.f  a  force  parallel  to  B  of  intensity  HN  x  tensor  of  B/47r,  combined 
with  a  normal  pressure  of  intensity  Ty  By  taking  N  =  i,  j,  k,  in 
succession,  we  may  obtain  the  corresponding  three  stress  vectors  on 
their  planes.  But  the  simple  Maxwellian  stress  is  fully  defined  by  the 
single  expression  (9a)  or  (lOa),  according  as  it  is  electric  or  mi^netic, 
N  being  in  any  direction  we  please. 

To  prove  that  these  stresses  give  the  required  forces,  it  is  sufficient  to 
differentiate  them.  The  divergence  of  the  N-plane  stress-vector  is  the 
N-component  of  the  mechanical  force  due  to  the  stress.  Thus  the 
divergence  of  (9a)  gives  the  N-component  of  the  forces  (1)  and  (3), 
whilst  that  of  (lOa)  gives  the  force  (2).  As  the  transformations  will 
occur  later  in  a  more  general  manner,  space  will  not  be  occupied  by 
them  here.  Whether  these  stresses  be  realities  or  not  (physically), 
there  can  be  no  doubt  as  to  their  appropriateness. 
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The  medium  is  in  equilibrium  in  all  places  where  there  is  no  electrifi- 
cation, or  electric  or  magnetic  current.  Thus,  in  the  region  outside  a 
wire  supporting  a  steady  conduction  current,  the  stress-vectors  have  no 
divergence,  and  there  is  no  mechanical  force  arising  from  the  stresses. 
On  the  plane  containing  both  the  electric  and  magnetic  forces,  the 
stress  is  a  normal  pressure,  of  intensity  U.-\-T^y  acting  in  the  line  of 
transfer  of  energy.  If,  further,  the  electric  and  magnetic  forces  are 
perpendicular,  as  when  the  circuit  lies  in  one  plane,  we  have  a  tension 
[j\  -  T^  in  the  line  of  the  electric,  and  a  tension  T^  -  U.  in  the  line  of 
the  magnetic  force.  Lastly,  if  also  L\  and  T^  are  equal,  we  have  left 
only  the  previously  mentioned  simple  pressure. 

Generally,  let  the  normal  N  to  any  plane  make  an  angle  6  with  E 
and  4*  with  H;  then  the  force  on  the  N-plane  is  compounded  of  a 
normal  tension 

U^  cos  2/9+ 7\  cos2<^, 

and  two  tangential  forces 

U^  sin  20,        and         T^  sin  2</», 

the  first  being  in  the  plane  of  E  and  N,  the  secontl  in  that  of 
H  and  N. 

There  is  another  imi)ortant  case  (not  a  steady  state)  in  which  the 
stress  reduces  to  a  pressure  in  one  line,  viz.,  in  the  propagation  of  a 
plane  wave  through  a  homogenous  isotropic  nonconducting  medium. 
Let  z  be  measured  in  the  direction  of  propagation,  x  and  y  at  right 
angles  to  z ;  then  if  E  is  parallel  to  x,  H  is  parallel  to  y.  If  we  look 
along  z  in  the  +  direction,  and  E  be  +  upward,  H  will  be  +  to  the 
right.  They  keep  time  tog«aher  in  all  their  variations  of  intensity  at 
any  place,  and  are  of  such  relative  magnitude  that  Z/j  and  1\  are 
equal.     Thus, 

E  =  fii;VHN,  H  =  rrVNB,  ?'2  =  (/xc)-\    (11a) 

if  «?  be  the  speed  of  the  wave  and  N  a  unit  vector  parallel  to  z.  Or  if 
A',)  and  //^  are  the  tensors  (magnitudes,  apart  from  direction)  of 
E  and  H, 

Ao  =  /x/7/o,  Hq  =  cvEq. 

Here,  E  and  H  being  perpendicular  and  such  that  U^  =  Tj,  the  stress 
is  a  simple  pressure  ^=21/^  =  2Ty  in  the  line  of  z.  The  only  mechanical 
force  arising  therefrom  is  one  parallel  to  z,  due  to  the  variation  of  P 
along  z.  This  force  is  the  sum  of  the  electromagnetic  and  magneto- 
electric  forces,  which  are  equal,  and  parallel  to  z,  each  represented  by 
-  hdPjdz,  per  unit  volume. 

Since  the  medium  is  not  in  equilibrium  under  the  stress  P,  there  is 
translatory  motion  in  the  line  of  z.  This  requires  the  medium  to  be 
compressible.  Thus  a  wave  of  compression  travels  with  the  electro- 
magnetic wave.  The  compression  is,  however,  only  an  effect  of,  not  the 
electromagnetic  disturbance  itself  Thus,  in  the  case  of  a  simple 
harmonic  wave,  there  is  a  translatory  to-and-fro  motion  of  the  parts  of 
the  medium  in  the  line  of  propagation,  accompanying  the  wave ;  having 
double  its  frequency,  as  there  are  two  maxima  of  pressure  in  a  wave- 
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length.  Assuming  a  light-ray  to  be  an  electromagnetic  wave  of  this 
kind,  and  taking  the  amplitude  of  H  to  be  '02  cg.s.  in  strong  sunlight, 
requiring  the  amplitude  of  E  to  be  6  x  10^,  or  6  volts  per  cm.,  with  an 
electric  current-density  of  240  cg.s.,  the  maximum  translational  force, 
-  dP/dz  parallel  to  z,  is  about  5  dynes  per  cubic  cm.  It  is  here  sup- 
posed that  the  disturbance  is  simple-harmonic,  and  that  vk/w  =  4  x  10^, 
if  A.  is  the  wave-length.  The  translational  momentum  parallel  to  z  is, 
in  general,  2UJv-\-  a  constant  independent  of  the  time. 

This  motion  of  the  medium  parallel  to  z,  not  to  be  confounded  with 
the  internal  motions  of  the  disturbance,  must  react  upon  the  electro- 
magnetic wave.  For,  if  v^  be  the  z-velocity  (vector),  the  electric  force 
induced  by  the  motion  is  fiVHVp  and  the  magnetic  force  induced  by 
the  motion  is  cVv.E ;  to  a  first  approximation  E  and  H  are  altered  to 
these  extents.  If  we  compare  these  expressions  with  (lla)  above,  we 
see  that  7;N  =  v^  makes  the  electric  and  magnetic  forces  induced  by  the 
motion  equal  to  the  original  electric  and  magnetic  forces.  This  result 
of  a  uniform  speed  of  motion  of  the  medium  in  the  direction  of  propa- 
gation does  not,  however,  mean  more  than  the  expression  of  the  fact 
that  if  we  travel  with  a  wave,  and  at  the  same  speed,  the  wave  will 
appear  stationary. 

The  size  of  v^  depends  upon  the  density  of  the  medium,  varying 
inversely  with  it.  But  v^  is  not  likely  to  be  anything  but  a  very 
minute  fraction  of  the  velocity  of  propagation,  and  therefore  negligible, 
unless  we  artificially  increase  the  electromagnetic  or  magnetoelectric 
forces  by  passing  a  ray  of  light  through  a  strong  magnetic  or  electric 
field.  Noticing  that  H  =  -02  is  quite  small,  we  can  greatly  multiply  the 
electromagnetic  force  by  sending  a  ray  across  the  lines  of  force  of  a 
strong  magnetic  field,  whilst  keeping  its  direction  the  same  (along  the 
ray).  If,  on  the  other  hand,  we  send  a  ray  parallel  to  the  lines  of  force 
of  the  field,  there  is  transverse  electromagnetic  force,  and  transverse 
motion  produced,  far  exceeding  the  original  in  amount  Under  such 
circumstances  we  might  expect  the  effect  of  V|  to  be  not  negligible. 
These  remarks,  it  will  be  noticed,  rest  upon  the  existence  of  the 
supposed  stress. 

Section  XXIII.    The  Mechanical  Action  between  Two  Regions. 

Summary  of  some  remits  of  Vector  Analysis, 

In  order  to  keep  the  present  section  within  limits,  it  will  be  desirable 
to  first  give  a  short  summary  of  certain  general  relations,  discussed  at 
length  in  pi*evious  articles. 

Let  there  be  a  distribution  throughout  space  of  a  vector  H,  to  be 
mentally  realised  by  drawing  lines  following  its  direction,  packing  them 
closely  where  H  is  strong,  loosely  where  it  is  weak,  rf  may  be  the 
intensity  of  electric  or  magnetic  force,  the  mechanical  force  on  the  unit 
of  the  corresponding  matter.  The  field  of  H  is  decomposable  into  two 
fields  of  very  different  natures,  say,  H  =  P  +  K,  such  that  P  is  a  polar 
force,  its  line-integral  round  any  circuit  being  zero,  and  K  has  no  (fiver- 
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gence,  or  is  circuital.  From  this  property  it  follows  that  ^  FE  through 
all  space  is  zero,  matdng 

The  divergence  of  H  is  that  of  F  only ;  the  curl  of  H  is  that  of  E 
only.     Let 

divH  =  47r/5,  curlH  =  4irr;    (12a) 

then  p  is  the  density  of  the  "  matter  "  of  F,  and  F  is  the  density  of  the 
"  current "  of  E.  (Say  magnetic  matter  and  electric  current,  or  electric 
matter  and  negative  magnetic  current ;  but,  so  far  as  the  present  section 
is  concerned,  die  matter  and  current  are  simply  defined  by  (12a).  Let 
P  and  A  be  the  potentials  at  any  point,  Q,  of  the  matter  and  the 
current^  according  to 

P^'^p/r,  A  =  2:F/r,    (I3a) 

r  being  the  distance  from  /o  or  F  to  the  point  Q  where  P  or  A  is 
reckoned.    Then 

F=-VP,  E  =  curlA,    (14a) 

show  the  derivation  of  F  and  E  from  the  corresponding  potentials. 
Also 

F=-2;pf,  E=-2VFf,    (15a) 

if  f  be  the  vector  force  at  the  place  of  p  or  F,  due  to  unit  matter  at  Q, 
where  F  or  E  is  reckoned.  If  we  call  the  quantity  ^  H^/8ir  the  energy 
of  H,  the  total  energies  of  F  and  E  are 

2JF747r  =  2JP/),  2JE2/4ir  =  2JAr (16a) 

The  mechanical  force  per  unit  volume  is 

pH  +  VFH (17a) 

Limitation  to  a  hounded  region. 

The  above  referring  to  all  space,  in  order  to  apply  the  results  to  a 
bounded  region  we  must  suppose  H  =:  0  outside  it,  for  our  temporary 
purpose,  but  without  altering  H  within  the  region.  This  makes  p  and 
F  zero  in  the  outer  region,  keeps  them  unaltered  in  the  inner  region, 
and,  owing  to  the  sudden  cessation  of  H  at  the  boundary,  introduces 
new  matter  and  current  there.  Let  a\  and  y^  be  the  surface  repre- 
sentatives of  p  and  F.     They  are  given  by 

NiH  =  47rcri,  VNiH  =  47r7i,     (18a) 

corresponding  to  (12a),  N^  being  the  unit  normal  from  the  boundary  to 
the  inner  region.  If,  now,  we  include  this  surface  matter  and  current 
in  the  former  p  and  F,  the  results  are  applicable  to  the  inner  region 
outside  which  H  has  been  abolished,  or  to  all  space  if  we  like  to  keep 
the  outer  H  zero.  P  must  be  the  potential  of  p  and  o-^,  and  A  the 
potential  of  F  and  y^ 

As  H  in  the  inner  region  is  the  same  as  before  H  in  the  outer 
region  was  abolished,  it  follows  that  the  force  in  the  inner  region  due 
to  the  surface  matter  and  ciurent  is  identically  the  same  as  that  due  to 
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the  abolished  p  and  V  in  the  outer  region.  And,  as  there  is  now  no 
force  in  the  outer  region,  it  follows  that  the  force  in  the  outer  region 
due  to  the  surface  matter  and  current  is  the  negative  of  that  due  to 
the  matter  and  current  in  the  inner  region.  If,  for  example,  there  was 
originally  no  p  and  no  V  in  the  outer  region,  the  force  in  the  inner 
region  due  to  the  surface  matter  is  the  negative  of  that  due  to  the 
surface  current,  so  that  together  they  produce  no  force  in  the  inner 
region,  whilst  in  the  outer  region  their  joint'  effect  is  the  negative  of 
that  of  the  p  and  F  in  the  inner  region. 

Similarly  we  may  treat  the  outer  region  as  self-contained,  by  making 
H  =  0  in  the  inner  region,  and  introducing  surface  matter  and  current 
given  by 

NjjH  =  iiro-jj,  V  N2H  =  4^72* 

N.,  being  the  unit  normal  from  the  boundary  to  the  outer  region. 
Since  Nj  =  -  Np  o-g  and  y^  are  the  negatives  of  the  former  o-j  and  7,. 
The  force  in  the  inner  region  due  to  cr.^  and  y^  is  the  negative  of  that 
due  to  the  p  and  F  in  the  outer  region,  whilst  in  the  outer  region  it  is 
the  same  as  that  due  to  the  abolished  p  and  F  in  the  inner  region.  It 
will  be  convenient  to  have  a  fixed  way  of  reckoning  the  normal  and  the 
surface  matter  and  current.  Let  the  normal  be  always  +  from  the 
boundary  to  the  outer  region,  and  be  called  N,  the  same  as  the  former 
Ng.  Similarly  call  the  surface  matter  and  current  o-  and  y,  correspond- 
ing to  N,  being  the  former  <r^  and  y^  so  that  o-j  =  -  or,  and  y^  =  -  7. 

Inteiifud  and  External  Energies, 

Let  /Sj,  1\,  and  p,^  T^  be  the  matter  and  current  densities  in  the 
inner  and  the  outer  regions,  o-  and  7  the  surface  matter  and  current 
(as  just  defined),  1\,  A^,  P^  Ag,  and  A,  A^,  the  potentials  of  the  inner, 
the  outer,  and  the  boundary  matter  and  current,  after  (13a).  Then  the 
energies  in  the  internal  and  the  external  regions  are 

and  2KA,  +  Ao)(r,  +  y)  +  2i(P,  +  P,)(/,,  +  <r)J ^      ' 

respectively,  by  (16a).  But  also,  by  disregarding  the  boundary  alto- 
gether, the  total  energy  in  both  regions  is 

2i(A,-fA,)(F,  +  F2)  +  i:j(7>j.fi>2)(p,.fP2) (20rt) 

So  the  sum  of  the  two  expressions  in  (19a)  equated  to  that  in  (20rt) 
gives  us  the  necessary  relation 

S  (A,F2  +  P,p,)  =  S  {7(A2  -  Ai)  +  <r(P,  -  P,)  4-  Ao7  +  Po<r}  ; 

both  members  being  expressions  for  the  mutual  energy  of  the  matter 
and  current  in  the  two  regions.  If  there  is  no  /o  or  F  in  the  outer 
region,  this  is  equivalent  to 

0  =  i:(A7  +  iV-Ao7-V)» 
and  the  external  and  the  internal  energies  are 

1'  i(A,7  +  P.^).        and         ^  i(Ar  -f  Pp)  -  2  i(A^  -h  /», 
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respectively.  The  first  of  these  we  may  also  write  as  ^APo-,  if 
H  =  -  VP,  as  it  can  be  expressed ;  or  else  as  ^  ^Ay,  if  curl  A  =  H, 
which  is  possible  when  S  o-  =  0. 

Mechanical  Fares  between  the  Begiom, 

There  being  matter  and  current  in  either  or  both  regions,  the 
resultant  force  on  the  inner  region  is 

2(piH  +  VriH),    (21a) 

the  summation  extending  throughout  the  region.  It  is  zero  on  any 
region  in  which  there  is  no  matter  or  current.     Similarly 

2(/)^  +  Vr5^)    (22a) 

is  the  resultant  force  on  the  outer  region,  the  summation  extending 
through  it  Since  the  summations  in  (21a)  and  (22(()  together  include 
all  space,  the  one  sum  is  the  negative  of  the  other.  Or,  as  (21a)  is  the 
resultant  force  of  the  outer  on  the  inner  region,  and  (22a)  is  that  of  the 
inner  on  the  outer  region,  the  one  is  the  negative  of  the  other.  That  is 
to  say,  action  and  reaction  are  equal  and  opposite ;  or,  stress  is  mutual; 
or,  a  complete  dynamical  system  cannot  set  itself  moving,  when  taken 
as  a  whole.     Both  (21a)  and  (22a)  are  expressed  by 

±2J(crH  +  V7H),     (23a) 

taken  over  the  boundary,  using  the  +  sign  to  express  the  force  of  the 
outer  on  the  inner  region,  and  the  -  sign  to  express  that  of  the  inner 
region  on  the  outer.  Comparing  (23a)  with  (22a)  and  (21a),  we  see 
that  boundary  matter  and  current  take  the  place  of  the  matter  and 
current  in  the  inner  or  the  outer  region  as  the  case  may  be.  We  may 
verify  the  equivalence  of  (23(t)  to  the  others  by  differentiation,  applying 
the  perennially  useful  and  labour-saving  Theorem  of  Convergence  to 
either  region  with  the  common  boundary ;  but  the  reason  of  (23a)  and 
its  necessity  may  be  more  simply  seen  thus.  When  we  abolish  the 
external  field,  and  put  -  a-  and  -  y  on  the  boundary,  we  make  the 
inner  region,  with  the  boundary  matter  and  current,  a  complete  system, 
on  which  there  is  no  resultant  force.  The  resultant  force  on  the  surface 
matter  and  current  -  o-  and  -  y  is  therefore  the  negative  of  that  on  the 
internal  p  and  P.  But  the  surface  matter  and  current  are,  so  far  as  the 
mechanical  force  between  the  regions  is  concerned,  equivalent  to  the 
external  matter  and  current.  Hence  the  resultant  force  on  o-  and  y  is 
the  same  as  that  of  the  p  and  P  in  the  outer  region  on  the  p  and  P  in 
the  inner.  Hence,  in  (21a)  we  may  put  a-  and  y  for  p^  and  Pj.  But 
then,  since  by  this  we  turn  the  volume-integral  into  a  surface-integral, 
we  must  take  the  mean  value  of  H  through  the  infinitely  thin  layer  of 
the  surface  matter  and  current.  This  is  ^H,  since  H  =  0  outside  when 
the  surface  matter  and  current  are  taken  instead  of  the  external  /o.^  and 
T.,,  Hence  the  presence  of  the  ^  in  (23«). 
The  vector  in  that  expression,  viz., 

U^rE  +  YyE), .(24«) 

is  the  vector  stress,  accordiug  to  the  last  section,  legardinj;  one  side  of 
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it  only,  the  force  of  the  outer  on  the  inner  region  per  unit  area  of  the 
boundary.     Putting  a-  =  NH/4ir,  y  =  VNH/4jr,  it  takes  the  form 

H(HN/47r)  -  N(HV8^) (25a) 

Hence  it  is  a  simple  Maxwellian  stress  of  intensity  H^Sir. 

It  is  not  necessary,  in  reckoning  the  resultant  mutual  force  between 
the  regions,  to  take  H  in  the  formulae,  i.e.,  to  take  the  intensity  of  the 
force  due  to  the  matter  and  current  in  both  regions.  Thus,  Hibeing 
the  force-intensity  due  to  p^  and  Fj,  and  Hg  that  due  to  p^  and  T^  the 
resultant  forces  on  the  inner  and  outer  regions  are 

'^(p,E,  +  Yr,E,)        and        2  (p^H^  +  Vr^H^)    (26a) 

respectively.  Comparing  with  (21a)  and  (22a)  we  see  that  this  is 
equivalent  to  saying  that 

0  =  2(p,H,  +  Vr,H,),        0=^2{p^,  +  YT,E,) (27a) 

Bemember  that  in  the  inner  region  Hg  is  the  same  as  the  force- 
intensity  due  to  -cr  and  -y;  whilst  in  the  outer  region  Hj  is  the 
same  as  that  due  to  +or  and  +  y.  The  (26a)  expressions  are  equivalent 
to  the  boundary  summations 

^((rHa  +  VyH.^)         and  -  S  (crHj  +  VyHj) ; 

or,  in  terms  of  the  surface  Hj  and  Hg  only,  to 

±2{Hi(NHo)  +  H2(NHi)-N(HiH2)}/47r (28a) 

H  mid  P  in  either  region  due  to  p  and  T  in  the  otiier. 

For  distinctness,  let  there  be  no  p  or  F  in  the  outer  region.  H  is 
then  given  by 

H=  -2(/>f+VFf)=  -V2;?p  +  curl2;?F,    (29a) 

H  being  reckoned  at  a  fixed  point  Q,  and  p  and  f  being  the  potential 
and  force-intensity  at  the  place  of  p  and  F  due  to  unit  matter  at  Q. 
That  is, 

i?=l/r,  f=ri/r2, 

if  r  be  the  distance  from  Q  to  the  place  of  p  or  F,  and  r^  a  unit  vector 
along  r  from  Q.  For  p  and  F  we  may  substitute  the  surface  matter 
and  current,  when  the  point  Q  is  in  the  outer  region ;  thus, 

H=  -2((rf+V7f)=  -V2^  +  curl2j?7 (30a) 

Then,  since  o-  and  y  depend  only  upon  the  boundary  H,  if  H  be  given 
only  over  a  closed  surface,  we  know  H  through  the  whole  external 
space,  so  far  as  it  depends  upon  p  and  F  within  the  surface,  and  there- 
fore definitely  throughout  the  external  space  when  there  is  p  and  F 
only  within  the  surface  (or,  in  the  extreme,  upon  it).  As  we  change 
the  form  of  the  boundary,  the  distributions  of  the  surface  or  and  y 
change.  There  may  be  matter  only,  viz.,  when  H  is  normal  every- 
where, or  the  boundary  is  an  equipotential  surface  (say  due  to  an 
electrically  charged  conductor).  There  would  be  current  only  if  H 
could  be  everywhere  tangential,  but  this  is  not  possible  if  H  be  magnetic 
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force,  at  least  without  having  current  in  the  outer  region.  In  general, 
we  have  both  matter  and  current.  Although  the  external  field  is 
definitely  fixed  by  the  surface  H,  we  can  get  no  information  from  it  as 
to  the  internal  field,  except  that  D(r  =  2)/o,  or  the  matter  on  the  surface 
is  the  same  in  amount  as  that  within  it.  If  this  be  not  zero,  there  is 
matter  of  amount  -  2)  o-  or  -  ^/)  on  the  surface  at  infinity,  if  we  stop  the 
extension  of  space.  A  closed  current  is  equivalent  to  equal  amounts  of 
+  and  -  matter ;  so  is  a  magnet. 

In  the  second  form  of  (30a),  the  force  H  is  derived  from  the  scalar 
potential  of  or  and  the  vector  potential  of  y.  We  can,  however,  derive 
it  from  a  scalar  potential  only,  thus : — Since  the  surface  H,  say  Hq,  is 
given,  the  surface  potential  can  be  found,  except  as  regards  a  constant, 
by  a  line-integration  on  the  surface  from  a  fixed  point,  whose  potential 
is  taken  as  zero.    Thus,  Pq  being  the  surface  potential, 

Po=-|hA    (31a) 

Hotite  being  the  scalar  product  of  Hq  and  ^s,  the  vector  element  of  the 
line  of  integration.  Then,  if  P  is  the  potential  at  the  external  point  Q, 
we  shall  have 

i>  =  :i:^-S(fN)Po/4ir (32a) 

and  H  =  -  Vi^  The  first  2  gives  that  part  of  the  external  potential 
due  to  the  suiface  matter,  o'  =  H0N/4ir.  The  second  part  is  the  scalar 
potential  of  the  current ;  that  is,  if  it  be  electric  current,  it  is  its  mag- 
netic potential.  Or,  it  is  the  external  magnetic  potential  of  a  closed 
magnetic  shell,  noi-mally  magnetised  to  strength  PJ^v,  For,  if  I  be 
the  vector  magnetic  moment  of  a  small  magnet,  its  potential  at  Q  is 
-  If ;  in  the  present  case  I  =  JXPJiir,  and  Po/i^  is  the  moment  per  unit 
area.  It  is  the  same  as  Maxwell's  "current-function"  of  a  current- 
sheet.  Test  (32a)  by  the  Convergence  Theorem.  The  indeterminate- 
ness  of  Pq  as  per  (31a)  as  regards  a  constant  does  not  affect  (32a),  the 
external  potential  of  a  closed  magnetic  shell  of  uniform  strength  being 
zero. 

The  extmiud  P  in  tei'ms  of  the  Surface  Pq, 

Let  it  be  the  surface  Pq  that  is  given,  not  H^  the  surface  force.  A 
part  of  P  is  known,  viz.,  the  second  term  on  the  right  of  (32a).  But 
the  first  term  being  in  terms  of  the  force,  through  or,  must  be  got  rid  of. 
Let  z  denote  the  operator  that  finds  the  external  potential  of  the  mag- 
netic shell ;  that  is,  x  =  -  2  (fN)/4ir  operating  upon  P0,  finds  xPq  the 
external  potential  of  the  shell  of  strength  Po/iv ;  this  potential  xPq  is 
not  the  same  as  P.  Let  x^Pq  denote  the  surface  value  of  xP^,  not  the 
same  as  Pq.  Then  we  may  denote  hy  Xq~^  the  operator  which,  acting 
upon  Pq,  finds  x^^^Pq,  the  strength  of  shell  whose  potential  is  Pq  at  the 
surface.     Then,  at  an  external  point. 

To  render  this  process  intelligible,  expand  x-q"^  thus  : — 

Xq'^=={1-{1-Xq)}'^  =  1+{\-Xq)  +  {]-Xq)^+,.., 
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Then  we  have 

7>  =  x{/^  +  (l-.ro)7'o  +  (l-^^y'n+...},    (33fl) 

giving  the  external  P  in  terms  of  the  surface  Pq  by  direct  operations, 
when  for  x  we  put  its  rational  equivalent  -  2  (fN)/47r. 

The  first  approximation  is  xP^,  The  next  is  x{Pq  -  x^P^^  and  so  on. 
It  is  a  process  of  exhaustion.  But  it,  only  works  when  2/)  =  0.  (33(i) 
therefore  solves  the  problem  of  finding  the  potential  throughout  a  region 
bounded  by  a  closed  surface  (taking  N  as  the  inward  normal)  in  terms 
of  the  surface  potential,  the  p  and  F  being  on  the  other  side.  And, 
when  p  and  F  are  inside,  it  tinds  the  external  potential  if  2p  =  0. 

AnnihUaiion  of  the  Surftwe  CurreiU, 

To  get  rid  of  y  and  substitute  matter  giving  the  same  external 
potential.  Thus,  given  Hq.  The  first  of  (SOa)  gives  H  in  terms  of  H^, 
through  tr  and  y.  The  first  distribution  of  matter  is  <r  =  NHo/47r,  and 
the  force  due  to  it  is-iIf(NHo)/47r.  Call  this  yR^  and  let  its  surface 
value  be  .^oHq.     Then 

H  =  yyo"'Ho  =  HHo  +  (l-//o)Ho  +  (l-yo)'Ho+...},    (34a) 

in  direct  operations. 

Or  thus,  Ho  gives  a  first  o-  and  y.  Find  the  field  due  to  the  first  y. 
It  has  a  normal  and  a  tangential  component,  and  therefore  gives  a 
second  <r  and  y.  Find  the  field  due  to  the  second  y,  which  gives  a 
third  (T  and  y ;  and  so  on.  As  we  proceed,  the  y  left  gets  smaller  and 
smaller,  and  is  finally  annihilated,  leaving  a  distribution  of  matter,  the 
sum  of  all  the  o-'s,  say  o-q.     Then  H  =  -  2  fo-Q,  where  (r^  is  given  by 

o-o  =  N(  1  -  ^)  -  iHo/47r,      where      z=^^  {V^/^Tr, 

or,  (ro  =  N(Ho  +  ^Ho  +  .v2Ho+...)/47r (35a) 

AnniJnUition  of  tlie  Surface  Matter,  wlien  possible. 

Starting  with  P^,  it  gives  a  first  o-  and  y,  and  the  H  due  to  the  latttjr 
is 

2  Vfy  =  S  Vf  VNHo/47r  =  tt?Ho     say. 

Let  /r^jP^  be  the 'surface  value.     Then 

H  =  2(;M'o-%  =  t/'{Ho  +  (l-w'o)Ho  +  (l-^<^o)''^Ho+...} (36(0 

Or  thus ;  in  the  manner  (35(0  ^^^  g^^*  ^^^  annihilating  o-  insteail  of 
y,  we  shall  have  H  =  2  Vfy^,  where  yQ  is  the  finally-arrived-at  current 
given  by 

yo  =  VN(1  -  y)-iH^,/47r ;        where        y  -  -  2  f.(N/47r). 

Or  yo  =  VfVN(Ho  +  yHo  +  y2H^+...)/47r (37rt) 

Hero  y  is  the  same  as  in  (34a). 

P  m  Terms  of  th^  Surface  Hq. 

When  the  p  and  F  are  in  the  inner  region,  the  first  approximation  to 
the  value  of  P  at  the  external  point  Q  is  ^pNKJiw,  say  ?/Ho ;  and  the 
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force  due  to  this  is  -  VuH^^.     The  complete  external  potential  is 

/>  =  w(-yw^)-iHo  =  w{l  +  (l+Vi/o)  +  ...}Ho,    (38o). 

But  if  the  point  Q  be  inside,  and  the  p  and  F  outside,  this  formula 
does  not  give  the  internal  P  (with  M  as  the  inward  normal),  but  leaves 
it  indeterminate  as  regards  a  constant. 

A  in  Terms  of  the  Surface  H^. 

The  first  approximation  to  A  ^such  that  H  =  curl  A)  bein^  2^VNHo/47r, 
say  r/Hg,  and  the  force  due  to  tnis  being  curl  (jKq,  the  complete  external 
A  at  Cj,  when  p  and  F  are  inside,  and  ^  /)  =  0,  is 

A  =  ^(curl.^o)-^Ho  =  ^{l+(l  -curl.^o)  +  ---}-^o-    (39«) 

But  if  w  p  or  2)  (T  is  not  zero,  we  shall  have 

H  =  curl  A  -  VI\, 

where  A  is  given  by  (39a),  and  I\  is  the  potential  due  to^p  distributed 
equipotentially.     The  external  energy  will  now  be  expressed  by 

where  y  =  VNHj/47r ;  the  mutual  energy  of  the  fields  of  A  and  P^  being 
zero. 

Remarks  on  tliese  formiUie, 

The  process  indicated  by  the  right  member  of  (33^/)  consists  in  the 
substitution  of  magnetic  shells  for  matter,  and  finding  their  potentials. 
Let  the  final  result  be  /\,  and  P^q  be  its  surface  value.  Then  /\„  =  P^ 
if  ^p=zO,  Otherwise,  their  difference  must  be  a  constant,  say 
Pq  -  Pjo  =  Pgo-  ^^^  •''Ao  must  be  zero,  therefore  P^o  is  constant.  It  is 
the  potential  of  the  surface  when  the  quantity  of  matter  ^p  =  ^<r  is 
distributed  over  it  equipotentially. 

Similarly,  in  the  (36((),  (37a)  annihilation  of  the  surface  matter,  so 
far  as  is  possible,  we  arrive  at  the  force  which  differs  from  the  real  force 
by  that  due  to  the  matter  ^o-  which  is  left,  and  which  is  distributed 
equipotentially. 

It  will  be  observed  that  whilst  the  first  o-  and  y  together  produce  no 
field  on  one  side  of  the  surface,  the  annihilation  of  either  completely 
alters  this.  The  complete  o-y,  for  example,  produces  a  field  on  both 
sides,  although  it  is  the  same  on  one  side  as  that  due  to  a-  and  y,  i.e., 
on  the  side  where  H  was  under  investigation. 

There  is  always  a  distinction  l>etween  the  external  and  the  internal 
regions  as  regards  the  determination  of  P  from  the  surface  force.  It 
fixes  the  external  force,  when  p  and  F  are  inside,  and  it  also  fixes  the 
potential,  so  as  to  vanish  at  an  infinite  distance.  It  also  fixes  the 
internal  force  when  the  p  and  F  are  outside,  but  cannot  then  fix  the 
potential.  {E.g.,  no  surface  force,  yet  a  constant  internal  potential, 
depending  upon  external  matter.)  This  puts  a  difficulty  in  the  way  of 
the  estimation  of  the  external  P  in  terms  of  the  surface  Pq  when  the  p 
and  F  are  inside,  and  i)p  is  not  zero,  even  when  we  apply  Green's 
method.     We  do  not  arrivi*  at  the  pro|)er  Greenian  distribution  of 
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matter,  but  at  another,  giving  a  surface  potential  differing  from  what  is 
wanted  by  a  known  constant,  so  that  we  have  to  find  another  distribu- 
tion, to  give  this  constant  potential. 

Section  XXIV.    Action  between  a  Magnet  and  a  Magnet,  or 

BETWEEN  A  MaGNET  AND  A  CONDUCTOR  SUPPORTING  AN  ELECTRIC 

Current.     The  Closure  of  the  Electric  Current.     Its 

Necessity. 

The  section  before  the  last  being  preliminary  to  the  subject  of  the 
stresses,  and  the  last  section  being  of  a  perfectly  abstract  nature,  the 
one  to  follow  this  will  be  on  the  magnetic  stress  in  general,  as  modified 
by  differences  of  permeability  and  other  causes.  The  present  section 
is  of  an  intermediate  nature.  Though  dealing  with  the  magnetic  stress 
outside  magnets,  its  principal  object  is  to  direct  attention  to  the  vexed 
question  of  the  closure  of  the  electric  current ;  which  I  endeavour,  as 
far  as  I  can,  to  bring  down  to  a  question  of  definition. 

Let  us  forget,  if  possible,  for  a  time,  all  knowledge  of  the  electric 
current — or  rather,  let  us  make  no  use  of  it.  Suppose  that  we  are  fully 
acquainted  with  the  mechanical  actions  of  rigid  magnets  upon  one 
another.  That  there  is  probably  no  such  thing  as  a  perfectly  rigid 
magnet  (that  is,  in  the  larger  theory,  an  unmaguetisable  magnet,  whose 
permeability  is  unity,  or  the  same  as  that  of  the  enveloping  medium)  is 
immaterial.  We  suppose  there  is.  Except  that  the  argument  would 
be  more  complex,  it  would  not  alter  our  general  conclusions  to  take  a 
magnetisable  magnet. 

We  may  put  any  collection  of  little  rigid  magnets  together  to  form  a 
complex  magnet,  having  any  distribution  of  magnetisation.  Its  ex- 
ternal field  of  force  is  to  be  got  by  observing  the  mechanical  force  it 
exerts  upon  one  pole  of  an  exceedingly  weak  and  slender  magnetised 
filament,  uniformly  and  longitudinally  magnetised,  so  as  to  localise  its 
poles  strictly  at  its  ends.  Upon  the  basis  of  the  definition  of  a  unit 
pole,  that  it  repels  a  similar  unit  pole  at  unit  distance  with  unit  force, 
we  can  map  out  the  external  field  of  force.  Let  F  be  the  magnetic 
force  intensity,  that  is,  the  force  on  a  unit  pole  placed  in  the  field. 
F  is  subject  to  the  conditions 

div  F  =  0,  curi  F  =  0, 

outside  the  magnet.  The  lines  of  F  start  from  the  surface  of  the 
magnet,  proceed  in  curved  paths  through  the  air,  and  end  upon  its 
surface  again  at  other  places. 

If  we  describe  a  closed  surface  in  the  air,  completely  enclosing  the 
magnets,  of  whose  position  within  the  surface  we  might  be  ignorant, 
we  should  be  entirely  unable  from  our  examination  of  the  field  outside 
the  surface,  to  determine  the  interior  distribution  of  magnetisation,  or 
even  to  determine  the  situation  of  its  poles,  that  is,  the  distribution*  of 
the  imaginary  magnetic  matter,  to  which,  if  we  ascribe  self-repulsive 
force  according  to  the  inverse-square  law,  we  may  attribute  the  external 
force.  We  might  ascribe  F  to  a  distribution  of  matter  cr  over  the 
surface  itself,  of  total  quantity  zero ;  or  to  a  distribution  of  a  vector 
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quantity  y  over  the  surface  in  closed  lines,  producing  external  F 
according  to  another  law,  viz.,  Vfy==  force  at  a  point  Q  due  to  the 
element  y ;  f  being  the  force  at  y  due  to  unit  matter  at  Q ;  or  to  com- 
binations of  both  o-  and  y,  one  of  which  is  unique,  inasmuch  as  it  pro- 
duces no  internal  field.  Contract  the  surface  until  it  reaches  the 
magnet  itself.  Then  we  may  ascribe  the  external  field  to  or,  or  to  y,  or 
to  combinations,  definitely,  on  the  surface  of  the  magnet,  or  in  its 
interior  in  various  way,  but  not  definitely.  The  distribution  of  mag- 
netisation is,  a  forlwri,  still  more  undiscoverable,  for  there  may  be 
distributions  corresponding  to  no  magnetic  matter,  giving  no  external 
force. 

But,  making  use  of  our  knowledge  of  the  effect  of  building  up  a 
magnet  from  smaller  ones,  we  may  suppose  that  the  magnetisation  is 
known.  Let  the  vector  magnetisation  be  I,  and  its  convergence  be  p, 
the  density  of  the  magnetic  matter.     Then 

divP  =  47r/>,  curlP  =  0 

fully  determine  F.  It  is  of  considerable  practical  utility  in  theoretical 
reasoning  not  to  treat  the  surface-  and  the  volume-densities  separately, 
but  to  include  them  both  in  />,  the  volume-density.  Thus,  if  a  magnet 
be  quite  uniformly  magnetised,  there  is,  strictly  speaking,  no  p.  The 
convergence  of  I  is  on  the  surface.  But,  by  supposing  I  not  to  cease 
abruptly  on  reaching  the  surface,  but  gradually,  however  rapidly, 
through  a  thin  surface-layer,  we  make  the  matter  have  a  space  distri- 
bution, of  the  same  total  amount  per  unit  of  surface  as  the  surface  dis- 
tribution it  represents.  We  can  always  derive  the  surface  expressions 
from  those  of  the  volume  with  great  ease,  when  we  want  them  ;  whilst 
our  work  is  much  simpler  without  them  when  we  do  not  want  them. 

The  resultant  force  between  any  two  magnets  may  now  be  easily 
represented.  ^F^pi  is  the  resultant  force  on  a  magnet  whose  matter 
density  is  p^  due  to  another  magnet  whose  polar  force  is  Fg.  And 
SF]P2  IB  ^^6  force  of  the  first  magnet  on  the  second.  (We  need  not 
trouble  about  the  forces  of  rotation  at  present,  which  are  nearly  as 
simply  represented.)  These  are  equal  and  opposite.  Also  2)F^pj  =  0 
and  S  F2P9  =  0 ;  that  is,  a  magnet  cannot  translate  Uself  (or  rotate  itself 
either).  So  if  F  =  F^  -H  Fg,  making  F  the  actual  force  of  the  field,  the 
forces  on  the  magnets  are'  2)  Fp^  and  ^  Fpg  respectively. 

Describe  any  closed  surface  separating  one  magnet  from  the  other ; 
let  the  first  magnet  be  inside.  The  force  on  it  may,  as  in  the  last 
section,  be  represented  by  the  surface-integral 

^K^F  +  VyF), 

if  cr  =  NF/4ir,  y=^VNP/47r,  N  being  a  unit  normal  from  the  inner  to  the 
outer  region.     Or,  which  is  the  same  thing,  by 

2{F(NF)-N(iF)}/4ir, 

in  terms  of  the  Maxwellian  stress. 

The  following  is  the  process  of  showing  that  this  stress  gives  rise  to 
the  required  mechanical  forces.     The  quantity  summed  up  is  the  vector 
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stress  on  the  plane  whose  normal  is  N.  If  we  fix  the  direction  of  N,  its 
divergence  is  the  N-component  of  the  force  per  unit  volume,  hy  the 
principles  of  varying  stress. 

Now  div  {P(NP)}  =  (NP)  div  P  +  PV(NP), 

and  div{N(JP'^)}=^^(lF)  =  pf, 

if  n  be  length  measured  along  N. 

Also,  P|-jj  -  V(NP)|  =  NVP  curl  P, 

so,  S  being  the  vector  stress  on  the  N  plane, 

iir  div  S  =  (NP)div  P  -  NVP  curl  P, 
=  N{P  div  P-VP  curl  P}, 
divS-=N{P^  +  VrP}, 

if  r  =  curl  T/iw,  This  being  the  N-component  of  the  force,  the  force 
itself  is  j.^  ^  ypp 

per  unit  volume;  or,  since  r  =  0,  the  magnetic  force  of  the  magnets 
being  polar,  simply  Fp  per  unit  volume. 

The  length  of  this  process  depends  upon  our  wishing  to  develop  the 
term  VFF.     If  it  were  not  for  that,  we  would  see  at  once  that 

V(NP)=^ 
an 

when  P  is  polar,  N  being  in  any  direction,  and  so  get  the  force  Fp 
immediatel}'. 

The  question  now  asks  itself  (remembering  that  wo  are  ignorant  of 
the  electric  current),  what  is  this  F,  whose  vanishing  cuts  the  work 
short  at  the  beginning,  in  our  case  of  P  being  polar.  Can  it  really 
represent  any  physical  magnitude  ? 

It  is  defined  by  curl  P  =  47rr,  and  is  necessarily  zero  in  the  case  of 
magnets.  It  indicates  doaed  lines  of  P,  which  are  impossible  with  a 
strictly  polar  force  in  all  space.  F  is  a  vector  which  is  necessarily 
circuital.     This  is  a  mathematical  consequence  of  its  definition. 

Furthermore,  whilst  P,  as  a  polar  force,  with  F  =  0,  is  a  special  kind 
of  distribution  of  a  vector,  if  wo  allow  F  to  be  not  zero  P  becomes  of 
the  most  general  type  possible,  any  distribution  of  force,  or  any  field  of 
force,  without  the  polar  limitation.  Given  the  divergence,  and  the  curl 
of  a  vector,  the  vector  itself  is  fixed,  if  it  is  to  vanish  at  infinity. 

Supposing,  then,  we  allow  that  F  can  exist,  we  can  predict  what  the 
mutual  force  between  a  magnet  and  it  will  be.  Let  there  be  F  in  a 
certain  region,  outside  of  which  there  is  only  /o,  therefore  only  magnets. 
The  resultant  force  on  this  region  is  equivalent  to  VFP  per  unit 
volume.  Wo  cannot  localise  the  force — we  can  only  know  its  total 
amount.  It  is  necessarily  2  VFP.  The  reason  we  cannot  say  that 
VFP  is  the  force  on  unit  volume  is  that  F  is  necessarily  circuital,  and 
so  we  cannot  work  down  to  a  unit  volume  without  having  current  in 
the  external  region  as  well,  which  is  against  our  previous  knowledge. 
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So  far,  r  has  a  merely  speculative  existence.  It  is  got  by  making 
the  assumption  that  there  can  be  circuital  magnetic  force.  Admit- that 
there  can  be,  the  laws  of  F  follow.  T  is  necessarily  circuital.  The 
magnetic  force  it  produces  at  Q  is  Z  f F,  if  f  be  the  force  at  F  due  to  unit 
matter  at  Q.  The  force  between  one  F  and  another,  and  between  F 
and  p  follow,  viz.,  that  the  resultant  force  on  any  region  containing  p 
and  closed  F  is  2(^H  +  VFH), 

H  being  the  actual  intensity  of  the  field  due  to  all  the  p  and  F. 

Now,  wo  do  know  what  F  is,  under  certain  circumstances.  By  the 
researches  of  Ampere,  the  father  of  electrodynamics,  we  know  that 
F  measures  the  density  of  current  in  a  conductor  when  it  iff  steady. 
His  researches  were  conducted  in  a  very  different  manner,  and  are 
indeed  very  difficult  to  follow,  like  most  novel  researches,  but  the 
results  are  exactly  these,  without  his  hypotheses  as  to  the  action 
between  different  elements  of  a  current.  We  virtually  measure  the 
strength  of  current  in  a  conductor,  when  we  use  a  galvanometer,  by 
the  lino-integral  of  H  round  a  current,  and  that  is  the  amount  of  the 
quantity  F  =  curl  H/47r,  passing  through  the  line  of  integration. 

Also,  steady  currents  are  closed.  So  far,  then,  we  identify  F  with 
the  conduction  current 

But  our  F  is  closed  under  any  circumstances.  We  know  also  that 
conduction  currents  are  not  always  closed;  for  instance,  when  we  charge 
a  condenser.  We  still  measure  the  conduction  current  in  its  transient 
state  by  F.  We  do  so  by  the  continuously  changing  instantaneous 
magnetic  force  if  the  charge  or  discharge  be  slow  enough ;  otherwise, 
by  the  ballistic  method,  which  is  virtually  the  same.  F  being  then 
unclosed  in  the  conductor,  has  necessarily  its  exact  complement,  to 
close  it,  outside  the  conductor,  i.e,,  our  F  has,  though  it  may  be  only 
called  current  when  in  the  conductor. 

But  our  F,  being  identified  with  current  when  in  a  conductor,  both 
in  steady  states  when  the  cun'ent  is  closed  in  the  conductor,  and  in 
transient  states  when  it  is  closed  through  the  dielectric,  and  this  F  in 
the  dielectric  being  related  to  the  magnetic  force  in  the  same  way  as  if 
it  were  conduction  current,  why  should  we  not  call  it  electric  current 
also  ?  As  it  demonstrably  exists,  we  see  that  the  closure  of  the  current 
is  reduced  to  a  question  of  a  name.  It  would  be  positively  illogical  not 
to  call  it  electric  current. 

To  sum  up  : — 

1.  From  magnetic  knowledge  only,  there  should  be  no  circuital 
magnetic  force  in  the  space  outside  magnets. 

2.  If  we  admit  the  existence  of  circuital  magnetic  force,  or,  say 
generally,  if  we  admit  that  the  line-integral  of  the  force  in  a  circuit  in 
air  can  be  finite,  we  arrive  at  a  vector  quantity  F  having  also  the 
property  of  being  circuital,  and  we  can  find  the  mechanical  force 
between  it  and  magnets  or  other  F,  and  can  thus  definitely  measure  F. 

3.  This  F  we  know  to  be  conduction  current,  when  steady. 

4.  But  in  transient  states,  conduction  currents  are  not  always 
circuital. 


V 
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5.  But  a  part  of  F  still  measures  the  conduction  current 

6.  The  other  part,  the  complement  of  the  conduction  current,  is  out- 
side the  conductor,  continuous  wii'ii  the  conduction  current,  and  closing 
it. 

7.  Then  why  not  call  it  electric  current  1 

We  see  that  it  is  not  a  question  for  experiment,  for  no  amount  of 
experimenting  could  alter  this  reasoning,  but  of  definition,  an  agree- 
ment to  call  a  certain  function  of  the  magnetic  force  always  by  one 
name,  viz.,  the  electric  current,  which,  if  in  a  conductor,  heats  it  and 
wastes  energy,  whilst  in  a  nonconductor  does  not,  energy  being  stored 
potentially.     It  is,  of  course,  needless  to  add  that  this  current  in  a  non- 

conductor  is  Maxwell's  current  of  displacement,  D,  the  rate  of  increase 

of  the  displacement,  whilst  ED  is  the  activity  of  the  electric  force  E  to 
match,  and  ^EB  the  stored  potential  energy  of  displacement. 

Note  on  equation  (32a)  [p.  553].— For  mnemonical  purposes,  the 
following  is  a  concise  form  of  this  equation.  The  potential  being 
given  =  Fq  over  a  closed  surface,  due  to  matter  or  current  within  or 
on  it,  the  potential  P  at  any  external  point  Q  is 

P=  -^f^-{PM    (32a)  W5. 

if  ^  be  the  potential  due  to  unit  matter  at  Q,  and  n  be  length  measured 
along  the  normal  outward. 

[The  second  half.  Sections  25  to  47,  of  this  Article,  is  in  vol.  2]. 


END  OF  VOL.   I. 


ROBERT  MACLEIIOtE,  PRINTER  TO  THE  USITKRSITY,    OLASOOW. 


« 


s      i 


scii:ijczs 

LIQXliiRY 


v.l 


I. 

4 


lllliilllliMil 

3   tlOS   DD2   D55   751 


Stanford  University  Libraries 
Stanford,  California 


IMuni  thia  book  on  or  before  dato  iat. 


